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FOREWORD 

As far as I am aware, a comprehensive book containing 
all the existing labour and Factory legislation in India such 
as this has not yet been published. Interest in Labour prob- 
lems and particularly in Labour Legislation is daily grow- 
ing, and a book setting forth the law affecting labour and 
factories as it stands up-to-date is indeed timely. The first 
part Of the book gives all central legislation and the second 
part all Bombay provincial Legislation. The last two parts 
of the book deal with War-time Legislation. I am happy 
to find that Mr. Trivedi has included Rules issued under the 
various Acts as well as important notifications. While this 
entails considerable work, it greatly enhances the value of 
the book in practice. 

In the introduction to the book Mr. Trivedi had admir- 
ably summarised the most important provisions of the 
various Acts and indicated the main features Of the 
Beveridge Plan. He has also discussed the problem of 
Social Legislation as it affects India after giving a brief 
resume of International Trends in this sphere. I feel sure 
that for purposes of reference this comprehensive volume 
will prove very useful to all those Who are in any way con- 
nected with labour or the Administration Of factories, 1 mines 
and railways , as well as to the legal profession and 
employers. 

28, Prithviraj Road, B. R. AMBEDKAR. 

New Delhi, 1st March, 1945. 



PREFACE 


The necessity of a comprehensive compilation containing 
all legislation relating to labour and factories as it stands on 
statute-book today has been long felt. The Acts, Ordinances, 
Rules etc. reproduced in this volume have all been separately 
published by the Government from time to time in book form 
or in Government gazettes. A consolidated volume embracing 
them all is, however, not available. Amendments to Acts sub- 
sequent to enactment, are invariably published only in gazettes. 
They are incorporated in the Acts when they are reprinted 
from time to time. Most of these publications are however, 
inevitably not up-to-date and thus involve further references. 
The purpose of this compilation is to rectify these deficiencies 
and present all such legislation as amended up-to-date in one 
volume. 

The first part of the book contains all Acts of the Gov- 
ernment of India which were enacted and were in force be- 
fore 1st September, 1939 i.e., prior to the outbreak of war. Rules 
issued under the Acts are also given with them. Selected noti- 
fications which have a direct bearing on the enforcement of 
the Act and which are in practice useful are also incorporated. 
The texts of Acts, Rules and Notifications have been brought 
up-to-date by incorporating amendments made in them since 
the date of enactment or the date of issue. This part thus con- 
tains all pre-war Central legislation as it reads today. 

The second part of the book gives in full all Acts of 

the Government of Bombay, enacted prior to the outbreak of 
war affecting labour and factories. Rules and selected Notifi- 
cations are also given. These have also been brought up-to- 
date as in the first part. 

The third part of the book contains all Acts and Ordi- 
nances promulgated after 1st September, 1939 i.e., since the 
start of the war. It contains what may be called “War-time 

Labour and {Factory Legislation.” This part has also been 

brought up-to-date like the first two parts. 

Tie Insurance Schemes reproduced in the fourth part 

of the book have been brought into force since the start of 
the war and therefore fall properly within the scope of War- 
time Legislation. They have, however, been separated from the 
third part for convenience and for the obvious reason that they 
cannot be regarded as part of legislation affecting the inte- 
rests of labour. They are more in the nature of statutory lia- 
bility imposed to meet the exigencies of war than in the nature 
of labour legislation properly so called. These schemes and 
Rules issued thereunder are brought up-to-date. 
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A word of explanation is needed here for the inclusion 
of Bombay Legislation; Firstly, it falls properly within the 
scope of the book. Secondly, as compared with similar legisla- 
tion in other provinces it affects vitally, by the very fact of lo- 
cation, one of India’s most important industries, namely the 
textile industry. Besides, it is also interesting in that it is 
the only province in which a popular Government experiment- 
ed with a measure of success in the field of legislation for set- 
tlement of trade disputes (The Bombay Industrial Disputes 
Act, 1938). One of the first efforts in the direction of progres- 
sive social legislation is also to be found in enactment of Bom- 
bay Shops and Commercial Establishments Act, 1938. 

From a brief description of the contents given above 
it will be noticed that this volume contains what may com- 
prehensively be termed “Labour and Factory Legislation.” All 
Acts, Ordinances and Orders which are reproduced here pri- 
marily relate only to labour and factories. While it contains 
all such legislation, it does not include legislation which may 
have an indirect bearing on either labour and/or factories, 
for example the Indian Railways Amendment Act, 1930, the 
Indian Railway Servants’ Hours of Employment) Rules, 1931, 
the Indian Ports Amendment Act, 1931, the Land Acquisition 
Act of 1933, or the Amendment of the Civil Procedure Code Act 
IX of 1937. If opportunity offers Itself at a future date, it is 
hoped to make the book complete by the inclusion of all such 
legislation, legislation of provinces other than Bombay, and acts 
which provide for conditions of employment in specific districts 
or industries, such as the Tea Districts Immigration Labour 
Act, 1932. 

It is hoped that the book will prove useful as a book 
of reference to employers and employees alike and all those 
who are in any way connected with labour or factories and 
those Interested in labour legislation as such. 

I have to thank Mr. S. R. Gupte, B.A.LL.B. and Mr. 
C. N. Patwardhan, B. Com., for the valuable help which they 
have given in compiling this book, and Messrs. Karaik and 
Telang, Assistant Record Keeper and Librarian of the Govern- 
ment of Bombay for having given necessary references. My 
thanks are also due to Mr. P. J. Pandya of N. M. Trlpathi Ltd. 
for having readily undertaken to publish the book and to my 
friends, Mr. R. A. Patel, B.A. and Mr. M. J. Ossa, B.Sc. for hav- 
ing supervised printing and publication. Mr. Dhirubhal Dalai 
of the Associated Advertisers has helped considerably in the 
edfhpletibn of this book. 

Mteir* Delhi, 

1st. January, 1945. H. 1L Trlvedi. 
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ft would be natural to ask “What is the purpose ofsueh 
a bodk?” The obvious answer would be that it is a book Of 
refeuencei . While it is not a book Of law properly so called It 
co vara in its. comprehensive scope all statute law affecting 
tha. interests of labour or governing the conditions of employ* 
meat in factories. This, however, answers the question only 
partially- There is another and a wider purpose. It Will te 
noticed that the first two parts of the book deal with pre-war 
legislation and the last two Contain War-time legislation. Pub- 
lic opinion has undergone a change since the start of the War. 
The only index of change in public opinion on questions of 
labour legislation is the manner in which it reflects in govern- 
mental policy. The separation of war-time legislation puts it 
In its proper perspective and enables us to see the vital differ - 
ewes b e tw e e n the respective periods and the manner in Which 
them differences reflect themselves in statutory law. Hence 
the need to place in Juxtaposition legislation pre-war and dur- 
ing the war. By itself the clarification of these differences is 
mg. * subsidiary purpose of this book. 

In a wider sense, a comprehensive view of labour and 
factory legislation as it exists today should enable us to ques- 
tion oUxselves on many subjects. It is high time we begin to 
taka stock, of > what we have done in the field of labour legis- 
lation ns Compared with other nations. It is necessary fdr us 
to dnderatand whether we have implemented faithfully the 
recommendations of the International Labour Office in the 
field of social legislation. Have we lived up to the full impli- 
cations of s our membership? It is probably no reflection on 
our. zest or sincerity to admit that we have not. Is the argu- 
ment of very vital differences in conditions in India as com- 
pared -with conditions elsewhere only a specious excuse or is 
the difficulty genuine? It is necessary to analyse what has 
already been done and question ourselves about what we are 
gelnyW do. The peculiar circumstances, if any, of our country 
may not be ignored, it may not be necessary to rush with 
reform ■ or social' legislation but difficulties must not be 
showed to, deter ue. We must net step with stating the vast- 
nesr aad complexity of the problem. Are the foundations laid 
on which the superstructure of post-war legislation may be 
buhl? I deubt if tiiey are. But even if they are, are tits found- 
ations secure? What have we secured lor our workers? .Am 
them reliable guarantees against reactionary trends, if way? 
Sow are we going to harness and utilise reformist toadftMMg# 
Befata We -know how, it would seem necessary ho ascertain pee- 
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clsely the fact* end collect statistics and correct information 
on many aspeata of this Complex problem. The problem mart 
be set In Its proper economic end political setting. It would 
also seem necessary to study our labour legislation add to Keep 
abreast of present trends in other countries. We must draw a 
lesson from the efforts in this field of other countries With 
conditions approximating our own. Hava we • begun to thitfir 
of our post-war policy in this sphere? If we have, what are the 
broad outlines of our policy? If we have— as it seems we 
have— started to think along planned lines, We must also 
plan our policy in this sphere at the same time. This problem 
affects and in its turn is affected by our plans in other spheres. 
Briefly, therefore, the kernel of the problem is to bring to bear 
on this question a scientific approach, to define clearly oUr 
objectives and to devise methods to achieve them. 

Review of the Past. 

Let us first review the past. The outstanding fact to 
be borne in mind is that the entire body of labour and factory 
legislation, apart from that which relates to Trade Unions or 
Trade Disputes, affects only industrial workers. The vast 
mass of agricultural and other non-industrial workers are not 
yet brought within the scope of any social legislation as Such. 
According to available statistics, the total number of factories 
registered under the Factories Act, 1034, was 11,490 itt iW». Of 
these, only 10,466 were regularly working. The average num- 
ber of operatives employed during the same year wasKi7,5l,t3?. 
including mine workers, plantation labour, railway workers 
and some categories of non-industrial workers affected by re- 
cent provincial legislation (such as the Bombay Shops and 
commercial Establishments Act, 1939),' the total number of 
workers affected by this kind of legislation would not probably 
exceed 38 lakhs. This brings into relief, on the one hand the 
very limited scope of this legislation, and oh the other the 
vital need of promoting social legislation for Such a large num- 
ber of our fellow men. - 

Before analysing the existing labour code, it is neces-" 
sary to review the circumstances which led to its formation. 
The principle of State intervehUOh to regulate industrial Itt* 
and conditions and to better the lot of the industrial WOMMP 
came to be accepted in India After ths Great Hi*r* foW-lg. T^or' 
war made the Indian working - deep! realise the, jeed- or 
organised and collective action for improvement im pair dim 
conditions of life. It also m ade the employers realise that an 
organised and contented labour fores meant more onagkMp 
add war*- http rather than a hindrance. Fartteipetien 06 n* 
presentsttvee of the Government, capital ttt taMOttriffounatii 
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national Labour Conferences brought home the need for indus- 
trial legislation .along western lines. The Report of the Royal 
Commission on Labour 1931 focussed attention on labour Ques- 
tions and laid the. foundations of labour reform in the succeed- 
ing period. This period coincided with increased industriali- 
sation of the country under “discriminating protection” and 
was marked by a general anxiety to avoid at least the gross 
evils of the early days of industrialization in the west. 

The advent of provincial autonomy in 1937 brought to 
the fore the programmes of organised political parties in the 
field of labour reform. While these programmes were only par- 
tially implemented (as in Bombay by the Bombay Industrial 
Disputes Act), they served a useful purpose in bringing about 
a substantial advance in public opinion on questions of labour 
reform. It came to be recognised that legislation to secure a 
better standard of living for the workers, minimum wages, li- 
mitation of hours of work and protection against the economic 
consequences of old age, sickness and unemployment could not 
be long postponed. That is the burden of the recommendations 
of the Bombay Textile Enquiry Committee, and the Bihar and 
Cawnpore Labour Enquiry Committees. Attempts at progres- 
sive legislation in the provinces also brought home the neces- 
sity of having a uniform labour code to eliminate disparities 
in conditions in different provinces and as between British In- 
dia and the Indian States. Although the recommendations of 
the Whitley Commission to form an industrial council was not 
given'eBSct to, and although the out-going of popular mini- 
stries from the provinces meant a set back in this sphere, the 
outbreak of war and the need for mobilising industry resulted 
in the convening of labour conferences in 1940, 1941 and 1942 
which have paved the way for bringing about a uniformity in 
the labour code for the whole country. The constitution of 
the Tripartite Labour Conference in 1942 and the appointment 
of the Labour Investigation Committee in 1944 with terms of 
reference almost as wide as those of the Whitley Commission 
and with recommendatory powers are important forward steps 
both from the point of view of collection of correct data and 
the implementation of social policy based on this. From this 
background and from publications such as Professor Adarkar’e 
report on a Scheme for Sickness Insurance it will be clear that 
social legislation is likely to figure prominently in the future. 

Legislation regulating hours of work and conditions of employ- 
ment. 

In reviewing the existing code, the first category to bo 
considered is legislation regulating hours of work and condi- 
tions of employment. . >. . ; 
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The Factories Act, 1934 is the most important in this 
category and Imposes the following major limitations: 

(a) The Act applies to factories wherein 20 or more per- 
sons are employed and mechanical power is used. It 
authorises Provincial Governments to extend its pro- 
visions to other places where 10 or more persons are 
employed and manufacturing is carried on with or 
without the aid of power. 

(b) The Act distinguishes perennial factories (i.e., Esta- 
blishments which work for more than 180 days in a 
year) from seasonal factories which work for less than 
180 days, such as Cotton Ginning and Pressing and 
establishments manufacturing coffee, lac, rubber, su- 
gar, etc. 

(c) The hours of work of adult men and women in a pe- 
rennial factory are limited to }0 hours a day or 54 
hours a week and lo hours a day and 56 hours a week 
in perennial factories which involve continuous work. 
The hours of work of men in a seasonal factory are limit- 
ed to 11 hours a day or 60 hours a week and of women 
to 10 Hours a day or 60 hours a week. 

(dt.No adult worker is allowed to work for a period of 6 
hours, 5 hours and 8% hours without having compul- 
sory rest of one hour, half an hour and two intervals of 
half an hour respectively. The total spread-over of 
the daily hours of work is limited to 13 hours a day ' 
inclusive of rest intervals. All workers are entitled to a 
weekly day of rest on a Sunday and exemption from 
this provision can be given only if no worker is re- 
quired to work for more than 10 days consecutively 
without a holiday. No such exemption can be given 
in respect of children as defined by the Act. 

(«) The minimum age of children is raised to 12 (further 
raised to 15 by the Employment of Children Act, 1B38) 
and persons between the age of 15 and 17 are called 
adolescents. No child is allowed to work in a factory 
unless he produces a certificate of fitness from a pres- 
cribed medical authority; adolescents are -treated as 
children and governed by the relevant regulations unless 
they produce a similar certificate. 

Hours of work of children are limited td 5 hours a 
day,' the total spread-over not extending beyond 7% 
hours. They cannot be employed between the homes 
of 7 p.m. and 5 am. or 7-30 pm. and 8 a m. unless 
Provincial Government by notification varies the 
limit. Incidentally the Act similarly prohibits the em- 
ployment during night of women also. 
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(/) Farepoufs in excess of 54 or 56 up to 40 hours per week 
in o perennial factory, 1% times the ordinary rate Of 
pay is prescribed. For hours in excess of 6o hoars a 
week payment at 1% times the ordinary rate is pres- 
cribed. 

: (p) The Act also requires: 

(i) Every factory to have an adequate supply of 
drinking water, proper sanitary arrangements, 
humidification of factories and sufficient number 
of latrines, etc. 

( ii ) The manager of the factory has to satisfy himself 
and, if called upon to do so, the Government Ins- 
pector, regardlhg the safety of machinery, factory 
buildings and structures and the fencing of danger- 
ous machinery. 

( Hi ) The manager has to report to the inspector of 
factories all accidents which incapacitate a work- 
er for more than 48 hours. 

The Act Is administered by the Provincial Governments 
who are authorised to appoint inspectors of factories with ade- 
quate powers to enforce the Act, to appoint certifying surgeons, 
make rules regarding hazardous occupations and prohibit em- 
ployment of women adolescents or children in such occupa- 
tions, to exclude children altogether from factory employment, 
to make rules requiring a factory where more than 150 persons 
are employed to provide rest shelters or cretches for children 
below 8 (Where more than 50 women are employed) and to 
keep first-aid appliances etc. 

The Act also provides for a penalty, which may extend 
to Rs. 500 for contravention of any of the major provisions of 
the Act and enhanced penalty for repeated breach. 

The Factories (Amendment Act of 1040) imposes a 
statutory obligation on Provincial Governments to extend the 
provisions of the Factories Act regarding health, safety and hours 
of work and conditions of employment of children and adole- 
scents to all small factories which employ 10 or more persons 
and use mechanical power. It further empowers Provincial 
Governments to declare any premises to be a small factory even 
if less than 10 persons are employed therein. 

Children (Fledging of Labour) Act. 

Ihe Children (Pledging of Labour) Act, IMS lays down 
that any agreement to pledge the labour of a child (defined as 
ptauons below the age of 15), written br oral, expressed or 
implied, by the parent in return for any payment of benefit 
Wifi be null attd void. A parent who knowingly pledges the 
labour of a child may be fined up to Be. 50. Any person who 
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knowing 1 * «*twa into m agreement with a parent, *u an em- 
ployer wfca knowingly employs a child may to fined up to 
H<» 200, 

Employment pf Children Act, 

The Employment of Childffh Act. 1030 lay# down that 
no child, who has not completed his i$th year shah to employ- 
ed in any occupation connected with the transport Of passen- 
gers. goods or mails, by railway or the handling of goods with- 
in the limits of a port; such employment being an offence puni- 
shable by fine extending to Rs. 500. The Amendment of this 
Act in 6939 lays down, in addition to the provisions of the 
1936 Act, that no child who has not completed bis 12th year 
shah he employed in any of the scheduled occupations; the 
schedule includes Bidi making, Carpet making. Cement manu- 
facturing, Cloth-printing Dyeing and Weaving, manufacturing 
of matches, explosives and fire works. Mica cutting and split- 
ting, Shellac manufacturing. Soap manufacturing. Tanning and 
Wool cleaning. 

Indian Dock Labourers Act. 

. The Indian Dock labourers’ Act 1934 makes provision 
for ensuring the safety of persons engaged in the docks. It 
contains rules prescribing safe approaches over wharves, docks, 
or quays and means of excess to a ship. It also provides for 
first-aid in cases of accidents, for submissions of report on ac- 
cidents, and for testing lifting machinery etc. 

Indian Mines Act, 

The first Indian Mines Aet was passed In 1901, but it 
was only in 1923 that a sufficiently comprehensive Act called 
the Indian Mines Aet 1923 was passed. The conditions of work 
In mines and the hours of work are now regulated to this Act 
as subsequently amended by the Amendment Acts of 1993 and 
1935. The following are the major provisions: 

(a) The Act applies to all mines which are defined as ‘‘any 
excavation where operation for the purpose of search- 
ing or obtaining mineral la carried on”- 

(b) No adult worker, man or woman, can work for more 
than 8,hours a day underground, or 54 hours a week or 
10 hours a day overground. Hours of work are appli- 
cable to what are called "relays.” Thus excluding the 
time taken in taking workers underground and bring- 
ing them to the surface the hours actually worked un- 
derground are nearer g than 9. Employment of child- 
ren < below the age of 15) in mines is prohibited. Per- 
sons between the age of 46 and 17 treated as "young 
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persons” are not allowed to Work Unless they produce 
a certificate of fitness from a certified surgeon. 

(c) The manager, agent or other person in charge of a 
mine is required to keep adequate supply of drinking 
water and proper sanitary arrangements and when 
notified, to keep first-aid appliances and stretchers. He 
is also required to record all accidents which incapa- 
ciate a worker for more than 48 hours and to report to 
the Chief Inspector such accidents as result in loss of 
life or serious injury. 

(d) The administration of the Act is entrusted to the Cen- 
tral Government who are to appoint the Chief Inspec- 
tor and other inspecting staff. It also authorises the 
setting up of Mining Boards or Committees to investi- 
gate and decide on any matter referred to them. Mi- 
ners are given two representatives on the Mining 
Board and they are nominated in consultation with the 
Miners' Trade Unions. 

(e) Regulations issued on 7th March 1929 prohibited the 
employment of women underground in mines and this 
became fully operative for all mines from July 1939. 
This however has been partially negatived by notifi- 
cations issued in war-time permitting such employment 
in certain provinces as a temporary war measure to aug- 
ment coal raisings. 

(/) The Act prescribes a fine of Rs. 500 for contravention 
of any major provisions of the Act. A large number 
of regulations have also been issued under the Act 
covering the entire field of special safety devices neces- 
sary in mines and prescribing in great detail conditions 
to make the whole operation of mining as safe as pos- 
sible. 

Tea Districts Immigrant Labour Act. 

The history of Labour legislation affecting plantation 
workers is very chequered. Prior to 1925 the legislation in 
force was more protective of plantation owners than of plan- 
tation workers. The Employees Act and Workmen's (Disputes) 
Act* 1860 and the provisions of the Indian Penal Code, 1860 
made it a penal offence for a worker to break a contract of 
service. The Madras Planters' Labour Act, 1903 and the Coorg 
Labour Act, 1926 contain similar penal clauses. It was only 
the Act of 1908 which prohibited the employment of tea plant- 
ation labour through unlicensed contractors and abolished the 
right of arrest of workers by plantation owners. The Central 
Government Act 1925 finally repealed the provisions of the 
Acts of 1860. The conditions of work and systems of recruit- 
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ment of plantation labour are now regulated by the Tea Dis- 
tricts Immigrant Labour Act, 1032. Strictly speaking, it is not 
a piece of. labour legislation in so far as it provides only against 
certain malpractices in recruitment, discharge, migration and 
payment of wages which had become evident prior to the en- 
actment of the Act. 

The Central Government is authorised by the Act to 
appoint a Controller of Immigrant Labour and levy a cess on 
recruitment to defray the expenses of the Controller. No child 
below 16 is allowed to be assisted to migrate to Tea Estate ini- 
less accompanied by his parents. The Controller is entrusted 
with the enforcement of the provisions of the Act which, in- 
clude repatriation, welfare and limitations of contracts of ser- 
vice etc. 

Other Acts and Rules. 

No comprehensive legislation has yet been enacted in 
India to regulate the hours and conditions of work of persons 
engaged in transport services like railways or road transport 
services or persons engaged in the docks. Some degree of pro- 
tection is, however, afforded by the following minor amending 
Acts and Rules governing hours of work and conditions of em- 
ployment of railway workers and others : 

Indian Railways Amendment Act 1930. 

Besides the Factories Act which applies, the object of 
this Act is to regulate the hours of work of persons working on 
railways whose services are not of an intermittent nature. 
The hours of work of such persons are limited to 60 hours a 
week. Those railway servants whose work is necessarily inter- 
mittent may not work for more than 84 hours a week. A com- 
pulsory weekly rest day is provided and exemptions may be grant- 
ed only during an emergency and excess hours are to be paid for 
at 114 times the normal rate. 

Indian Railway Servants’ Hours of Employment Roles 1931. 

These rules limit the hours of work and provide for a 
rest day for certain categories of railway servants excluding 
those engaged on the running staff or watch and ward duty or 
in confidential capacity as supervisors and managers and per- 
sons covered by the Factories Act 1934 and/or the Indian Mines 
Act. 

Indian Forts Amendment Aet 1931. 

This Act prescribes the minimum age of 12 for child- 
ren and prohibits employment of children below this age in 
the handling of goods in a port. This age limit has since been 
raised to IS by the Employment of Children Act 1938. 
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We have noticed that the Factories Act, 1834 applies 
ooftf to manufacturing establishments which employ 2fl or more 
persons and use mechanical power. Provincial Governments 
have exercised powers conferred by Section S(i> of the Act to 
extend its provisions to establishments employing 10 or more 
persons and working with or without mechanical power, it is 
hpwever wen known that the term “Factory” as defined under 
the 1934 Act le/t out of purview of the Act a very considerable 
portion of industrially occupied persons in India who are em- 
ployed in hotels, shops, restaurants, commercial establishments, 
building trades etc. Recently attempts have, therefore, been 
made by Provincial Governments to extend the principle of 
regulation to small or unregulated establishments and enforce 
statutory regulation of hours and conditions of work in such 
establishments in consonance with at least the minimum con- 
ditions laid down in the Factories Act 1834. The Government 
of Bombay led the way by enacting the Bombay Shops and 
Establishments Act 1939. This was followed by similar acts in 
the Punjab, Bengal, Sind, Assam, C.P. and U.P. 

The major provisions of all these acts are along the 
same lines as the Factories Act and prescribe hours of work 
which shall not be exceeded, prohibition of employment of 
children and contain provisions to ensure a prescribed stand- 
ard of cleanliness, Ventilation, regulations of over-crowding, 
lighting arrangements, drinking water, safety of building and 
also prescribes maintenance of registers and records showing 
compliance with the provisions of the Acts and inspection and 
penalties for failure to observe the provisions of the Act. 

Tpe trend of progressive social legislation in the provinces 
was really reflected in these measures of the Provincial Gov- 
ernments. 

Legislation relating to Workers’ Organisations and Trade 
Parnates. 

• We next come to legislation relating to Workers’ Organisa- 
tions mid that relating to industrial disputes and maintenance 
of peace in industrial life. 

Indian Trade Unions Act. 

The question pf giving a corporative and legal status 
to Trade Unions and Workers’ Organisations and the limita- 
tions, if any, to be imposed on workers’ right to strike have 
been subjects Of heated controversy in all countries. Legisla- 
tion on , thegp subjects has necessarily not been successful— 
and to aomc cases unwelcome— because the uncertain economic 
factor of the relative bargaining power of the workersvis-a-vls 
the employers does not lend itself to legislative control. In 
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India, the only piece of legislation guaranteeing workers the 
right to organize and giving a legal corporate status to Trade 
Unions and investing them with immunity from civil and cri- 
minal liability in respect of strikes is the Indian. Trade Unions 
Act 1926. 

(a) Any association of workers if organised for legitimate 
Trade Union activities can apply to the registrar for 
registration and obtain a certificate of registration. The 
general funds of a Union cannot be spent on other than 
legitimate Trade Union activities. A separate political 
fund can be created for a specific purpose but a worker 
who refuses to contribute to the political fund oannot 
be deprived of his normal Trade Union rights. Every 
registered trade union has to send in an annual state- 
ment of its income and expenditure, assets and liabili- 
ties In the form prescribed by the registrar. 

(b) Trade unions preferably registered under the Act are 
Invested with immunity from civil and criminal liability 
In respect of strikes. 

(c) At least half of the total number of office bearers of a 
union must be persons engaged in the industry or trade 
to which the union relates or the Union must Intimate 
to the registrar all the changes of office bearers and 
supply him a copy of the rules of the Union. 

The Trade Disputes Act 1929. 

The only central act relating to trade disputes is the Trade 
Disputes Act. This act is modelled on the British Trade Dis- 
putes Act and Trade Unions Act of 1927. The wisdom of model- 
ling an Indian Act on the lines of an act which was passed in 
U.K. in the temporary phase of reaction after the General Strike 
of 1926 is open to question. While It imposes strict limitations 
on workers’ right to strike it has one welcome feature. It pro- 
vides for a conciliation machinery to bring about for peaceful 
settlement. 

(a) It authorizes the Central or the Provincial Government 
to appoint a Board of Conciliation or a Court of Enquiry 
to investigate and settle a dispute when “it arises or is 
apprehended.” The Government may also publish re- 
ports of such enquiries. 

(b) Any strike by workers engaged in public utility services 

v such as Railway, Water Transport Service, Tramways, 

Postal, Telegraph and Telephone Services, Power, Light 
or Water Supplying Services etc. or any lock -out by em- 
ployees In these services without giving 14 day's notice, 
la writing of their intention to strike or to ltttk-out to 
the party concerned- 1» declared illegal. Btfffees of a 
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general nature not connected y^h’tl^l^lierincr^’U 
trade dispute (politicaTor* general Strikes) or strikes Sto- 
signed ta inflict severe and prolonged hardship bid, thfe 
community are also Ulegal. Workers resorting tb;oi: 
inciting others to resort to such illegal strikes tfepunf- 
sbable by imprisonment or fine or both; „ 

An. employer is required to report to government the 
receipt of notice of his employees to go on strike to the Govern- 
ment within five days, and failure to do so or resor tin g to an 
illegal lock-out on his own part are offences punishable under 
the Act by imprisonment Or fine or both. 

The Bombay Industrial Disputes Act. 

In the provincial field, the Bombay Industrial Disputes 
Act, l#3S, is the only legislation seeking to provide for peaceful 
settlement of trade disputes. It has been welcomed as being a 
pioneer legislative attempt to provide conciliation machinery 
for, settlement of trade disputes, and for a peaceful change in 
conditions of employment and thus in stabilising industry. It 
has, on the other hand, been criticized, on other grounds. It is 
safcj to provide a machinery which is cumbrous. This criticism 
has been partly justified by the history of the application of 
the Act in practice. The more important criticism is however 
oh another ground. It is said with good reason that in an 
anxiety to provide machinery for peaceful settlement of trade 
disputes in all eventualities, the Act has imposed limitations on 
workers’ right to strike, which in the absence of a reeognised 
convention or practice of collective bargaining deprives them in 
effect of their only ultimate sanction to force a recognition of 
their, leg iti m a te rights. It is also criticized, with justification 
as being an attempt to translate into legislative form a parti- 
cula ideological approach to relations between capital and labour 
and has thus resulted in an enactment which fails to provide 
for the actual economic relationship which subsists . today be- 
tween an employer end an employee. There .are certain other 
features in the Act, however, -which are progressive la nature 
pa^cularly those relating todealings with different kinds of 
unions and protection against victimisation for legitimate trade 
anion activity. 

. v it .I a*. law: Act, provides for reference of a dispute to the Com- 
afissicDer of iatitmr who is the Chief Conciliator or to 
spe&aiooncUiatoai for particular areas. M it cannot 
Up astt^byecomfiliator, Oovernmentmay appoint 
a Board of Conciliation, U both parties agree in writ- 
ing, thedispete maybe' referred to an arbitottor ac- 
cepfcable ta botto, The dispute can also be referred to 
the Industrial Court for arbitration, the Chief cupels 



liator.Apecial^aiicilintorB, Boat* af Ooacfflatton, volun- 
tarily accepted arbitrator or the Industrial Court are 
thevarlous agencies which may settle trade disputes 
under the Act; 

(b) The Act classifies important .matters affecting employ- 
ers and employees into trwo schedules And provides for 
the adoption after agreement through the agency of 
the Commissioner of Labour, a set of rules Called “Stand- 
ing Orders” relating to matters in Schedule !. An ela- 
borate machinery is also provided for effecting changes 

. in matters in Schedules I and IL '• ".v 

(c) Any attempt to strike by workers before Standing Or- 
ders are settled or before the expiry of I months since 
settlement is illegal, strike without giving notice Of 
intention to strike or before the conclusion of concilia- 
tion proceedings is also illegal. Similarly a look-out by 
an employer before settlement of Standing "Orders or 
before expiry of one year since the settlement Is SlegUl. 

; A lock-out without giving notice of proposed change 1 
or before conclusion of conciliation proceedings W KUO 
illegal. 

(d) The Act lays down three kinds of Unions which are re- 
cognised by the Government and have the right to, re- 
present workers to a dispute. 

"Unions which have a membership of not less than .5 
per cent of the total number of employees in a trade 
can apply to the registrar and can feede&aredto -be 
“Qualified Unions.” .. . . 

Unions which have a membership of not. less than 
5 per cent and have been recognised by the employers 
or unions with a membership of 25 per oent ef the tetat. 
employees, can apply, and be. registered as “Registered 
Unions.” • • r. . f " 


A Union which is . a “Registered Union? epd has a 
membership of not less than 25. per cent pf the total 
employees for a period of 6 months preqffjjng can toe 
declared as a “Representative Union.” 


"While the Act does not require an employer te re- 
cognise any of these unions, it givee to all these unions 
the right to send .workers' representative* tn a trade. 
Afopiite land .top* rew^es amplpjfers to dasdwttfctbeee 
ives as sueh in conciliation p rocoodlPg s . 


/<*) •ywrfof aggterf^ 
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The Bombay Trade Disputes Conciliation Act, IMi. 

' It n»y be ’looted that the Bombay 'iiid^strial Disputes 
Act 1938 repealed the Bombay Trade Disputes Conciliation Act 
only in districts or places where by notification in Government 
Oasette the former act was made applicable. The Conciliation 
Act Aimed at bringing about purely voluntary settlement of the 
dispute in question. The Act authorised the Provincial Govern- 
ment to appoint the Commissioner of Labour ad the Chief Con- 
ciliator when necessary. Conciliators were empowered to insti- 
tute conciliation proceedings and enforce attendance and re- 
quire the representation of the interests concerned. The Act 
«tao provided for the appointment of a Labour Officer to watch 
lim interests of workers and represent their grievances to em- 
ployers to obtain redress. He could also represent them in a 
trade dispute. This Act, however, did not provide either for en- 
forcing an agreement by way of arbitration or even for the 
enforcement of agreement when reached. If an agreement was 
reached, the Conciliator was to report the settlement to the Gov- 
ernment. Otherwise he was to report the facts and the cir- 
cumstances of the dispute and the reasons for failure in settle- 
ment. 

Miscellaneous Welfare and Protective Legislation. 

We next come to legislation for the welfare of workers, for 
the protection of their rights in the matter of wages and com- 
pensation and other miscellaneous legislation. 

Workmen’s Compensation Act. 

The Workmen’s Compensation Act was and still Is, bar- 
ring enactments since the war such as Coal Mines Welfare Fund 
Ordinance and War injuries Benefit Scheme— the only piece of 
Social' Insurance legislation in India: one of its important cha- 
racteristics is that the State has imposed liability for compen- 
sation on the employer only. 

"jflhe Workmen’s Compensation Act, i923 ,ad amended by 
the Amendment Acts of 1926, 1929 and’ 1933 with mifipr amend- 
ments up-to-date, applies to all manual workers wftosfe monthly 
earnings do not exceed Rs. 300 and who are eihplO^ea' in fac- 
tories, mines, railways, ports and other occupations specified 
in the Act. Every worker employed In these, who iii th^ course 
of Ompioyment sustains an injury which rfjwralto partial or 
total disablement, or death or who 

disease arising out of such employmentf J ie 4fitttl6d iafter a 
waiting period of ,7 days to compensation ftt^thewtesprescrib- 
qd,,Jn. the Bcheiiulqto the Act The amount of compensation 
payable !? correlated to the,J*velof his wages .s^ the nature of 
injury lustalhed 'vy him. 1 
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' Hie administration of • the Act ts : left • to Provincial Com- 
missioners for workmen’s compensation appointed by the Pro- 
vincial Government. Every employer is required tb report all 
fatal accidents to the Commissioner. Any contract directly 
'Concluded between ah employer and a worker with regard to the 
amount of compensation is declared to be hull and void unless 
It Is registered with the Commissioner who satisfies himself 
that It is not obtained by fraud or indirect influence. In case of 
fatal accidents, the Commissioner is authorised to call upon 
the employer to submit the case and state whether he accepts 
liability or not. If he does not accept liability, the Commissioner 
may intimate to the relatives or dependants of the deceased to 
submit a claim for compensation which the Commissioner has 
the right to investigate into and decide upon. 

Payment of Wages Act. 

The Payment of Wages Act is designed to prevent delay 
In payment of wages. It prescribes deductions from wages 
which are permissible and regulates fining of workers and me- 
thod of recovering fines. 

(a) The Act applies to factories and Railways and eovers 
all employees drawing less than Rs. 200, per month. 
Factories employing more than 100 workers must pay 
wages within 10 days after the period to which the 
wages relate and those employing less must do 80 with- 
in seven days. 

(b) fip deductions from wages can be made except those 
permissible under the Act such as fines, deductions for 
absence from work, recovery of advances, house-rent, 
income-tax, Court dues, Co-operative Societies’ dues etc. 

(c) . Fining of children is prohibited. Employers ate requir- 

ed to post notices specifying the acts of omission for 
which fines are imposed; otherwise fines are lllegaL 
Fines can’t be recovered by instalments or after tJO days 
from the date of fining. The maximum amount deduct- 
ed as fines cannot exceed in any month, half an 
in the rupee of the worker’s earnings. Collections from 
fines are to be utilized for employee’s benefit. 

(4) The enforcement of the Act is entrusted to the Inspec- 
tor, of Factories under the. Factories Act i*M and the 
act embodies punishment for contravention of the Act 
viz., a fine of RS. 8bo/-. 

Mine* Maternity Benefit Acts. 

As Isr as welfare tegWationis concerned, the onlyfleldin 
Wbtaht statutory regulation has bum enforced is that of com-. 
flffelittF grant , of maternity benefits. The Bombay Maternity 
Benefit Act MOO, as subsequently amended in 1034, was the first 
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Awt Vtokto imposed , a iiabfiits on the employees toglveto all 
WB«a, worbem. Wfch am employed in factories tor ajgiv*n< period 
cqmpulsoryresfc «dth pay tor four weeks before, and four weeks 
after jdeliyery. Similar Acta haveatoo been enacted in Madras, 
Bssgsl and Assam- During war-time, the Central 'Government 
Pacsed the Mines Maternity Benefit Act 1941/extending mutaa? 
a|tr benefits to women employed in coal mines. < . 

Generally speaking, the provisions ot these Acta rewire 
employers to give to all women workers who haws worked In a 
factory or a mine for a continuous period of 9 months , touehr 
tying period varying to different Acts) a compulsory holiday at 
tout weeks prior to delivery on production of a medics* cerftlr 
fieafte and four, weeks after delivery. Employers are also, required 
to pay a fixed daily allowance or the average daily earniogs of 
the woman worker concerned whichever is less or more (vary- 
ing to different acts). 'Hie Mines Maternity Benefits Act also 
provides tor the payment of a bonus to women workers who 
avail themselves of the services of midwife during delivery. 

Civil Procedure Code Amendment Act. 

The amendment of the Civil Procedure Code Act 1 of 1937 
exempts altogether salaries of workmen getting less than Rs. 
1A0 per month from attachment under a money decree of a 
court of law. For servants of Government, local bodies god rail- 
ways getting more than Rs. 100 per month, it exempts from 
attachment toe first Rs. 100 and half of the remainder. Attach- 
ment of a worker’s salary cannot extend beyond a period of 24 
months in ah and for a maximum period of 30 months. 

Land Acquisition Act. 

TttC land Acquisition Act of 1933 enables concerns 
employing lOO or more workers to secure land at reasonable 
prices for workmen's dwellings and for providing othep housing 
amenities. 

. Having reviewed both Central and Provincial legislation we 
may . briefly summarize existing Labour Legislation including 
war-time legislation as follows; 

An average adult worker to a factory or a mine to India 
today cannot work for more than to hours a day. A cpjppulaory 
weekly holiday and interval* of re& during working hours are 
secured by law. ,‘lfo chfia below toe ag? pf J* i* Admitted to 
Industrial employment and in some occupation toh ^fplmum 
age Is raised to 15. Persons between the' age of lh Add .17 vrt» 
are not fit to be treated as adults to* ‘to*trdett Si‘ tSIiMWdf 
etdidtto and Women mtmf'bS ertptoyed WWdlft '(it tight. 

mm lhtehr ih.^iniaf ‘to» > turn - mk 'ttatrtatsodr mat* mum 
mmmm ortUmmurnu &Mmm mum 
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legislation prohibited the employment of Women tor work under* 
ground. ' -Law secures Tot the Workers regular payment at wages 
and protects illegal deductions therefrom. Indiscriminate 
lines cannot fee imposed. The state has Imposed a liability on 
Am employers to pay compensation according to a prescribed 
scale toworkers who receive injury Which results in temporay 
■at permanent disablement. Compensation oft -'ft higher scale 
te provided where death results from injury sustained during 
the coarse of employment, compensation is alsopayable to 
these workers Who contract occupational diseases’ during the 
course Of their work. While the law imposes stringent limita- 
tions on Qle workers' right to strike, it also has secured at 
least the primary rights of workers to organise themselves and 
even to go on strike for the defence and furtherance of their 
legitimate interests. In some cases the state has also assumed 
the responsibility of bringing about a peaceful settlement of 
industrial disputes. Apart from the Workmen’s Compensation 
Act which properly fails Within the scope of Social Insurance 
Legislation in other countries the only other piece of such le- 
gislation in India is the Maternity Benefits Act which imposes 
a liability on the employer to give compulsory rest, with, pay; 
to women workers for a period of four weeks before and four 
weeks after delivery. It will also be noticed that the principle 
of statutory regulation of hours and working condition* has re- 
cently been extended to persons employed in shops, commer- 
cial establishments, restaurants and in unregulated factories. 
By legislation of this kind the workers, fn some casus enjoy 
also the right of a privilege leave with pay of IS days lor a 
continuous period of service of 11 months. 

Some advance over pre-war legislation has been made 
since the war, especially in the field of selective benefits fee 
certain classes of workers In certain industries. The Com 'Mines 
Maternity Benefit Bund Ordinance has prescribed benefits on a 
higher scale than are to be found in the Maternity Benefit 
Acts of the various provinces. The right of workers to expect 
compensation for injuries which they may sustain owing to 
War or warlike causes has also been recognised by the War In- 
juries Benefit Schemes IMS. War has alio necessitated .the mo- 
bilising of industry and indirectly has therefore co m pe ten t 
public opinion and the state to recognise some of the prknary 
rights of labour and to confer indirect benefits., such as pro- 
vision of housing near places of work or provision of <nu ugxtt 
ark contemplated in the Coal Production Fond Ordbsanoe Ml 
Ifaeoafc rulings of industrial Courts and or adjmftcato* .in 
a^iftdlcatkn). proceedings l iatHUUA l under the BUfonce o* M<9a 
Itelft gl ' have ’ leM dowfr tha* d e arw e ae aUownen utdejb 
strictly speaking is compensation to uieOt -toe ! taciaftS eft- cast 
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of allying— forms a part of wages. A close scrutiny of the ad- 
judication awards to toe various provinces also reveals that 
where a dispute has come under adjudication or metaphorically 
speaking under toe eye of toe law toe judlcliury have, been 
prone to ; recognise, and rightly, to a majority of cases, toe 
customary rights of workers in different Industries. Custom- 
ary bonuses have been enforced by awards. Leave with pay 
for a period ranging from 7 to 15 days has been approve^ of 
and incorporated in adjudication awards. Customary minimum 
wages to classified trades have also come to be stamped with 
toe recognition of legal decisions under the Defence *>f India 
Rules. Qne of toe most important advances has been too im- 
position by toe state of a liability on the employers to insure 
themselves against payments which they may be required , to 
make under the War Injuries Benefits Scheme. This must be 
regarded as an important advance in a matter of principle. 

of toe important incentives to employers to evade liabi- 
lity under the Workmen’s Compensation Act is toe fact that 
they are not compulsorily insured against that liability. The 
extension of toe principle of compulsory insurance by employ- 
era against liabilities imposed on them by the State for the 
benefit of workers would be most welcome. The National Ser- 
vice Technical Personnel Ordinance, while it is only a temporary 
war measure, imposed wholesome limitations on employers’ 
right to discharge workers in recognised trades. The recent 
formation in certain provinces of employment exchanges and 
of labour tribunals may also be regarded as toe first steps In 
toe direction of preventing casual unemployment which other- 
wise had come to be regarded as unavoidable. 

The summary given above of the existing labour code and 
of toe provisions of social legislation which exists to India 
gives us an idea of the great leeway which we have yet to make 
up in this field. It is not suggested that India’s achievement 
to. toe field of labour legislation Is meagre, but it certainly 
cannot be classed remarkable. One may agree with toe ob- 
servation of Mr. Harold Butler, that “the conditions prevail- 
ing in India do not compare unfavourably with those to many 
European countries” but one must recognise that toe observa- 
tion is confined firstly to large scale Industries , and secondly to 
toe conditions prevailing. The observation must not be re- 
garded to imply that India’s positive achievement in the field 
of social legislation is to any sense considerable. It cannot 
also be maintained with any degree of accuracy that, ,l£dia 
has keen to line with other -nations to. toft past to the matter 
fit labour legfedgti on or has fulfilled to toft letter or fully to 
WpMtr toe wieoBWiftMetlftiww of toe Inter nat ional Labour Office 
during toe last two decades. , 
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Recent International trend#. 

As against oar existing labour code including cm* war-time 
legislation it would be fruitful to observe broadly reeenftc inter- 
national trends in the field of social legislation. Several at- 
tempts at comprehensive social legislation have been made 
lately in many different countries. The conditions of employ- 
ment and state guaranteed benefits are admittedly the best i n 
Russia. She has experimented with a 5-day week and 40 week- 
ly working hours — and with success. Large scale experiments 
in social legislation have also been inaugurated by Hew Zea- 
land. It is common knowledge that schemes of unemployment 
insurance, sickness insurance or sickness benefits, a reduction 
in the weekly working hours, contributory schemes for com- 
pensation, national health insurance schemes and legislation 
to enforce minimum wages have been tried and in a majority 
of cases enforced with success in a number of the industrially 
advanced countries of the world. A very useful and compre- 
hensive consideration of the whole field of social legislation 
and practical schemes of social insurance etc. is to be found 
in the Beveridge Report. It is a very useful guide to interna- 
tional trends in this sphere. 

Beveridge Plan: Guiding principles. 

♦“The plan is based on three guiding principles. The first 
principle is that any proposals for the future, while they should 
use to the full, the experience gathered in the past, should not be 
restricted by consideration of sectional interests established in 
the obtaining of that experience. Now, when the war is abolish- 
ing landmarks of every kind, is the opportunity for using ex- 
perience in a clear field. A revolutionary moment in the world's 
history is a time for revolutions, not for patching work.” 

“The second principle is that organization of social insur- 
ance should be treated as one part only of a comprehensive po- 
licy of social progress. Social insurance fully developed may 
provide income security; it is an attack upon Want. But Want 
is only one of five giants on the road of reconstruction and in 
some ways the easiest to attack. The others are Disease, Ignor- 
ance, Squalor and Idleness." 

“The third principle is that Social Security must be achiev- 
ed by co-operation between the State and the individual. The 
State should offer security for service and contribution. The 
State in organising security should not stifle incentive, oppor- 
tunity, responsibility; in establishing a national minimum, it 
should leave room and encouragement for voluntary action by 
each individual to provide more than that minimum for him- 
self and his family.” 

< ■ ■«-«* — *— 1 'Hi. ’ 

* Bxtxact firom “Xbfi Reveridgo Report In Brief” pubtfvhod by the Labour Dept, of the 
Government of Indie In June 1943. 

C 
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Principle of compulsory contribution. ■■■ 

“The scheme isdescribed as a Scheme oftosurance because 
itpreserves the contributory principle. It Is described as Social 
Insurance to mark important distinctions from voluntary in- 
surance. In the first place, while adjustment of premiums to 
risks is of the essence of voluntary insurance, since without this 
individuals would not of their own will insure, this adjustment 
is not essential in insurance which is made compulsory by the 
power of the State. In the second place, in providing for actual 
risks, such as those of death, old age or sickness, it is necessary 
in voluntary insurance to fund contributions paid in early life 
in order to provide for the increasing risks of later life and to 
accumulate reserve against individual liabilities. The state with 
Its power of compelling successive generations of citizens to ber 
come insured and its power of taxation is not under the necessity 
of accumulating for acturial risks and has not in fact adopted 
this method in the past. The second of these two distinctions 
is One of financial practice only. The first raises the important 
questions of policy and equity. Though the state in conducting 
compulsory insurance is not under the necessity of varying the 
premium according to the risk it may decide as a matter of po- 
licy to do so.” 

“After trial of a different principle, it has been found 

that in insurance organised by the community by use of com- 
pulsory powers each individual should stand in on the same 
terms; none should claim to pay less because he is healthier or 
has more regular employment. In accord with that view, the 
proposals of the Report mark another step forward in the de- 
velopment of State insurance as a new type of human institu- 
tion, differing both from the former methods of preventing or 
-alleviating distress and from voluntary insurance. The term 
^social insurance” to describe this institution implies both that 
It is compulsory and that men stand together with their fellows. 
The term implies a pooling of risks except in so far as separa- 
tion of risks serves a social purpose. There may be reasons of 
social policy for adjusting premiums to risks, in order to give a 
stimulus for avoidance of danger, as in the case of industrial 
accident and disease. There is no longer an admitted claim of 
the individual citizen to share in national insurance and yet 
stand outside it, keeping the advantage of his individual lower 
risk whether of unemployment or of disease or accident.” 

Price of social security. 

“Is it worth the price to each of the three parties concerned 
in paying— Insured person, Employer and the State? For the 
Insured person, the answer is clear. The popularity of com- 
pulsory social Insurance today is established and for good rea- 
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son; by compulsory insurance so long as it is confined to meeting 
essential needs the individual can feel assured that those needs 
will be met with the minimum of administrative cost; by pay- 
ing, not, indeed, the whole cost, but a substantial part of it as 
a contribution, he can feel that he gets his security not as a 
charity but as a right.” 

“For the Employer, the answer should also be clear. What 
he pays as insurance contribution is part of the cost of his la- 
hour— from his point of view an addition to wages. At whatever 
reasonable point the employer’s insurance contribution is fix- 
ed, it is a small part of his total bill for labour and of his costs 
of production; it is the sign of an interest which he should feel 
and does feel in the men whose work comes under his control." 

“For the State the initial burden of the social security bud- 
get is at most little more every year above that involved in the 
existing schemes." 

“The social security budget presents figures large in rela- 
tion to budgets of former time. They are not large in relation 
to the total national income and the plan for social security 
is only a means of redistributing national income so as to meet 
openly needs which must be met in one way or another." 

Assumptions, methods and principles. 

“The term “social security” is used here to denote the secur- 
ing of an income to take the place of earnings when they are 
interrupted by unemployment, sickness or accident, to provide 
for retirement through age, to provide against loss of support 
by the death of another person and to meet exceptional expen- 
ditures such as those conneoted with birth, death or marriage. 
Primarily “social security” means security of income up to a 
minimum but the provision of an income should be associated 
with a design to bring the interruption of earnings to an end as 
soon as possible.” 

“No satisfactory scheme of social security can be devised ex- 
cept on the following assumptions: 

(a) Children’s allowances for children up to the age of 15 
or if in full time education up to the age of 16. 

(b) Comprehensive health and rehabilitation services for 
prevention and cure of disease and restoration of capa- 
city for work available to all members of the community. 

(c) Maintenance of employment, that is to say avoidance 
of mass unemployment. 

“On these three assumptions a plan of social security is 
outlined combining three distinct methods: Social Insurance 
for basic needs; national assistance for special cases; voluntary 
insurance for additions to the basic provision. Social insurance 
means providing of cash payments conditional upon compulsory 



emttmmm mmw& mem by, on behest at m mam 
#MNb i vmpmrn* at m tmnms eftim faafvttuar atwfrttiw 
at «aa turn. &*&■ ttmmc e la men the** t# ttfemit&v ar 
We tbVfee methods and l» proposed hem fa a fdtgft'W cbfapte- 
AettllV* Us' pMfe»We. sab WlH*e Serial fasHMfad« cflfaifed Should 
be the main instrument for guaranteeing iiUWffe to bUlWy , lftdM- 
AW Me tie only one. i% needs t a be Supplemeutea both by na- 
tstthfil assistance and by voluntary insurance. National assist- 
ftttbe means tht giving at cash payaments Conditional upon preof 
of need at the time of the claim, irrespective of previous contri- 
butions but adjusted by consideration Of individual circumstan- 
ces and paid from the National Exchequer. Assistance 18 an in- 
dispensable supplement to social insurance, however the scope 
of the latter may be widened, in addition to both of these there 
is place for Voluntary insurance. Social insurance and 
national assistance organised by the State are designed to 
guarantee on condition of service a basic Ineome for subsistence. 
The actual Incomes and by consequence the normal standards 
Of expenditure of different sections of the population differ 
gtCatly. Making provision for these higher Standards is pri- 
marily the function of the individual, that 18 to say, it Is a 
matter for free choice and voluntary insurance. But the State 
should make sure that these measures leave room and en- 
couragement for such voluntary insurance. The social insur- 
ance scheme is the greater part of the plan for social security. 
But the plan includes national assistance and voluntary insur- 
ance as well.” 

“The Social Insurance Scheme set out below as the chief 
method of social security embodies 6 fundamental principles.” 

Plat rate of subsistence benefit. 

“The first fundamental principle of the social insurance 
scheme is provision of a flat rate of insurance benefit, irrespective 
of the amount of the earnings which have been interrupted 
by unemployment or disability or ended by retirement; excep- 
tion is made only where prolonged disability has resulted from 
an industrial accident or disease. 

ffU rate Of contribution. 

The second fundamental principle of the scheme is that the 
Compulsory contribution required of each insured person or his 
employer is at a flat rate, irrespective of his means. All insured 
persons rich or poor will pay the same contributions for the 
same security; those with larger means will par more only to 
We extent that ns taxpayers they pay more to the National Ex- 
chequer and so to the State share of the Social Insurance Fond. 
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The third fundamental principle is unification of admini- 
strative responsibility to tine interests of efficiency and oopooray. 
Kpr each insured person there toll he * single waeMy contribu- 
tion to -respect oHjia benefits- Ail contributions toil he paid Into 
a single social insurance fund and all benefits and other insur- 
ance payments will be made from that fund- 
Adequacy of benefit. 

The fourth fundamental principle is adequacy of benefit in 
amount and to time. The fiat rate of benefit proposed is intend- 
ed in itself to be sufficient without further resources to provide 
the minimum income needed lor subsistence in all normal cases. 
The benefits are adequate also In time, that is to say except for 
contingencies of a temporary nature, they will continue iride- 
flntely without means tost so long as the need continues, though 
subject to another change of conditions and treatment required 
by prolongation of the interruption in earnings and occupation. 

Ctwaprefaensivcn sew. 

The fifth fundamental principle is that social insurance 
should be comprehensive in respect of the persons covered and 
of their needs- It should not leave either to National Assistance 
or to Voluntary Insurance any risk so general or so uniform 
that Social Insurance can be justified. 


Ctoniriflratittn 

The sixth fundamental principle is that Soaiel Insurance, 
while unified and comprehensive must take account of the dif- 
ferent wa^e of life and different sections of the community. 
The term “classification” is used here to denote adjustment of 
Insurance to the different circumstances of each of these class- 
es and to many varities of need and circumstance within each 
insurance class ” 

"In relation to Social Security, the population falls tote 
four main classes of working age and two other below and above 
working age respectively as follows: 

I. Employees, that is, persons whose normal occupation is 
employment under contract of service. 

n. others gainfully occupied, including employers, traders 
and independent workers of ail kinds* 

PX Housewives, that <\i married women of working <m> 

IV. Others of working age o# getofnMy oeeqptod, 

V. Relow working age. 

VI- Retired above working, ag*. . , 

The sixth of 4hese classes toll receive retiramsnbfMnjdons 
eadthe fifth willbe covered by. eM hd rn a’s atto wenee^ Mh hi o li wi n 
Re Raid from .the National Rwbaauerte reapeot of aR ih ij l e w 
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when the responsible parent Is in receipt of Insurance benefit 
or pension, and in respect of all children except one In other 
cases. The four other classes will be insured for security appro- 
priate to their circumstances. All classes will be covered for 
comprehensive medical treatment and rehabilitation and for 
funeral expenses.” 

“Every person in Class I, n, or IV will pay a single security 
contribution by a stamp on a single insurance document each 
week or combination of weeks. In Class I the employer also will 
contribute, affixing the Insurance stamp and deducting the em- 
ployee’s share from wages or salary. The contribution will dif- 
fer from one class to another, according to the benefits provid- 
ed and will be higher for men than for women, so as to secure 
benefits for Class HL” 

"Subject to simple contribution conditions, every person in 
Class I will receive benefit for unemployment and disability, 
pension on retirement, medical treatment and funeral expenses. 
Persons in Class n will receive all these except unemployment 
benefit and disability benefit during the first 13 weeks of dis- 
ability. Persons In Class IV will receive all these except unem- 
ployment and disability benefit. As a substitute for unemploy- 
ment benefit, training benefit will be available to persons In all 
classes other than Class I, to assist them to find new livelihoods 
If their present ones fail. Maternity grant, provision for widow- 
hood and separation, and qualification for retirement pensions 
will be secured to all persons in Class m by virtue of their hus- 
bands’ contributions; in addition to maternity grant, house- 
wives who take paid work will receive maternity benefit for 
thirteen weeks to enable them to give up working before end 
after childbirth.” 

“Unemployment benefit, disability benefit, basift retirement 
pension after a transition period, and training benefit will be 
at the same rate, Irrespective of previous earnings. This rate 
will provide by itself the Income necessary for subsistence in all 
normal cases. There will be a joint rate for a man and wife who 
is not gainfully occupied. Where there Is no wife or she is gain- 
fully occupied, there will be a lower single rate; where there is 
no Wife but a dependant above the age for children’s allowance, 
there will be a dependant allowance. Maternity benefit for 
housewives Who work also for gain will be at a higher rate than 
the single rate in unemployment or disability, while their unem- 
ployment and disability benefit will be at a lower rate; there are 
special rates also for widowhood as described below. With these 
exceptions all rates of benefit will be the same for man and for 
woman- Disability due to industrial accident or disease wHl^he 
treated like all other disability for the first thirteen. w*fikp$ 
disability continues thereafter, disability benefit at a flat rate 
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will be replaced by ah Industrial pension related to the earnings' 
of the individual subject to a minimum and a maximum." 

"Unemployment benefit will continue at the same rate with- 
out means test so long as unemployment lasts, but will normally 
be subject to a condition of attendance at a work or training 
centre after a certain period. Disability benefit will continue at 
the same rate without means test, so long as disability lasts or 
till it is replaced by industrial pension, subject to acceptance 
of suitable medical treatment or vocational training." 

"Pensions (other than industrial) will be paid only on re- 
tirement from work. They may be claimed at any time after 
the minimum age of retirement, that is 65 for men and 60 for 
women. The rate of pension will be increased above the basic 
rate if retirement is postponed. Contributory pensions as of 
right will be raised to the full basic rate gradually during a 
transition period of twenty years, in which adequate pensions 
according to needs will be paid to all persons requiring them. 
The position of existing pensioners will be safeguarded.” 

“While permanent pensions will no longer be granted to 
widows of working age without dependent children, there will 
be for all widows a temporary benefit at a higher rate than 'un- 
employment or disability benefit, followed by training benefit 
where necessary. For widows with the care of dependent child- 
ren there will be guardian benefit, in addition to the children's 
allowances, adequate for subsistence without other means. The 
position of existing widows on pension will be safeguarded." 

“For the limited number of cases of need not coveted by so-, 
cial insurance, national assistance subject to a uniform means 
test will be available.” 

“Medical treatment covering all requirements will be pro- 
vided for all citizens by a national health service organised un- 
der the health departments and post-medical rehabilitation 
treatment will be provided for all persons capable of profiting 
by it." 

“A Ministry of Social Security wifi be established, respon- 
sible for social insurance, and national encouragement and su- 
pervision of voluntary insurance and will take over, so far as 
necessary for these purposes, the present work of other Govern- 
ment Departments and of Local Authorities in these fields.” 

The nature of social insurance. 

Under the scheme of social insurance, which forms the main 
feature of this plan, every citizen of working age will contribute 
in his appropriate class according to the security that he needs,' 
or as a married woman will have contributions made by the 
husband. Bath will be covered for all his needs by a Single week- 
ly contribution on one Insurance document. AlT the ptindpal 
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qash payment*— for unemployment, disability and retirement 
will continue so long as the need lasts, without means test, and 
will bepaid from a Social Insurance Fund built up by contribu- 
tions from the Insured persons, from their employers, if any, 
and from the State. This is in accord with two views as to the 
lines on which, the problem of income maintenance should be 
approached." 

Finance! 

“The Finance of the Plan for Social Security is based on a 
continuance of the tripartite scheme of contributions establish- 
ed in 1911 . . The plan includes the setting up of a Social In- 
surance Fund from which all the benefits secured in virtue of 
contribution will be paid and into which money will flow In two 
main streams: one springing from the sale of insurance stamps, 
and representing the joint contributions of insured persons and 
their employers in Class I or of insured persons alone in Classes 
II and IV; the other coming as a contribution from the National 
Exchequer out of monies raised by general taxation The indus- 
trial levy in hazardous industries will provide a third lesser 
stream. Most, if not all, citizens of working age will pay in two 
ways; an insurance contribution which for equal rates of bene- 
fit .'witt be the same for all regardless of means, and a share of 
national taxation, direct or indirect, adjusted to their means. 
Those who are employers will pay in a third capacity as well. 
The Social Insurance Fund will be one, but will have separate 
accounts tor different purposes." 

"The nan for Social Security Is put forward as something 
that could be in operation in the immediate aftermath of the 
war. Iu the Memorandum by the Government Actuary on the 

financial aspects of the plan — it is assumed that the plan 

will begin to operate on 1st July 1944 so that the first full year 
of benefit will be the calendar year 1945. But in view of the le- 
gislative and administrative work involved in bringing the plan 
into force, so early a date as this will be possible only if a deci- 
sion of principle on the plan is taken in the near future by the 
Government and by Parliament.” 

Since the publication of the report, both the Government in 
the United Kingdom and Parliament have taken tentative de- 
cisions and the plan lh a modified form will shortly be In force. 

From the quotations given above from the Beveridge Report 
we get a comprehensive glimpse of the international trend of 
thought in the matter of social legislation. The quotations given 
«ae only indicative of the fundamental principles and 'hie {ba- 
sic ideas contained in the plan. - The plan fcfcself . has. been work- 
ed .out in detail and proposed as a practicable plan to be pit 
itt operation in the tswMithte aftermath of the war.Itlvtbcre- 
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ifare, not in any sense only an ideological plea for progress in 
the matter of social security but a practicable plan worked out 
in detail. This by itself suggests that with a win to face the is- 
sues involved, social security is by no means unattainable. Brief- 
ly summarised we may say that the industrially advanced coun- 
tries of the world have — short of a fundamental change in so- 
cial order — come to the following conclusions in the matter of 
social security for their citizens, after an experience extending 
over 200 years — from the start of the industrial revolution: — 

(1) Social security must cover each and every citizen of the 
nation and must not be confined only to the industrially 
employed population. 

(2) Social insurance fully developed must provide income 
security and is an attack upon Want. But Want is only 
one of five giants on the road of reconstruction. The 
others are Disease, Ignorance, Squalor and Idleness. 
All these must be attacked simultaneously. 

(3) Maintenance of full employment is a necessary pre- 
requisite to the success of any scheme of social insur- 
ance. 

(4) Insurance against interruption of earnings through any 
cause must be compulsory and the employee, the em- 
ployer and the state must contribute to the Bocial In- 
surance Fund. There is an end of all Iftisses-faire and 
of voluntary insurance. 

(5) The citizen must be cared for from the cradle to the 
grave. Piecemeal benefits or compensation to provide 
against sickness, unemployment, old age or disability, 
are no longer regarded equitable. 

(6) The whole concept underlying the Workmen’s Compen- 
sation Acts namely, temporary provision for interrupt 
tion in earnings and liability of the employer to mate 
the provision are now abandoned. It is recognised that 
compensation is necessary as much for a football play- 
er who injures himself in a game as it is for the worker 
who suffers an injury while at work. Industrial disease 
and hazardous occupation are not to be regarded as 
matters to be provided for in a subsidiary manner In 
workmen’s compensation but as justifying the grant of 
special benefits over and above compensation guaran- 

Iteed to every citizen for injury or disability sustained 
I through any cause. 

(7) From concessions such as leave with pay or p aym e nt of 
average earnings, or bonus, at the time of maternity, 
international opinion has advanced to the teage of to* 

' : cognising the right of woinen to be safeguarded by the 
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community at all stages of life when want may haunt 
them. 

(8) The simultaneous attack against disease and squalor 
has led to the recognition of the right of every citizen in 
the nation to receive at least all necessary medical at- 
tendance at the expense of the community while he 
himself contributes to the expense. 

(9) It is recognised that each individual must contribute 
at a flat rate and that these insurance schemes provide 
for a flat rate of benefit irrespective of the amount of 
earnings which have been interrupted. But more im- 
portant than that, it has also come to be recognised 
that all subsistence benefit at all stages of life must be 
adequate both in amount and in time i.e. it must be 
sufficient without further resources to provide the mini- 
mum income needed for subsistence and must continue 
so long as the need lasts. 

It would seem at first sight as if the main features outlined 
above are only peculiar to the Beveridge Plan. But it is not so 
Close study of social legislation in other countries will also indi- 
cate that these basic principles run through all of them al- 
though the schemes may have been modified to suit to condi- 
tions of the country concerned and the schemes may not be as 
comprehensive. Such an outline of basic principles when view- 
ed in contrast with the summary of the existing labour code in 
India given before is almost like a breath of fresh air. It under- 
lines heavily the need for making a start to make up the lee- 
way. 

It may be admitted that this is an outline of the most ad- 
vanced international opinion and is therefore largely confined 
also to the richer nations of the world. It represents therefore, 
for a country like India in the present stage, only ultimate ob- 
jectives. For indications of attainable minimum we must there- 
fore look to decisions of a body like the International Labour 
Office which in a sense averages out international opinion in this 
sphere. The following quotations from the declarations and re- 
commendations of the International Labour Office at its last 
conference held in Philadelphia would, therefore, be illuminat- 
ing: 

Tbe Philadelphia Charter. 

♦“The General Conference of the International Labour Or- 
ganisation, meeting in its Twenty-sixth Session in Philadelphia 
hereby adopts, this tenth day of May in the year nineteen hund- 
red and forty-four, the present Declaration of the alms and 

• Extract* from tbe Bulletin of tbe International Labour Offtccr oontainjng report of 
tbfcftfttb 8eefton. 
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purposes of the International Labour Organisation and of the 
principles which should inspire the policy of its Members. 

I 

The Conference reaffirms the fundamental principles on 
which the Organisation is based and, in particular, that: 

(a) labour is not a commodity; 

(b) freedom of expression and of association are essential 
to sustained progress ; 

(c) poverty any where constitutes a danger to prosperity 
everywhere; 

(d) the war against want requires to be carried on with un- 
relenting vigour within each nation, and by continuous 
and concerted international effort in which the repre- 
sentatives of workers and employers, enjoying equal 
status with those of Governments, join with, them in 
free discussion and democratic decision with a view to 
the promotion of the common welfare. 

n 

Believing that experience has fully demonstrated the truth 
of the statement in the Constitution of the international Labour 
Organisation that lasting peace can be established only if It 
is based on social justice, the Conference affirms that: 

(a) all human beings, irrespective of race, creed or sex, 
have the right to pursue both their material well-being 
and their spiritual development in conditions of free- 
dom and dignity, of economic security and equal op- 
portunity; 

(b) the attainment of the conditions in which this shall be 
possible must constitute the central aim of national 
and international policy; 

(c) all national and international policies and measures, 
in particular those of an economic and financial cha- 
racter, should be judged in this light and accepted only 
in so far as they may be held to promote and not to 
hinder the achievement of this fundamental objective; 

(d) it is a responsibility of the International Labour Orga- 
nisation to examine and consider all international eco- 
nomic and financial policies and measures in the light 
of this fundamental objective; 

(e) in discharging the tasks entrusted to it the Interna- 
tional Labour Organisation, having considered all re- 
levant economic and financial factors, may include in 
its decisions and recommendations any provisions which 
it considers appropriate. 
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The Conference recognises the solemn obligation of the 
International Labour Organisation to further among the na- 
tions of the world programmes "Which will achieve : 

(<*) full employment and the raising of standards of living; 

(b) the employment of workers in the occupations in which 
they can have the satisfaction of giving the fullest 
measure of their skill and attainments and make their 
greatest contribution to the common well-being; 

(c> the provision, as a means to the attainment of this 
attainment of this end and under adequate guarantees 
for all concerned, of facilities for training and the trans- 
fer of labour, including migration for employment and 
settlement; 

(d) policies in regard to wages and earnings, hours and 
other conditions of work calculated to ensure a just 
share of the fruits of progress to all, and a minimum 
living wage to all employed and in need of such pro- 
tection; 

(e) the effective recognition of the right of collective bar- 
gaining, the co-operation of management and labour 
in the continuous improvement of productive efficiency 
and the collaboration of workers and employers in the 
preparation and application of social and economic 
measures; 

(/) the extent ion of social security measures to provide 
a basic income to all in need of such protection and 
comprehensive medical care; 

(fir) adequate protection for life and health of workers 
in all occupations; 

(ft) provision for child welfare and maternity protection; 

(0 the provision of adequate nutrition, housing and faci- 
lities for recreation and culture; 

( 1 ) the assurance of equality of educational and vocational 
opportunity. 

IV 

Confident that the fuller and broader utilisation of the 
world’s productive resources necessary for the achievement of 
the objectives set forth in this Declaration can be secured by 
eSective international and national action, including measures 
to expand production and consumption, to avoid severe eco- 
nomic fluctuations, to promote the economic and social, ad- 
vancement of the less developed regions of the world, to assure 
greater stability in world prices of primary products, and to pro- 
mote a high and steady volume of international trade, the Con- 
ference pleadges the full co-operation of the |ntWW t ld na l 
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bour Organisation with such i»tef national bodies as may be 
entrusted with a share of the tespoxiMbtiity for this great task 
and for the promotion of the health, education and well-being 
of all peoples. 

V 

The Conference affirms that the principles set forth in this 
Declaration are fully applicable to all peoples everywhere and 
that, while the manner of their application must be determined 
with due regard to the stage of social and economic develop- 
ment reached by each people, their progressive application to 
peoples who are still dependent, as well as to those who have 
already achieved self-government, is a matter of concern to 
the whole civilized world. 

Recommendations adopted. Guiding principles. 

General. — Income security schemes should relieve want and 
prevent destitution by resorting, up to a reasonable level, in- 
come which is lost by reason of inability to work (including 
old age) or to obtain remunerative work or by reason of the 
death of a breadwinner. 

Income security should be organised as far as possible on 
the basis of compulsory social insurance, whereby insured per- 
sons fulfilling prescribed qualifying conditions are entitled, in 
consideration of the contributions they have paid to an insur- 
ance institution, to benefits payable at rates, and in contin- 
gencies, defined by law. 

Provision for needs not covered by compulsory social insur- 
ance should be made by social assistance; certain categories of 
persons, particularly dependent children and needy invalids, 
aged persons and widows, should be entitled to allowances at 
reasonable rates according to a prescribed scale. 

Social assistance appropriate to the needs of the case 
should be provided for other persons in want. 

Social Insurance. — The range of contingencies to be cover- 
ed by compulsory social insurance should embrace all contin- 
gencies in which an insured person is prevented from earning 
his living, whether by inability to work or inability to obtain 
remunerative work, or in which he dies leaving a dependent 
family, and should include certain associated emergencies 
generally experienced, which involve extraordinary strain on 
limited incomes, in so far as they are not otherwise covered. 

Compensation should be provided in cases of incapacity for 
work and of death resulting from employment. 

In order that the benefits provided by social insurance may 
be .closely adapted to the variety of needs, the contingencies 
covered should be classified as follows: 
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(a) sickness; 

(b) maternity; 

(c) invalidity; 

( d ) old age; 

(e) death of breadwinner; 

(/) unemployment; 

(p) emergency expenses; and 

( h ) employment injuries v 

Provided that benefits should not be payable at the same 
time for more than one of the following contingencies: invali- 
dity, old age and unemployment. 

Supplements for each of the first two children should be 
added to all benefits payable for loss of earnings, provision for 
further children being left to be made by means of children’s 
allowances payable out of public funds or under contributory 
schemes. 

The contingency for which sickness benefit should be paid 
is loss of earnings due to abstention from work necessitated 
on medical grounds by an acute condition, due to disease or 
injury, requiring medical treatment or supervision. 

The contingency for which maternity benefit should be 
paid is loss of earnings due to abstention from work during 
prescribed periods before and after childbirth. 

The contingency for which invalidity benefits should be 
paid is the attainment of a prescribed age, which should be 
that at which persons commonly become incapable of efficient 
work, the incidence of sickness and invalidity becomes heavy, 
and unemployment, if present, is likely to be permanent. 

The contingency for which survivors’ benefits should be 
paid is the loss of support presumably suffered by the depend- 
ants as the result of the death of the head of the family. 

The contingency for which unemloyment benefit should be 
paid is loss of earnings due to the unemployment of an insured 
person who is ordinarily employed, capable of regular employ- 
ment in some occupation, and seeking suitable employment, or 
due to part-time unemployment. 

Benefits should be provided in respect of extraordinary ex- 
penses, not otherwise covered, incurred in cases of sickness, 
maternity, invalidity and death. 

The contingency for which compensation for an employ- 
ment injury should be paid is traumatic injury or disease re- 
sulting from employment and not brought about deliberately 
or by the serious and wilful misconduct of the victim, which 
results in temporary or permanent incapacity or death. 
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Social insurance should afford protection, in the contin- 
gencies, to which they are exposed, to all employed and self- 
employed persons, together with their dependents, in respect 
of whom it is practicable; 

(a) to collect contributions withdut incurring dispropor- 
tionate administrative expenditure; and 

(b) to pay benefits with the necessary co-operation of me- 
dical and employment services and with due precau- 
tions against abuse. 

The employer should be made responsible for collecting 
contributions in respect of all persons employed by him, and 
should be entitled to deduct the sums due by them from their 
remuneration at the time when it is paid. 

In order to facilitate the efficient administration of bene- 
fits, arrangements should be made for the keeping of records 
of contributions, for ready means of verifying the presence of 
the contingencies which give rise to benefits, and for a parallel 
organisation of medical and employment services with pre- 
ventive and remedial functions. 

Persons employed for remuneration should be insured 
against the whole range of contingencies covered by social in- 
surance as soon as the collection of contributions in respect of 
them can be organised and the necessary arrangements can be 
made for the administration of benefit. 

Self-employed persons should be insured against the con- 
tingencies of invalidity, old age and death, under the same 
conditions as employed persons as soon as the collection of 
their contributions can be organised. Consideration should be 
given to the possibility of insuring them also against sickness 
and maternity necessitating hospitalisation, sickness which 
has lasted for several months, and extraordinary expenses in- 
curred in cases of sickness, maternity, invalidity and death. 

Benefits should replace lost earnings, with due regard to 
family responsibilities, up to as high a level as is practicable 
without impairing the will to resume work where resumption 
is a possibility, and without levying charges on the productive 
groups so heavy that output and employment are checked. 

Benefits should be related to the previous earnings of the 
msured person on the basis on which he has contributed : Pro- 
vided that any excess of earnings over those prevalent among 
skilled workers may be ignored for the purpose of determining 
the rate of benefits, or portions thereof, financed from sources 
other than the contributions of the insured person. 
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to* fiat rates may toe appropriate for countries 
vptoife adequate and economical faciMttes exist for the pO£Ul&- 
t*» to procure addtttenia protection by voluntary insurance. 
Such benefits should be commensurate with the earnings of 
unskilled workers. 

The right to benefits other than compensation for employ- 
ment injuries should be subject to contribution conditions de- 
signed to prove that the normal status of the claimant is that 
of an employed or self-employed person and to maintain rea- 
sonable regularity in the payment of contributions: Provided 
that a person should not be disqualified for benefits by reason 
Of the failure of his employer duly to collect the contributions 
payable in respect of him. 

The cost of benefits, including the cost of administration, 
should be distributed among insured persons, employers and 
tax-payers in such a way as to be equitable to insured persons 
and to avoid hardship to insured persons pf small means or 
any disturbance of production. 

The administration of social insurance should be unified or 
co-ordinated within a general system of social security services, 
and contributors should, through their organisations, be re- 
presented on the bodies which determine or advise upon admi- 
nistrative policy and propose legislation or frame regulations. 

Social assistance. — Society should normally co-operate with 
parents through general measures of assistance designed to se- 
cure the well-being of dependent children. 

Invalids, aged persons and widows who are not receiving 
Social insurance benefits because they or their husbands, as 
the case may be, were not compulsorily insured, and whose in- 
comes do not exceed a perscribed level, should be entitled to 
special maintenance allowances at prescribed rates. 

Appropriate allowances in cash or partly in cash and part- 
ly in kind should be provided for all persons who are in want 
and do not require internment for corrective care. 

Conclusions. 

This brief resume of the salient features of our existing 
labour code, of the changes in legislative policy since the start 
of the war, the outline of the most advanced and of the lowest 
minimum of international opinion on questions of social legisla- 
tion, inevitably raises many fundamental questions for us. What 
Is the answer to the problem of social legislation in India? Per- 
haps the answer is — a fundamental change in social order! But 
Ih the absence of readiness to adopt radical measures and bear- 
ing fully to mind conditions obtaining in our country we must 
begin to cbhsidfer other practicable measures. It cannot be 
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doubted mat before any real advance can be made m thto 
sphere, a government representative of the people at large to an 
an essential pre-requisite. Only the State east exercise that con- 
trol, or bring in that element of c o mp ul sion which to neeea vary 
to the success of any social insurance- scheme, however limited. 
Equally the State can effectively discharge its duties to the 
people only if it represents them and to conscious of their 
rights. There is no doubt that this to a problem with varied 
aspects. Quite apart from the initiation of new legislation, to 
would seem as if our first task is to enforce fully and with 
strict vigilance at least the provisions of such protective legis- 
lation as already exists. It is common knowledge that the 
provisions of me Factories Act, me Workmen’s Compensation 
Act, the Maternity Benefit Act or the Payment of Wages Act — 
to cite only a few instances — have so far not been enforced fully 
even in spirit. The whole field of protective provisions govern- 
ing the employment of children and women requires to be 
strictly enforced. In some cases me penalties provided for con- 
traventions are so meagre as to render me provision almost I n- 
ngcuous. It is not enough to fine an employer Rs. SO for hav- 
ing employed a child in contravention of the Employment of 
Children’s Act. It is grotesque to think of a penalty as light 
as Rs. 500 for having ignored the rights of a pregnant woman 
under the Maternity Mines Benefit Act. The whole system of 
factory inspection is designed to provide for safety of workers 
and for enforcing reasonable working conditions. If in prac- 
tice it comes to be lightly regarded and if the provisions of the 
Factories Act are contravened without fear of heavy penalty, it 
■defeats me purpose of me Act. In the absence of a literate 
’industrial population conscious of its legal rights the duty of 
! the State to protect those rights is all the greater. It would 
be futile to prohibit compounding of compensation if in fact it 
is resorted to without much fear. The recognition by statute 
of the rights of workers to form their own organisations and 
even to go on strike for furtherance of legitimate activities in 
connection with a trade dispute may not be enough unless me 
State Intervenes and speedily to enforce me law to promote 
conciliation or arbitration and discourages the formation of 
company unions and presents the full sway of the relatively 
stronger bargaining power of an employer. 

The necessity of having a uniform labour code throughout 
me country is also evident. The recognition of this necessity 
suggests how vitally this whole problem to linked up with many 
connected problems such as location of industry, migration of 
labour, the equating of supply and demand of labour In oeetnih 
provinces or districts etc. It to weU-known that barring a few 
exceptions there to no labour code along the lines of British India 
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in many Indian States. As between British provinces ©tin 
provincial legislation has not been along similar lines or of 
such uniform character as to ensure certain minimum condi- 
tions with regard to working hours or maternity benefits. 

Besides enforcing strictly existing legislation and bringing 
about a uniformity of the labour code throughout the country, 
it is also obvious that we must simultaneously begin collecting 
Statistical data to enable us to consider further steps if any in 
the direction of social legislation. Fortunately, of the meagre 
statistical information available in India, data on labour ques- 
tions is more comprehensive than on other problems. Even so, 
the information available is not sufficient to justify any far- 
reaching conclusions on questions of labour legislation. For 
example, enough data is not available to enable us to consider 
any over all system of social security comprehending within its 
scope compensation, unemployment benefit, sickness insurance 
and state assistance in case of need. As it happens no system 
of voluntary insurance against unemployment or sickness has 
yet come to stay. In fact as far as industrial labour is concern- 
ed, it has not yet started. No information, therefore, is avail- 
able from such institutions as voluntary insurance societies or 
co-operative societies also. It is necessary to stress this aspect 
of the problem, because it will be easily understood that any 
general plea for promoting social security unsupported by facts 
and figures to prove the practicability of such schemes is not 
likely to carry weight. 

The suggestions considered above are really in the nature 
of first steps towards building up that comprehensive scheme 
which should be our ultimate aim and do not in any sense pre- 
clude immediate investigation or consideration of any well de- 
fined or limited schemes such as sickness insurance or unem- 
ployment insurance. Basically the whole problem is linked up 
with our post-war policy of industrialization and our plans to 
maintain full employment. It is common knowledge that any 
consideration of this problem is vitally linked up with such 
fundamental problems as the adjustment of the ratio betweeii 
Industrial labour and agricultural labour, the location of in- 
dustry, migration of labour, acceptance or otherwise of the 
principle of contributory insurance, the extent of state con- 
trol of industry and a thorough consideration of the very na- 
ture of unemployment as such in a country predominantly agri- 
cultural like ours where industrial employment is resorted to in 
periods of unemployment in agriculture. In short, the problem 
cannot be considered in a vacuum. There is however no insu- 
perable difficulty in our undertaking well defined schemes of 
social insurance in organised industries and slowly extending its 
Sbope to cover all industrial labour as such. An attempt ift this 
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•direction has already been made in the proposal lor sickness 
Insurance embodied in Professor Adarkar’s scheme. There is 
no reason why the evils prevalent in the existing systems of 
recruitment of labour cartnot be abolished by statute and si- 
multaneously replaced by a system of 'labour exchanges. Con- 
tributory 'scheiries for Sickness insurance and limited schemes 
for unemployment insurance can also be enforced* in organised 
industries such as jute, OOal, textile, iron and steel and sugar 
industries. Attempts at organising such schemes • in organised 
industries will have to contend with the view of employers in 
India. In general they have stressed the necessity, of investigat- 
ing into the conditions of work and employment pf agricultural 
labour, thus suggesting that industrial labour will probably 
look after itself. They have also maintained that state con- 
trol of industry or statutory interference must be as little as 
possible and fully justified by the circumstances. It has been 
suggested that the establishment of large scale industries should 
be our first concern before we begin to consider any major 
schemes of social security for industrial labour. Costs of social 
insurance schemes must also be correlated with the costs of 
production in an industrially backward country like India. The 
burden, if any, of social insurance on the employers must not 
be such as to affect the competitive efficiency of Indian indu- 
stries in the post-war period. While there is much strength in 
this view, there is no doubt — as is evident from the absence of 
any voluntary efforts by employers of industrial labour at bet- 
tering the conditions of their workers — that state control and 
state sponsored schemes will have to increase in the coming 
period. The whole trend of international thought on this sub- 
ject appears to point to this conclusion. Conditions of life work 
and employment now obtaining for industrial labour do not 
square with intentions to build a better social order and raise 
the general standard of living of the people on a planned basis. 
The time is past when public opinion will suffer with equani- 
mity any questioning of the primary needs of man. It is to 
be hoped that India’s social conscience will have awakened 
sufficiently— and in good time— and that public opinion will as- 
sert itself before the march of events both national and inter- 
national begin to forebode a violent change. 


New Delhi. 

1st January, 1945. 


H. M. TRIVEDI. 
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The Cotton Industry (Statistics) Act, 1926 

INDIA ACT NO. XX OF 1926 


An Act to provide for the regular submission of returns 
of quantities of cotton goods manufactured and cotton yarn 
spun in British India. 

Whereas it is expedient, notwithstanding the repeal of 
the Cotton Duties Act, 1896, to provide for the regular sub- 
mission of returns of the quantities of Cotton goods manu- 
factured and cotton yarn spun in British India ; it is hereby 
enacted as follows : — 

Short Title and Extent 

1. (1) This Act may be called the Cotton Industry 
(Statistics) Act, 1926. 

(2) It extends to the whole of British India. 
Definitions 

2. For the purposes of this Act, unless there is anything 
repugnant in the subject or context, 

(a) “ Cotton goods ” or “ goods ” includes all tissues or 
other articles (except yarn and thread) woven, 
knitted or otherwise manufactured wholly or partly 
from Cotton yarn. 

(b) “ Cotton yarn ” or “ yarn ” means yarn wholly or 
partly composed of cotton fibres. 

(c) “ Mill ” means any building or place where cotton 

goods are woven knitted or otherwise manufactur- 
ed, or cotton yarn is spun, by machinery moved 
otherwise than by manual labour, and includes 
every part of such building or place ; . 
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(d) “ owner ”, in relation to any mill, includes the 
managing agent or other principal officer of the 
mill ; and 

.(e) “ prescribed ” means prescribed by rules made 
under this Act. 

Delivery of Monthly Returns of Goods and Yarn 
Manufactured by Mill-owners 

3. (1) The owner of every mill shall each month 
prepare and deliver, or cause to be prepared and delivered, 
to the prescribed officer a return of all cotton goods manu- 
factured and all cotton yarn spun in the mill during the 
preceding month by machinery moved otherwise than by 
manual labour, and shall subscribe a declaration of truth 
of the return at the foot thereof. 

(2) Save as may be otherwise prescribed, every re- 
turn shall state, in respect of each description of goods and 
of yarn, the quantity manufactured during the period to 
which the return relates, and shall contain such further in- 
formation, and be in such form and be subject to such con- 
ditions as to verification and otherwise, as may be prescrib- 
ed. 

(3) Every such return shall be delivered to the pres- 
cribed officer or posted to his address within seven days 
after the end of the month to which it relates. 

Power to Inspect Mills and Take Copies of Records 

4. (1) Any officer authorised by the Provincial Gov- 
ernment by order in writing in this behalf shall have free 
aocess at all reasonable times during working hours to any 
Mill and may at any time, with or without notice to the 
owner, examine and take copies of or extracts from, the 
records of the Mill for the purpose of testing the accuracy 
of any return made under Section 3 or of informing himself 
as to any particulars regarding which information is re- 
quired for the purposes of this Act or any Rules made 
thereunder : 

Provided that no officer not especially empowered by 
the Provincial Government in this behalf shall be entitled 
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to inspect any record containing the description or formulae 
of any trade process. 

(2) All copies and extracts and all information ac- 
quired by any officer in the inspection of any Mill under 
this section shall be treated as strictly confidential. 

Publication of Returns 

5. The Provincial Government shall from the returns 
delivered under Section 3, cause to be compiled and pub- 
lished, in such form as it may direct, statement showing 
for each month the total quantities of goods manufactured 
and of yarn spun in mills in the Province. 

Power to Make Rules 

6. (1) The Provincial Government may, by notifica- 
tion in the Official Gazette, make rules consistent with the 
Act to carry out the purposes thereof. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power such rules may provide for 
all or any of the following matters, namely : — 

(a) the form of any return required under this Act, 
the particulars to contain therein, and the manner 
in which the return shall be verified ; 

(b) the nature of the record to be maintained by the 
owner of Mills ; 

(c) the powers and duties, in regard to the inspection 
of Mills under thi^ Act, of the officers authorised to 
make such inspections ; 

(d) any other matter which may be or is to be prescrib- 
ed. 

Penalties 

7. Any person who : — 

(a) knowingly falsifies any record of manufacture or 
production kept in a Mill, or 

(b) being required to deliver a return under section 3, 
knowingly delivers a false return, or 

(c) omits to make any return required by section 3, 
or refuses to sign or complete the same, or 
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(d) knowingly does any act, not otherwise punishable 
under this Act, in contravention of the provisions 
of any rule made under this Act, [shall be punish- 
able with fine which may extend to five hundred 
rupees.] 

(2) Any person who discloses any particulars or other 
information acquired by him in the inspection of any Mill 
under this Act shall be punishable with fine which may 
extend to one thousand rupees : 

Provided that nothing in the sub-section shall apply to 
the disclosure — 

(a) of any such particulars or information for the pur- 
pose of prosecution under Section 193 of the Indian 
Penal Code or under this Act, in respect of any re- 
turn kept or record made for the purposes of this 
Act, or 

(b) of any such particulars or information to any per- 
son acting in the execution of any duty imposed 
upon him by this Act, where the disclosure is 
necessary for the purposes of this Act. 

Exemption 

8. The Provincial Government may, by notification in 
Official Gazette, exempt from the operation of this Act or 
any specified provision thereof any Mill or class of Mills, or 
any goods or class of goods, specified in the notification. 

Protection for Acts Done Under this Act 

9. No suit or other legal proceeding shall be instituted 
against any person in respect of anything which is in good 
faith done or intended to be done under this Act. 


THE COTTON INDUSTRY (STATISTICS) ACT, 1926. 
RULES. 

No. 1080C. (2) In exercise of the powers conferred by Section 
6 of the Cotton Industry (Statistics) Act, 1926 (XX of 1926) the 
Governor-General in Council is pleased to make the following 
Rules : — 
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Short Title 

1. These rules may be called the Cotton Industry (Statistics) 
Rules, 1926. 

Definitions 

2. In these rules “ Act ” means the Cotton Industry (Sta- 
tistics) Act, 1926. 

Prescribed Officer 1 

3. The Officer to whom the return required by sub-section 
(1) of Section 3 of the said Act is to be delivered, shall be the 
Collector of Customs, Bombay. 

Form of Returns 

4. (1) The return of Cotton goods required by Section 3 of 
the Act shall be in Form ‘ A’ appended to these rules and shall 
contain the particulars indicated therein shown separately for 
each description of goods, the return of Cotton yarn required by 
the same section shall be in form ‘ B 7 appended to these rules. 

(2) The declaration of truth of the same return shall be 
subscribed in the terms set forth at the foot of the said forms. 

Check of Returns 

5. When a return duly completed has been delivered to the 
Officer prescribed in the rule 3 he shall check the same or cause 
the same to be checked in any manner that may appear to him 
desirable and may for this purpose examine and compare and 
cause to be examined and compared the records of the Mill to 
which the return relates. 

Register of Cotton Goods Manufactured 

6. The owner of every mill in which Cotton goods are manu- 
factured shall prepare and maintain in English a Register to be 
called “ Register of cotton goods manufactured,” in which shall 
be entered daily description, weight and yardage or quantity as 
the case may be of all cotton goods manufactured in the Mill. 

Register of the Cotton Yarn Spun 

7. The owner of every mill in which Cotton yam is spun shall 
prepare and maintain in English a Register to be called “ Register 
of Cotton yarn spun” in which shall be entered daily the des- 
cription of counts and the weight of all yarn spun in the Mill. 

Register to be kept on premises of Mill 

8. The Register prescribed in rules 6 and 7 shall be kept on 
the premises of the Mill. 


1 Vide G. of B. Gaz. Part IV C. P. 920 of 1-6-39. 
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FORM A 

Particulars of all Cotton goods manufactured at 

Mill during the period beginning and ending 


Description of goods. 


Weight Yards or 

in ibs. dozens. 


PART I. 

Grey and bleached piece-goods 
(to be reported in lbs. and yards). 

(i) Chaddars, 

(ii) Dhoties, 

(iii) Drills and jeans, 

(iv) Cambrics and lawns, 

(v) Printers, 

(vi) Shirtings and long cloth, 

(vii) T. Cloths, domestics and sheeting, 
(viii) Tent cloth, 

(ix) Khadi, Dungri or Khaddar, 

(x) Other sorts. 

PART II. 

Coloured piece-goods (to be re- 
ported in lbs. or yards). 

(1) Chaddars, 

(2) Lungies and Dhoties, 

(3) Drills and Jeans, 

(4) Grey Dyed, 

(5) Coloured striped saris and susis, 

(6) Cotton Tweeds and checks, 

(7) Other sorts. 

PART III. 

Grey and coloued goods other than 
piece-goods (to be reported in lbs. and 
dozens and grey, bleached and coloured 
goods of each description to be distin- 
guished). 

PART IV. 

HOSIERY. 

(To be reported in lbs and dozens) 

PART V. 

Miscellaneous Cotton goods (To be 
reported in lbs. only). 

PART VI. 

Cotton goods mixed with silk or 
wool (To be reported in lbs. only). 


TOTAL 
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I do hereby declare that I have compared the above parti- 
culars with the records, and books of my Mill, and that they are, 
in so far as I can ascertain, accurate and complete. 

Dated this day of 19 


(Signed) 

(To be signed by the Millowner, Managing Agent or other 
principal officer of the Mill). 

FORM B. 

Return made for the Mill showing the description and weight 
of all yarn spun during the month ending 19 


Count of yarn Weight in lbs. of each count. 


I do hereby declare that I have compared the above particu- 
lars with the record and books of my Mill and that they are, in 
so far as I can ascertain, accurate and complete. 

Dated this day of 19 


(Signed). 

(To be signed by the Millowner, Managing Agent or other 
Principal Officer of the Mill). 


NOTIFICATION i 

No. 5987-G/24. In exercise of the powers conferred by Sub- 
section (1) of Section 4 of the Cotton Industries (Statistics) Act, 
1926 (XX of 1926), the Governor-in-Council is pleased to authorize 
the Supervisor of Cotton Industries Statistics and Cotton Cess 
Department to have free access on all reasonable times during 
working hours to any mill and at any time, with or without 
notice to the owner, to examine and take copies of or extracts 
from the records of the mill for the purpose of testing the accu- 
racy of any return made under Section 3 of the Act, or of inform- 
ing himself as to any particulars regarding which information is 
required for the purposes of the said Act or the rules made 
thereunder. 


1 Vide G. of B. Gaz Part I P. 195 of 2o/8/20. 
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THE COAL MINES SAFETY (STOWING) ACT, 1939 

INDIA ACT NO. XIX OF 1939 


An Act to make further provision for safety in coal mines. 

Whereas it is expedient to make further provision for 
safety in Coal Mines by taking measures to facilitate or 
require therein, 1 the carrying out of the operation known 
as stowing and other operations and to provide for the 
creation of a fund for the assistance of such operations, 2 
in the manner hereinafter provided ; 

Short Title, Extent and Commencement 

1. It is hereby enacted as follows : — 

(1) This Act may be called the Coal Mines Safety 
(Stowing) Act, 1939. 

(2) It extends to the whole of British India except 
Assam and the Punjab. 

(3) It shall come into force 3 on such date as the 
Central Government may, by notification in the Official 
Gazette, appoint. 

Definitions 

2. In this Act, unless there is anything repugnant in 
the subject or context, 

(a) “ Agent ”, “ Mine ”, “ Owner ” have the meanings 
respectively assigned to them in Section 3 of the 
Indian Mines Act, 1923 ; 

(b) “ Board ” means the Coal Mines Stowing Board 
constituted under Section 3 ; 

(c) “ Chief Inspector ” and “ Inspector ” mean the per- 
sons respectively appointed to be Chief Inspector of 
Mines and Inspector of Mines under sub-section (1) 
of Section 4 of the Indian Mines Act, 1923, and the 
provisions of that Act shall apply to the Chief In- 
spector and to all Inspectors while exercising their 
powers under this Act or the rules made there- 
under ; ' 

1 Added Vide G. of I. Amendment Act. 1040. 

2 Ibid. 

3 The Act came into force from 27-5-39 vide G. of I. Not No. M. 055 of 22/5/80. 
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(d) “ Fund ” means the Coal Mines Stowing Fund ; 

(e) “ Prescribed ” means prescribed by rules made 
under this Act ; 

(/) “ Soft Coke ” means all coke which is unsuitable for 
metallurgical purposes, and “ Hard coke ” means all 
coke which is not soft coke ; 

(g) “ Stowing ” means the operation of filling with 
sand or other incombustible material space left 
underground in a mine by the extraction of coal. 

Constitution of Board 

3. (1) The Central Government shall, as soon as may 

be after the commencement of this Act, constitute a Board 
to be called the Coal Mines Stowing Board to administer 
the fund and such Board shall be a body corporate and 
have perpetual succession and a common seal, and shall by 
the said name sue and be sued. 

(2) The Board shall consist of the following mem- 
bers, namely : — 

(i) A person in the service of the Crown appointed 
by the Central Government, as Chairman ; 

(ii) The Chief Inspector, or an Inspector appointed 
by the Central Government in this behalf ; 

(iii) two persons nominated by the Indian Mining 
Association ; 

(iv) one person nominated by the Indian Mining 
Federation ; 

(v) one person nominated by the Indian Colliery 
Owners’ Association. 

Provided that if, within the prescribed period, anybody 
fails to make the nomination which it is entitled to make 
under this sub-section, the Central Government may itself 
nominate a person to fill the place on the Board. 

(3) Where a nominated member dies, resigns, ceases to 
reside in British India or becomes incapable of acting, the 
Central Government shall, on the recommendation of the 
body which would have been entitled to make the nomina- 
tion if it had been a first nomination under sub-section (2), 
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or where such recommendation is not made within the pres- 
cribed period, may, on its own initiative, nominate a per- 
son to fill the vacancy. 

(4) No Act done by the Board shall be questioned on 
the ground merely of the existence of any vacancy in, or 
any defect in the constitution of the Board. 

Power to Board to Co-opt Members 

4. (1) The Board may, at any time and for such 
period as it thinks fit, co-opt as member of the Board any 
person possessing such technical qualifications as may be 
prescribed. 

(2) A member co-opted under sub-section (1) shall 
exercise all the powers and functions of a member under 
this Act, except that he shall not be entitled to vote on 
any question coming before the Board. 

Imposition of Excise Duty 

5. With effect from such date as the Central Govern- 
ment may, by notification in the Official Gazette, appoint in 
this behalf, there shall be levied and collected on all Coal 
raised and despatched, and on all soft coke manufactured 
and despatched, from Collieries in British India a duty of 
excise as may, by notification in the Official Gazette, be 
fixed from time to time by the Central Government, sub- 
ject to a maximum rate of three annas per ton ; similarly 
there shall be levied and collected on such descriptions of 
hard coke as may be prescribed a duty of excise as may, 
by notification in the Official Gazette, be fixed from time to 
time by the Central Government, subject to a maximum 
rate of one and a half times the rate of excise duty for the 
time being in force in respect of Coal and soft Coke. 

Imposition of Customs Duty 

6. During the period in which a duty of excise is be- 
ing levied under section 5, the Central Government may, 
by notification in the Official Gazette, impose on all coal 
and soft coke and on such descriptions of hard coke as may 
be prescribed under Section 5, imported into British India 
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from any foreign country or brought into British India 
from the territory of any Indian State, 1 a duty of customs 
2 [which shall be in addition to any duty of customs for the 
time being leviable under any other Act,] at rates equiva- 
lent to the rates of the duty of excise levied under Section 
5 of this Act. 

Payment to the Board of Sum Equivalent to the net Pro- 
ceeds of Excise Duty 

7. The Central Government shall, as soon as may be 
in such financial year, pay to the Board a sum equivalent 
to the nett proceeds [determined 3 in such manner as may 
be prescribed! of the duty of excise realised under Section 
5 during the preceding year. 

Money Received by the Board to be Credited to the Fund 

8. (1) The sum referred to in Section 7 and any other 
moneys received by the Board shall be credited to a fund 
to be called the Coal Mines Stowing Fund, which shall be 
applied by the Board in such manner and subject to such 
conditions as may be prescribed, to — 

(i) meeting the expenses in connection with the ad- 
ministration and the furtherance of the objects 
of this Act ; 

(ii) the grant of stowing materials and other assist- 
ance for stowing operations to owners, agents or 
managers of Coal Mines ; 

(iii) 4 the execution of stowing and other oprations in 

furtherance of the objects of this Act ; and 

(iv) 4 the prosecution of research work connected with 

safety in mines. 

(2) The Board shall keep accounts of the fund, and 
such accounts shall be examined and audited at the pres- 
cribed times by auditors appointed in this behalf by the 
Central Government. 

1 Words “Not being territory, which has been declared under sec. 5 of the Indian Tariff 

Act, 1934, to be foreign territory for the purposes of that section” delated vide 

G. of I. Amendment Act. 1940. 

2 Altered Ibid 

8 Altered Ibid. 

4 Added Ibid Altered vide. G. of I. Amendment Act. 1944. 
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Power of Inspectors 

9. (1) The Chief Inspector or any Inspector may 

make such examination and inquiries as he thinks fit in 
order to ascertain whether the provisions of this Act and 
of any rules and orders made thereunder are being com- 
plied with. 

(2) The Chief Inspector or any Inspector may, with 
such assistance if any, as he thinks fit, enter, inspect and 
examine at any time by day or night any Coal Mine in 
respect of which assistance is being or has been, given under 
this Act in order to ascertain the amount of sand or other 
incombustible material used in stowing in the Mine or to 
ensure that stowing 1 [or any other operation towards which 
assistance may be granted under this Act,] has been, or is 
being done effectively : 

Provided that the power conferred by this sub-section 
shall not be exercised in such manner as unreasonably 
to impede or obstruct the working of the Mine. 

(3) Without prejudice to the provisions of Section 19 
of the Indian Mines Act 1923, the Chief Inspector or any 
Inspector may, by order in writing addressed to the owner, 
agent or manager of a coal mine, require him to take such 
protective measures, including stowing, in the Mine as the 
Chief Inspector or the Inspector may. think necessary, if 
in the opinion of the Chief Inspector or Inspector — 

(a) the extraction or reduction of pillars in any part 
of the mine is likely to cause the crushing of 
pillars or the premature collapse of any part of 
the working or otherwise endanger human life or 
the mine, or 

(b) adequate provision against the outbreak of fire or 
flooding has not been made by providing for the 
scaling off and isolation of any part of the mine or 
for restricting the area that might be affected by 
fire or flooding, as the case may be. 

1 Added vide G. of I. Amendment Act, 1040. 
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Application of Act IV of 1923 

10. The provisions of sub-sections (3) to (6) (both in- 
clusive) of Section 19 of the Indian Mines Act, 1923, shall 
apply to any order made under subjection (3) of section 9, 
of this Act as they apply to an order made under sub- 
section (2) of Section 19 of that Act, and all the provisions 
of the Indian Mines Act, 1923, (except sub-section (1) of 
Section 11 thereof), affecting Committees appointed for the 
purposes of that Act or relating to the disposal of refer- 
ences made to such committees, shall apply, mutatis mu- 
tandis and so far as may be, to a committee appointed to 
inquire into a reference under this Act and to the disposal 
of such reference : 

Provided that 1 the power conferred by the proviso to 
sub-section 6 of the said Section 19 to suspend the -opera- 
tion of a requisition under sub-section (1) of that Section 
shall include a power similarly to suspend the operation 
of an order made under sub-section (3) of Section 9 of this 
Act. 

. 10-A. 2 Powers of Board in executing operations : — 

(i) If in the opinion of the Board it is necessary or 
desirable that any protective measures, including 
stowing, required in furtherance of the object of 
this Act, should be undertaken directly by the 
Board, the Board may execute or cause to be 
executed such measures under its own supervi- 
sion. 

(ii) For the purposes of this Section the Board shall 
have the right for itself and all persons employed 
in the execution of any work undertaken under 
this Section to enter upon any property in which 
the work is to be done and to do therein all 
things necessary for the execution of the work. 

(iii) No person shall obstruct or interfere with the 
execution of any work undertaken under this 


1 Added vide G, of 1. Amendment Act 10-44. 

2 Added vide Ibid. 
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Section, and no person shall remove or tamper 
with any plant or machinery or any stowing or 
any other material used in the execution of such 
work. 

(iv) Whoever contravenes the provision of sub-sec- 
tion (3) shall be punishable with imprisonment 
for a term which may extend upto 6 months or 
with a fine or with both. 

Committees of Enquiry 

11. (1) A committee appointed to enquire into a 
reference arising out of an order passed under sub-section 
(3) of Section 9 shall consist of — 

(a) the Chairman of the Board as Chairman ; 

(b) four members selected by the Chairman of the 
Board as follows : — 

(i) two, from a panel or eight persons nominated by 
the Indian Mining Association ; 

(ii) one, from a panel of four persons nominated by 
the Indian Mining Federation ; 

(iii) one, from a panel of four persons nominated by 
the Indian Colliery Owners’ Association ; and 

(iv) one member appointed by the Central Govern- 
ment to represent the interests of persons em- 
ployed in Coal Mines. 

(2) No person shall be nominated to the panels refer- 
red to in clause (b) of sub-section (1) unless he possesses 
such technical qualifications as may be prescribed. 

(3) If any body fails, within the prescribed period, to 
make any nomination which it is entitiled to make under 
sub-section (1) or to fill any vacancy in a panel the Cen- 
tral Government shall itself nominate a sufficient number 
of persons to complete the panel. 

Power to Make Rules 

12. (1) The Central Government may after previous 
application, make rules to carry out the purposes of this 
Act. 
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(2) In particular, and without prejudice to the gene- 
rality of the foregoing provisions such rules may provide 
for any or all the following purposes, namely : — 

(a) The nomination and the term of office, of members 
of the Board appointed or nominated under Section 
3; 

(b) The powers and functions of, and the conduct of 
business by, the Board ; 

(bb) 1 The determination of the net proceeds of the duty 
of excise for the purpose of Section 7 ; 

(c) Prescribing the technical! qualifications to be pos- 
sessed by co-opted members of the Board and by 
persons nominated to the panels referred to in 
Section 4 ; 

(d) Prescribing the descriptions of hard coke on which 
a duty of excise may be levied under Section 5 ; 

(e) Regulating the levy, collection and payment of 
the duty of excise ; and the imposition, collection 
and payment of the duty of Customs ; 

(/) Prescribing the manner in which and the conditions 
under which such sums at the credit of the fund 
may be applied ; 

( g ) Prescribing the form in which the accounts of the 
fund shall be kept and the times at which such 
accounts shall be audited, and regulating the pub- 
lication of the abstract of such accounts and the 
report of the auditors thereon, and prescribing the 
procedure in relation to any items of expenditure 
from the fund disallowed by the auditors ; 

( h ) Any other matter which is to be or may be pres- 
cribed. 

Application to Crown 

13. The Act applies to Coal Mines belonging to the 
Crown. 


Added vide G. of I. Amendment Act 1940. 



16 


LABOUR AND FACTORY LEGISLATION 


THE COAL MINES SAFETY (STOWING) ACT, 1939. 

RULES 

No. M 955 (2) dated New Delhi, the 17th October, 1939. 

In exercise of the powers conferred by Section 12 of the 
Coal Mines Safety (Stowing) Act, 1939 (XIX of 1939), the Central 
Government is pleased to make the following rules, the same 
having been previously published as required by sub-section (1) 
of the said Section, namely : — 

CHAPTER I 
PRELIMINARY 

Short Title and Extent 

(1) (i) These rules may be called the Coal Mines Safety 
(Stowing) Rules, 1939. 

(ii) They extend to the whole of British India expect 
Assam and the Punjab. 

Definitions 

(2) In these rules, unless there is anything repugnant in 
the subject or context, 

(a) ‘ Act’ means the Coal Mines Safety (Stowing) Act, 1939 
(XIX of 1939) ; 

( b ) ‘ Board ’ means the Coal Mines (Stowing) Board ; 

(c) ‘ Chairman * means the Chairman of the Board ; 

id) ‘ Committee * means a committee of Inquiry appointed 
under section 11 of the Act ; 

(e) ‘Fund* means the Coal Mines (stowing) Fund; 

(/) ‘Member* means a member of the Board; 

(o) ‘ Section * means a section of the Act. 

CHAPTER H 

THE BOARD AND ITS PROCEDURE 
Co-opted Members 

(3) The Board may, under Sub-Section (1) of Section 4, 
co-opt as members any persons possessing one or more of the 
following qualifications, namely : — 

(i) A first class colliery manager’s certificate of com- 
petency or a degree or diploma in mining, or special 
knowledge in mining affairs. 

(ii) A University degree or equivalent qualification in Me- 
chanical, Electrical or Civil Engineering or in fuel 
Technology. 

(jii) A University degree or diploma or equivalent qualifi- 
cation in Geology. 

(iv) Qualifications entitling a person to act as auditor pf 
Companies — under Section 144 of the Indian Com- 
panies Act, 1913, (VII of 1913). 
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tv) Qualifications entitling a person to practice at the 
Bar of the High Courts in British India, 
ivi) Experience of not less than 5 years in the manage- 
ment of a Zamindari. 

Nomination to fill Vacancies 

4. When a vacancy occurs in the case of a nominated mem- 
ber or at any time within two months of the date when such a 
vacancy will occur in the ordinary course of events, the Central 
Government shall, by notice in writing, call upon the body con- 
cerned to nominate a person to All the Vacancy and the nomina- 
tion shall be made within thirty days of the date of issue of such 
notice. 

Term of Office 

5. (1) Save as otherwise provided in these nties, a nominat- 
ed member shall hold office for three years from the date of 
his appointment and shall be eligible for renomination : 

Provided that an outgoing nominated member may conti- 
nue in office until the appointment of his successor is notified. 

(2) A member nominated to fill a casual vacaney or a mem- 
ber appointed by the Central Government on the failure of 
any body entitled to make a nomination, shall hold office for as 
long as the member whose place he fills would have been en- 
titled to hold office if the vacancy had not occurred or the nomi- 
nation had been made as the case may be. 

Resignation 

6. A nominated member may resign his office by letter ad- 
dressed to the Chairman. 

Absence from India 

7. (1) Before a nominated member leaves India : 

(a) he shall intimate to the Chairman the date of his de- 
parture from and the date of his expected return to 
India ; or 

(b) if he intends to be absent from India for a longer 
period than six months, he shall tender his resignation. 

(2) If any nominated member leaves India without taking 
the action required by sub-rule (1), he shall be deemed to have 
resigned with effect from the date of his departure from India. 

Vacation of Office 

8. A nominated member shall be deemed to have vacated 
his seat on the Board — 

(a) If he becomes bankrupt or insolvent or suspends pay- 
ments or compounds with his creditors ; or 

(b) if he is convicted of any non-bailable offence punish- 
able under the Indian Penal Code (Aot XLV of I860) nr 


2 
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(c) if he is absent from meetings of the Board during a 
period bf three consecutive months without leave of 
absence from the Board. 

Time and Place of Meetings 

9. (1) The Chairman may at any time call a meeting of 
the Board and shall do so if a requisition for that purpose is 
presented to him by three or more members. 

(2) The meetings of the Board shall, unless the Chairman 
in any case otherwise directs, be held in Calcutta. 

Notice of Meetings 

10. Not less than seven clear days before the date of any 
intended meeting of the Board, notices of the time and place 
of such meeting, signed by the Chairman, shall be delivered at 
or posted to the usual place of residence of every member pre- 
sent in India : 

Provided that an emergent meeting may be called by the 
Chairman at any time, but in such case the Chairman shall in- 
form the member of the subject matter for discussion and the 
reason for which he considers it urgent, and at such meeting 
no business which does not arise directly out of such subject 
matter shall be introduced or transacted. 

Presiding at Meetings 

11. The Chairman shall preside at every meeting of the 
Board at which he is present. If the Chairman is absent from 
any meeting the members present shall elect one of their mem- 
bers to preside over the meeting and the member so elected shall 
at that meeting exercise all the powers of the Chairman. 

Quorum 

12. No business shall be transacted at a meeting of the 
Board unless at least three members are present : 

Provided that if at any meeting less than three members 
attend, the Chairman may adjourn the meeting to a date not 
less than seven days later and inform the members present and 
notify other members that he proposes to dispose of business 
at the adjourned meeting irrespective of there being a quorum, 
and shall thereupon be lawful to dispose of the business at such 
adjourned meeting irrespective of the members attending. 

Disposal of Business 

13. (1) Every question upon which the Board is required 
to deliberate shall be considered either at its meetings or if the 
Chairman so directs, by sending the necessary papers to mem- 
bers for opinion : 

Provided that the papers need not be sent to any member who 
is absent from India. 
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(2) When a question is referred for opinion, any member 
may request that the question be considered at a meeting of the 
Board, and thereupon, the Chairman may, and if the request is 
made by three or more members shall, direct that it be so con- 
sidered. 

List of Business 

14. (1) The Chairman shall send to each member pre- 
sent in India, at least seven days before a meeting of the Board 
a list of business to be disposed of at that meeting. 

(2) No business which is not on the list shall be consider- 
ed at a meeting without the permission of the Chairman. 
Decision by Majority 

15. (1) Every question at a meeting of the Board shall be 
decided by a majority of votes of the members present and voting 
on that question. 

(2) Every question referred to the members for opinion 
shall, unless the Chairman in pursuance of sub-rule (2) of rule 
13 reserves it for consideration at a meeting, be decided in accord- 
ance with the opinion of the majority recording opinions. 

(3) In the case of an equal division of votes or opinions, 
the Chairman shall exercise an additional vote or opinion. 

Record of Business 

16. A record shall be maintained of all business transacted 
by the Board, copies of which shall be submitted to the Central 
Government. 

Revision 

17. (1) The Central Government may for reasons to be re- 
corded in writing revise any decision of the Board and pass such 
orders in the matter as it thinks fit. 

(2) The Board shall give effect to all orders passed by the 
Central Government under sub-rule (1). 

Salary and Allowance of the Chairman 

18. (1) The Chairman shall be paid a salary and allowance 
from the Fund at such rates as may be fixed by the Central Gov- 
ernment. 

(2) The Chairman shall also be paid from the Fund travel- 
ling allowances for journeys performed by him in his official 
capacity, at the same rates and on the same conditions as are 
prescribed by rules in the case of Officers in the employ of the 
Central Government drawing the same salary as the Chairman. 

(3) Contributions on account of the Chairman's pension, 
leave salary and passages 1 shall be paid from the fund at such 
rates as may be fixed by the Central Government. 


1 Vide G. of B. Gaz. Part IV c. P. 379 of 27/3/41. 
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Pmts mi Dalits tl the Chairman 

19. (1) *nie Chairman shall be the principal Executive 
Officer of the Board and, as such, he shall— 

(a) present all important papers and matters to the Board 
as early as practicable ; 

(5) issue orders as to the method of carrying out the de- 
cisions of the Board ; 

(c) grant or, subject to a resolution by the Board, authorise 
some other person to grant receipts on behalf of the 
Board for all moneys received under the Act ; 

( d ) maintain or cause to be maintained an account of the 
receipts and expenditure of the Board ; and 

(e) present an annual draft report on the working of the 
Board to the Board for approval and submit the report 
in the form approved by the Board to the Central Gov- 
ernment. 

(2) The Chairman may sanction without reference to the 
Board, expenditure on contingencies, supplies and services and 
purchase of articles required for the working of the Office of the 
Board, subject to budget provision and to the condition that the 
expenditure on any single object does not exceed Rs. 500. 

Secretary to the Board 

20. (1) The Secretary to the Board shall be a person not 
being a member, appointed by the Board, with the approval of 
the Central Government. 

(2) The Secretary shall perform such duties as are imposed 
upon him by these rules and such other duties as may be assigned 
to him by the Board. 

Board’s Establishment 

21. (1) The Board shall, from time to time, fix the scale 
of establishment and the salaries and allowances of all officers 
and servants to be employed by it, and may require security to 
be taken from them in such instances and to such amount as it 
thinks fit : 

Provided that no post the maximum salary of which exceeds 
rupees five hundred per mensem shall be created without the pre- 
vious sanction of the Central Government. 

(2) Subject to the scale of establishment fixed under sub- 
rule (l) the Chairman shall have power to appoint, dismiss, 
suspend, reduce or grant leave to any person in the service of 
the Board : 
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Provided that— 

<a) No person shall be appointed to or dismissed from, an 
office the maximum salary of which exceeds rupees five 
hundred without the sanction of the Central Govern- 
ment ; 

<5) No person shall be appointed to, or dismissed from, an 
office the maximum salary of which exceeds rupees two 
hundred but does not exceed rupees five hundred with- 
out the sanction of the Board at a meeting ; 

<c) the grant of leave, pay and allowance to officers and 
servants of the Board, who are not government servants, 
shall be regulated by rules made by the Board, and 

(d) the grant of leave, pay and allowance to a Government 
Servant, whose services have been lent or transferred 
to the Board, shall be regulated according to the ap- 
propriate rules framed by the Central Government and 
applicable to such government servant. 

<3) In exercising the powers conferred by clause (c) of the 
proviso to sub-rule (2), the Board shall, so far as may be, apply 
the principles of the Rules framed by the Central Government 
for the corresponding classes of government servants. 

(4) Save with the previous sanction of the Central Govern- 
ment, no travelling allowance shall be paid to any officer or 
servant of the Board in excess of the amount which would be 
admissible under the supplementary rules framed by the Central 
Government to a government servant of the corresponding grade. 

Remuneration of members 

22. (1) Each non-official member including a non-official 

member co-opted under Sub-Section (1) of Section 4 shall be 
paid Rs. 32/- for each meeting of the Board attended by him, 
subject to a maximum of Rs. 64/- for any one calendar month, 
and the actual travelling expenses incurred by him in attend- 
ing the meeting. 

(2) A government servant appointed as a member, or co- 
cpted as a member under Sub-Section (1) of Section 4, shall be 
paid for attending a meeting of the Board such travelling allow- 
ance from the Fund as would be admissible to him under the ap- 
propriate rules if the journey had been performed on Govern- 
ment duty. 

(3) 1 A member, including a member co-opted under sub- 
section (1) of section 4, performing a journey on the business 
of the Board with the previous approval of the Chairman shall 
be paid from the Fund — 


1 Added vide G. of B. Gas. Part IV C. P. 1594-5 of 10/10/40 
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(a) if a non-official, the actual travelling expenses incurred 
by him in performing the journey ; 

( b ) if a government servant, such travelling allowance, as 
would be admissible to him under the appropriate rules 
if the journey had been performed on Government duty. 

CHAPTER IIV 
COMMITTEES OF INQUIRY 
Qualifications of Persons Nominated to Panels 

23. No person shall be nominated to the panels referred to 
in clause (b) of sub-section (1) of section 11, unless he holds a 
first class Colliery Manager’s Certificate of competency. 

Nominations to Panels 

24. (1) The first nomination to the panels referred to in 
Clause (b) of Sub-Section (1) of Section 11 shall be made in 
writing and sent to the Chairman, so as to reach him before the 
15th day of July 1940. 

(2) when a vacancy occurs in a panel, the Chairman shall, 
by notice in writing, call upon the body concerned to nominate a 
person tc fill the vacancy, and the nomination shall be made in 
writing and sent to the Chairman so as to reach him within 
thirty days of the date of issue of such notice. 

CHAPTER IV2 

LEVY AND COLLIERY EXCISE DUTY 

Description of Hard Coke Liable to Excise Duty 

25. All descriptions of hard coke manufactured in and des- 
patched from collieries or coke plants shall be subject to the 
duty of excise leviable on hard coke under section 5. 

26. 3 (1) The duty of excise imposed under section 5 on coal, 

soft coke and hard coke shall, when such coal, soft coke or hard 
coke is despatched by rail from collieries or coke plants, be 
collected by the Railway Administrations concerned by means of a 
surcharge on freight, and such duty on excise shall be recovered — 

(a) from the consignor, if the freight charges are being 
prepaid at the forwarding station ; 

(b) from the consignee, if the freight charges are collected 
at the destination of consignment. 

(c) from the party paying the freight, if the consignment 
is booked on the “weight only” system. 

1 Added and renumbered vide G. of B . Gaz. Part IV C. P. 847-S of 4-7-40 and vide 

G. of B. Ga*. Part IV C. P. 1631-1684 of 10/10/40. 

2 Ibid. 

3 A* corrected vide G. of B. Gaz. Part IV C. P. 878 of 11/7/40. 
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(2) In calculating the amount of duty of excise payable on 
any one consignment any fractions of an anna shall be rounded 
off to the nearest anna. 

Declaration by Consignor 

27. All consignments of coke from collieries or coke plants 
tendered for despatch by rail, shall be accompanied by a de- 
claration advice note in which the consignor or his agent shall 
describe the consignment as either “ soft coke ” or “ hard coke ” 
according to the nature of the consignment. 

28 1 . For the purpose of the Levy of the Excise Duty, the 
actual weight of a consignment, rounded off to the nearest ton 
shall be taken into account. \ 

Remittance of Excise Duty 

29. The total amount of excise duty collected by each Rail- 
way Administration less, 

(a) Refunds and write-offs, authorized -» by the Railway 
Administration under rule 302; 

(b) a deduction of such percentage as the Central Govern- 
ment may by notification in the Official Gazette, fix 
towards the cost of collection, shall under advice to the 
Accountant General, Bengal, be remitted quarterly to 
the Reserve Bank of India at Calcutta for the credit 
of the Central Government in a special account. 

Refunds and Recoveries 

30. (1) Where the amount of the excise duty due under 
these rules has not been collected either wholly or in part or 
where the amount collected is in excess of the amount due, the 
Railway Administration shall deal with the undercharge or 
overcharge as the case may be, on the same principles as apply 
to undercharge and overcharge in regard to Railway freight 
charges. 

(2) When it is proved to the satisfaction of the Board, or 
any person authorised in this behalf by the Board, that any coal, 
on which the duty of excise under section 5 had previously been 
collected has been used in the manufacture of any coke on which 
also the duty has been collected, the Board or the person autho- 
rised in this behalf by the Board may order refund of the amount 
equal to the duty collected on such coal to the person from whom 
such duty was collected. 

Determtmation of the Nett Proceeds of the Duty of Excise 

30-A3. (i) For the purpose of Section 7, the nett proceeds 
of the duty of excise realised under Section 5, in a financial year 

~ 1 AfiTc oTrect etW i de G. of B. Gaz Part IV C. P. 436-37 of 5/3/42. ‘ 

2 Vide G. of B. Gaa. Part IV C. 1631-34, of 10/10/40. 

3 Added vide G. of B. Ga*. Part IV-C. P. 1820 of 12/12/40. 
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shall be determined separately in respect of each Railway Ad- 
ministration collecting such duty and certified as soon as possible 
after the close of the financial year by such officer or officers as 
the Central Government may appoint in this behalf. 

(2) In determining the nett proceeds under sub-rule (1) 
the officer shall take into account the total amount of the duty 
collected, the refunds granted, and the write-offs sanctioned by 
the Railway Administration during the year and the deduction 
towards the cost of collection fixed by the Central Government, 
in accordance with these rules. 

(3) The certificate under sub-rule (1) shall be sent to the 
Central Government and copies thereof to the Accountant Ge- 
neral, Bengal, by the officers concerned. 

CHAPTER Vi 

APPLICATION OF FUND 
Purposes for which Assistance may be Granted 

31. The Board may grant assistance from the Fund to any 
owner, agent or manager of a Coal Mine — 

(a) for stowing and other protective measures Which are 
required to be undertaken by an order issued under 
Sub-Section (3) of Section 9 ; 

<b) for any measures which in the opinion of the Board 
are essential for the effective prevention of the spread 
of fire to, or the inundation by water of, any coal mine 
from an area adjacent to it ; 

fc) for stowing operations voluntarily undertaken by the 
owner, agent or manager of the mine in the interest of 
safety. 

Applications of Assistance 

32. (1) The Board may determine the forms in which ap- 
plications for assistance from the Fund are to be made, the 
documents and other particulars which are to accompany such 
applications and the times within which such applications are 
to be submitted. 

(2) Every owner, agent or manager of a mine who requires 
assistance from the Fund during any financial year shall apply 
to the Board for such assistance in conformity with the proce- 
dure determined by the Board under sub-rule (1). 

Priority Among Applications for Assistance 

33. (1) Applications for assistance under Clause (a) or 
Clause (b) of Rule 31 shall have priority over applications for 
assistance under Clause (<?) of that rule. 

1 Added vidfc G. of B. Gaz. Pari IV C. P. 1631-1034 of 10/10/40. 
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(2) Priority among applications for assistance under 
Clause (c) of Rule 31 shall be determined by the Board according 
to the degree of urgency of the proposed stowing operations from 
the point of view of safety. 

(3) Before determining priority * under sub-rule (2) the 
Board shall call for and consider the opinion of the Chief In- 
spector. 

Form of Assistance 

34. The Board may grant assistance from the Fund, at its 
descretion in each case, in one or more of the following ways 
namely — 

(i) by the grant of stowing materials, 

(ii) by the loan of stowing plant and means of transport 
of stowing materials, 

(iii) by making monetary grants towards the expenses in- 
volved in carrying out the measures for which assist- 
ance is granted, 

(iv) by the grant of loans for meeting either wholly or in 
part, expenses on the purchase and installation of 

(a) stowing plant in mines and 

(b) means of transport for stowing materials. 

Quantum of Assistance 

35. (1) Assistance from the Fund shall be granted by the 
Board with due regard to all the circumstances of each case. 

(2) Where assistance is given in the form of a monetary 
grant it shall be based on the expenditure involved (including the 
cost of depreciation of any plant in use), as assessed by the 
Board, for the execution of the measures for which the assistance 
is granted. 

(3) A loan for the purchase and installation of plant shall 
take the form of direct payment or guarantee of payment up to 
the limit of the loan sanctioned of the bills submitted by the 
suppliers of the plant after such check of the bills as the Board 
may consider necessary. 

Execution of Protective Measures Directly by the Board 

36. If in the opinion of the Board it is necessary or desir- 
able that any protective measures required in furtherance of the 
objects of the Act should be undertaken directly by the Board, 
the Board may execute or cause to be executed such measures 
under its own supervision. 

(2) The Board may for reasons to be recorded in writing, 
sanction the payment from the fund of the full cost of any pro- 
tective measures undertaken under sub-rule (1). 
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Conditions Attaching to the Grant of Assistance 

37. (1) In each case in which assistance is granted under 
these rules the Board shall impose such conditions as it may con- 
sider necessary for ensuring, 

ia) that the assistance given is utilised for the purpose 
for which it is granted. 

(b) that the data on which assistance is calculated or 
claimed are in accordance with facts, 

(c) that any particulars which the Board may from time 
to time require for the proper discharge of its respon- 
sibilities are duly and promptly supplied, and 

(d) that all necessary facilities are accorded for any in- 
spections by persons duly authorised by the Board for 
the purpose of checking the correctness of any informa- 
tion that may have been supplied under clause (c) or 
for the collection of any such information. 

(2) Before granting assistance under these rules, the Board 
shall require the owner, agent or manager of the mine to whom 
assistance is proposed to be granted to execute a bond for the 
fulfilment of the conditions imposed by the Board under sub- 
rule (1). 

(3) It shall be a condition of every bond executed under 
sub-rule (2) that in the event of the owner, agent or manager 
of the Mine violating any condition imposed under sub-rule (1> 
such owner, agent or manager shall be liable to pay to the Board 
such sum or sums as may be specified in the bond, at the discre- 
tion of the Board, with due regard to the circumstances of each 
case. 

Conditions Attaching to the Grant of Loans 

38. (1) The Central Government shall from time to time 
fix the rates of interest to be charged on loans granted by the 
Board for the purchase and installations of stowing plant and 
means of transport of stowing materials. 

(2) Every such loan shall — 

(a) bear interest until repayment at the rate fixed under 
sub-rule (1) and in force at the time of granting the 
loan ; and 

(b) shall be repayable within such time as the Board may 
in each case determine. 

(3) The Board shall before granting any loan, take proper 
security for its repayment. 
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Research 

3D. (1) The Board may grant assistance from the Fund for 
the prosecution by any agency of such types of research work 
connected with safety in Coal mines as may be authorised by 
the Central Government. 

(2) The Board may also arrange for the prosecution of such 
research work under its own supervision and at the expenses of 
the Fund. 

Supply of Copy of Order Under Section 9 (3) 

40. A copy of every order issued by the Chief Inspector and/ 
or an Inspector under Sub-Section (3) of Section 9 shall be for- 
warded forthwith by such Chief Inspector or Inspector to the 
Board. 


CHAPTER VI 

ACCOUNTS AND BUDGET 


Deposit of Money 

41. The sum of money received under Section 7 and any 
other moneys received by or on behalf of the Board shall be 
deposited to the credit of the Coal Mines Stowing Fund in the 
manner provided in rule 42 1 : 

Provided that the Board may from time to time authorise 
the extension in the charge of the Chairman or any other person 
of such sum as it thinks fit as petty cash to meet contingent ex- 
penditure. 

Keeping of Accounts in Banks 

42. (1) The current account or accounts of the Board shall 
be kept in the Imperial Bank of India or such other Bank as may 
be approved by the Central Government, and all moneys at the 
disposal of the Board with the exception of petty cash and of 
moneys placed in fixed deposit or invested in accordance with 
the provisions hereinafter contained shall be paid into these 
accounts. 

(2) Any funds not required for current expenditure may be 
placed in fixed deposit with any Bank approved in this behalf 
by the Central Government or invested in the name of the 
Board in any security in which Trust Property may lawfully be 
invested under the Indian Trust Act, 1882 (II of 1882). 

(3) The placing of money in fixed deposit and the invest- 
ment thereof and the disposal of moneys so placed or invested 
shall be subject to the sanction of the Board. % 

1 Vide G. of B. Ga*. Part IV C. P. 1681-1034 of 10/10/40. 
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(4) Payments by or on behalf of the Board shall be made 
in cash or by cheque drawn against a current account of the 
Board. 

(5) The cheque referred to in Sub-rule (4) and all orders 
for the making of deposits or investments or for the withdrawal 
of such deposits or the realization of such investments or for the 
disposal in any other manner of the funds of the Board shall be 
signed by the Secretary to the Board and countersigned by the 
Chairman or by a member authorised by the Board in this be- 
half. 

Budget 

43. (1) The Board shall in each year prepare a budget for 
the ensuing financial year and shall submit it for the sanction 
of the Central Government on or before the 1st February. 

(2) The budget shall include statements of 

(i) the estimated opening balance, 

(ii) the estimated receipts under section 7 and from other 
sources, and 

(iii) the proposed expenditure — classified under the heads 
specified in sub-rule (3) of rule 45 1 and such other 
heads as may be settled at a meeting of the Board. 

Keeping, Auditing and Publication of Accounts 

44. (1) The Board shall keep accounts of all moneys re- 
ceived in and expended out of the Fund during each financial 
year. 

(2) Such accounts shall be examined and audited annually 
or at such shorter intervals as the Central Government may re- 
quire by auditors appointed by the Central Government in this 
behalf. 

(3) The auditors may disallow any item which has in their 
opinion been expended out of the Fund otherwise than as direct- 
ed by or under the Act or these rules. 

(4) If an item of expenditure is disallowed by the auditors, 
the Central Government may — 

(a) either remit the disallowance made by the auditors ; or 

(b) sanction the expenditure ; or 

(c) direct that the amount be recovered from the person or 
persons responsible for the expenditure and credited to 
the Fund, provided that no recovery under this sub- 
clause shall be permissible if the expenditure has been 
incurred in good faith ; 


1 Vide G. of B. Gas. Part IV C. P. 1631-1634 of 10/10/40. 
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(d) direct that the item disallowed shall be dealt with in 
such 'other way as the Central Government may think 
fit. 

(5) The audited statement of receipts and expenditure to- 
gether with the annual report referred to in clause (e) of sub- 
rule (1) of rule 19 shall be submitted to the Central Government 
not later than July in each year. 

(6) An abstract statement of the accounts together with 
the auditors* report thereon shall be published annually in the 
Official Gazette. 

Receipts and Expenditure 

45. (1) The accounts of receipts shall be shown under the 

following heads : 

(a) sum received under section 7 ; 

:b) any other moneys received ; 

(o) any interest that may have accrued from the invest- 
ment of such sum or moneys as aforesaid. 

(2) Total receipts only shall be shown under each of the 
heads specified in sub-rule (1) and the opening balance, if any, 
shall also be stated. 

(3) Accounts of expenditure shall be shown under the 
following heads : 

(a) administration of the Board, 

(b) other expenditure connected with administration of 
the Act, 

(c) grant of stowing materials or other assistance for 
stowing operations to owners, agents or managers of 
coal mines, 

id) other measures taken in connection with the further- 
ance of the objects of the Act, 

(e> Miscellaneous. 

(4) The closing balance of the year, shall be shown at the 
foot of the accounts on the expenditure side. 

(5) In addition to the particulars required by sub-rule (3) 
separate statements under heads (c) and (d) referred to in .that 
sub-rule shall be drawn up, which shall show the sums paid to 
each owner, agent or manager of a Coal Mine independently or 
spent otherwise. 
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NOTIFICATIONS 

X 

No. M-955. 1 2 In exercise of the power conferred by section 
(3) of the Coal Mines Safety (Stowing) Act, 1939, the Central 
Government is pleased with effect from 1st November 1939, to 
constitute the Coal Mines Stowing Board and to direct that it 
shall consist of the following members namely : — 

CHAIRMAN 

MR. N. MAHADEVA AYYAR, I.C.S., (Appointed by Central 
Government) . 


MEMBERS 

THE CHIEF INSPECTOR OF MINES IN INDIA, (Ex-offlcio), 

MR. J. B. ROSS of Messrs. Shaw Wallace & Co., (Nominated 
by Indian Mining Association), 

-MR. L. J. BARRACLOUGH, Chief Mining Engineer, Bengal 
Coal Co., Ltd., (Nominated by Indian Mining Association) 

MR. M. N. MOOKHARJEE, M.L.A., Behar, (Nominated by the 
Indian Mining Federation, 

MR. A. L. OJHA, (Nominated by the Indian Colliery Owners' 
Association). 

No. M-955 (l) 3 In exercise of the powers conferred by sec- 
tion 5 of the Coal Mines Safety (Stowing) Act, 1939 (XIX of 1939) 
the Central Government is pleased — 

(i) to appoint the 1st of December 1939 as the date from 
which the duties of excise referred to in the said sec- 
tion shall be levied and collected, 

(ii) to fix two annas per ton as the rate at which the said 
duty shall be levied and collected on Coal and Soft 
Coke and 

(iii) to fix three annas per ton as the rate in which the 
said duty of excise shall be levied and collected on hard 
coke. 

No. M-955 4 In pursuance of clause (1) (b) of Rule 26 of the 
Coal Mines Safety (Stowing) Rules, 1939, the Central Govern- 
ment is pleased to fix 5 as the percentage which each Railway 
Administration shall be entitled to deduct, towards the cost of 
collection, from the total amount of Excise Duty collected by it 
under the said rules. 


1 Vide G. of B. Gaz. P. IV A. P. 1700 of 7/9/80. 

2 Vide G. of B. Gaz. P. I P. 8816 of 18/9/41. 

8 Vide G. of B. Gaz. P. IV A. P. 2040-41 of 9/11/39. 

4 Vide G. of B. Gaz. P. IV C. P. 225 of 29/2/40. 



The Children (Pledging of Labour) Act, 1933 

INDIA ACT NO. II OF 1933. 

An Act to prohibit the pledging of the labour of Children. 

Whereas it is expedient to prohibit the making of agree- 
ments to pledge the labour of children and the employ- 
ment of children whose labour has been pledged ; it is 
hereby enacted as follows : — 

Short Title and Extent 

1. (1) This Act may be called the Children (Pledg- 
ing of Labour) Act, 1933. 

(2) It extends to the whole of British India including 
British Baluchistan and the Sonthal Parganas. 

(3) This Section and Sections 2 and 3 shall come into 
force at once, and the remaining Sections of this Act shall 
come into force on the first day of July, 1933. 

Definitions 

2. In this Act, unless there is anything repugnant in 
the subject or context, — 

“ An agreement to pledge the labour of a child ” means 
an agreement, written or oral, express or implied, whereby 
the parent or guardian of a child, in return for any pay- 
ment or benefit received or to be received by him, under- 
takes to cause or allow the services of the child to be 
utilized in any employment: 

Provided that an agreement made without detriment to 
a child and not made in consideration of any benefit other 
than reasonable wages to be paid for the child’s services, and 
terminable at not more than a week’s notice, is not an 
agreement within the meaning of this definition ; 

“ Child ” means a person who is under the age of fifteen 
years ; and 

“ Guardian ” includes any person having legal custody 
of or control over a child. 

Agreement Contrary to the Act be void 

3. An agreement to pledge the labour of a child shall 
be void. 
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Penalty for Parent or Guardian Making Agreement to 
pledge the Labour of a Child 

4. Whoever, being the parent or guardian of a child, 
makes an agreement to pledge the labour of that child, 
shall be punished with fine which may extend to fifty 
rupees. 

Penalty for Making with a Parent or Guardian an Agree- 
ment to Pledge the Labour of a Child 

5. Whoever makes with the parent or guardian of a 
child an agreement whereby such parent or guardian 
pledges the labour of the child shall be punished with fine 
which may extend to two hundred rupees. 

Penalty for employing a Child whose Labour has been 
Pledged. 

6. Whoever, knowing or having reason to believe that 
an agreement has been made to pledge the labour of a child, 
in furtherance of such agreement employs such child, or 
permits such child to be employed in any premises or place 
under his control, shall be punished with fine which may 
extend to two hundred rupees. 


Employment of Children Act, 1938. 

INDIA ACT NO. XXVI OF 1938. 1 

An Act to regulate the admission of children to certain 
Industrial employments. 

Whereas it is expedient to regulate the admission of 
children to certain industrial employments, it is hereby 
enacted as follows : 

Short Title & Extent 

1. (1) This Act may be called the Employment of 

Children Act, 1938. 

(2) It extends to the whole of British India. 
Definitions 

2. In this Act 

(a) “ Competent Authority ” in respect of any major 
port as defined in the Indian Ports Act, 1908 and 

1 Amended vide India Act No. XV of 1939 G. of B. Gax. Part IV. P. 860-62 of 
25/4/39. Amendments Came into force 1st Oct. 1939. 
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in respect of the Federal Railways as defined 
in the Indian Railways Act, 1890, means the Cen- 
tral Government and in any other case means 
the Provincial Government. 

(b) 1 “ Occupier ” of a workshop means the person 
who has ultimate control over the affairs of the 
workshop ; 

(c) “ Prescribed ” means prescribed by rules made 
under this Act ; 

(d) “ Workshop ” means any premises (including the 
precincts thereof) wherein any industrial process 
is carried on, but does not include any premises 
to which the provisions of the Sec. 50 of the 
Factories Act, 1934, for the time being apply. 

Prohibition of Employment of children in certain occu- 
pations 

3. (1) No child who has not completed his 15th year 

shall be employed or permitted to work in any occupation 
connected with the transport of passengers, goods or mails 
by railway. 

(2) No child who has not completed his 15th year 
shall be employed or permitted to work in any occupation 
involving any handling of goods within the limits of any 
ports to which for the time being any of the provisions of 
the Indian Ports Act of 1908 are applicable. 

(3) 2 No child who’ has not completed his twelfth year 
shall be employed, or permitted to work, in any workshop 
wherein any of the processes set forth in the Schedule is 
carried on : 

Provided that nothing in this sub-section shall apply to 
any workshop wherein any process is carried on by the 
occupier with the aid of his family only and without employ- 
ing hired labour or to any school established by, or receiving 
assistance or recognition from, a Provincial Government. > 
Power to amend the Schedule. 

3-A 3 . The Provincial Government after giving, by 
notification in the Official Gazette, not less than three 

1 Added vid« India Act XV of 1689 G. of B. Gu. Part IV P. 860-62 of *5/4/39. 

2 Ibid. 


8 
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months notice of its intention so to do may, by like notifica- 
tion, add any description of process to the Schedule, and 
thereupon the Schedule shall have force in the Province as 
if it has been enacted accordingly. 

Notice to Inspector before carrying on work in certain 
Processes. 

3.-B. 1 Before work in any of the processes set forth in 
the Schedule is carried on in any workshop after the 1st day 
of October 1939, the occupier shall send to the Inspector, 
within whose local limits the workshop is situated, a written 
notice containing — 

(a) the name and situation of the workshop, 

(b) the name of the person in actual management of the 
workshop, 

(c) the address to which communications relating to 
the workshop should be sent, and 

(d) the nature of the processes to be carried on in the 
workshop. 

Disputes to age. 

3. -C 2 . If any question arises between an inspector and 
an employer as to whether any child has or has not completed 
his twelfth or fifteenth year, as the case may be, the ques- 
tion shall in the absence of a certificate as to the age of such 
child, granted by a prescribed Medical authority be referred 
by the Inspector for decision to .the prescribed Medical 
authority. 

Penalty. 

4. Whoever employs any child or permits any child 
to work in contravention of the provisions of sec. 3, or fails 
to give notice as required by Sec. 3.B 3 shall be punishable 
with fine which may extend to five hundred rupees. 
Procedure Relating to Offences. 

5. (1) No prosecution under this Act shall be insti- 
tuted except by or with the previous sanction of an Inspector 
appointed under Sec. 6. 

1 Added vide India Act XV, G. of B. Gaz. Part IV p. 860-63 of 26/4/80. 

2 Ibid. 

8 Ibid. 
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(2) 1 Every certificate as to the age of a child which has 
been granted by a prescribed Medical authority shall, for 
the purposes of this Act, be conclusive evidence as to the age 
of the child to whom it relates. 

(3) No court inferior to that of the Presidency Magis- 
trate or a Magistrate of the First Class, shall try any offence 
under this Act. 

Appointment of Inspectors. 

6. The competent authority may appoint persons to be 
Inspectors for the purpose of securing compliance with the 
provisions of this Act, and any Inspector so appointed shall 
be deemed to be a public servant within the meaning of 
the Indian Penal Code. 

Power to make Rules. 

7. (1) The competent authority may by notification 
in the Official Gazette and subject to the condition of pre- 
vious publication make rules for carrying into the effect 
the provisions of the Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power such rules may — 

(a) Regulate the procedure of Inspectors appointed 
under Sec. 6 and 

(b) make provisions for the grant of certificate of age 
in respect of young persons in employment or seek- 
ing employment, the Medical 2 authorities which 
may issue such certificates, the form of such certi- 
ficates, the charges which may be made therefore, 
and the manner in which such certificates may be 
used : 

Provided that no charge shall be made for the 
issue of any such certificate if the application is ac- 
companied by evidence of age deemed satisfactory 
by the authority concerned. 

8. Amendment of Sec. 6, Indian Ports Act (XV of 1908) 
Sub-Sec. (1A) of Sec. 6 of the Indian Ports Act, 1908 and the 
words, brackets, figures and letters “ and Sub-Section (1A)” 
in Sub-Sec (2) of the said section shall be omitted. 


1 Added vide India Aet No. XV of 1089. G.'of B. Gas. Part IV P. 860*62 of 88/4/89 
9 Ibid. 
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THE SCHEDULE 1 
(See Sections 3, 3A and 3B) 

LIST OF PROCESSES 

(l)Bidi-making; (2) Carpet Weaving; (3) Cement 
Manufacture, including bagging of cement; (4) Cloth-print- 
ing, Dyeing and Weaving; (5) Manufacture of Matches, ex- 
plosives and fire works; (6) Mica Cutting and Splitting; (7) 
Shellac Manufacture; (8) Soap Manufacture; (9) Tanning; 
(10) Wool-cleaning. 


EMPLOYMENT OF CHILDREN ACT, 1938. 

RULES 

No. 2764/34. The following notification by the Government 
of India, Department of Labour is re-published No. L3090 dated 
New Delhi, the 8th February 1940. 

In exercise of the powers conferred by section 7 of the Em- 
ployment of Children Act, 1938, (XXVI of 1938), the Central Gov- 
ernment is pleased to make the following rules, the same having 
been previously published as required by sub-section (1) of the 
said section, namely : — 

EMPLOYMENT OF CHILDREN (FEDERAL RAILWAY) 
RULES, 1940 

(1) These rules may be called the Employment of Children 
(Federal Railways) Rules, 1940. 

(2) In these rules “ the Act ” means the Employment of 
Children Act, 1938, (XXVI of 1938). 

(3) An Inspector appointed by the Central Government may 
enter any place where persons are employed in any occupation 
connected with the transport of passenger, goods or mails on a 
federal railway, and may take on the spot, or otherwise such 
evidence of any persons and exercise such other powers of in- 
spection, as he may deem necessary for carrying out the purposes 
of the Act. 

(4) Any Medical practitioner registered under the Medical 
Act, 1858, or under any Act of any legislature in British India 
providing for the maintenance of a register of Medical practi- 
tioners, may grant certificate of age in respect of young persons 
in employment or seeking employment in federal railways. 

(5) A certificate of age granted under rule 4 shall be in 
the form appended to these rules. 

1 Added vide India Act No. XV of 1939 G. of B. Gaz. Part IV p. 860-62 of 26/4/89 
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FORM OF CERTIFICATE 

(RULE 5) 

Date 

I hereby certify that I have personally examined (Name) 

son of 

(Caste etc.) 

Residing at 

and that he has completed his fifteenth year. 

His descriptive marks are 

Thumb impression 

MEDICAL PRACTITIONER. 


NOTIFICATIONS 

No. 2764/34. The following notification by the Government 
of India, Department of Labour, is republished. 

No. L-3092, dated New Delhi, the 8th February 1940. 

In exercise of Ihe powers conferred by section 6 of the Em- 
ployment of Children Act, 1938 (XXVI of 1938), the Central Gov- 
ernment is pleased to appoint the undermentioned persons to be 
inspectors for the purposes of the said Act in respect of Federal 
Railways 

1. Conciliation Officer (Railways) and Supervisor of Rail- 
way Labour. 

2. Deputy Supervisor of Railway Labour. 

3. Inspector of Railway Labour. 
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No. 2764/34-1. In exercise of the powers conferred by Sec- 
tion 6 of the Employment of Children Act, 1938 (XXVI of 1938), 
read with section 22 of the General Clauses Act, 1897 (X of 1897), 
the Government of Bombay is pleased to appoint the following 
Officers to be Inspectors for the purpose of securing compliance 
with the provisions of the said Act in respect of workshops men- 
tioned in schedule to the said Act. 

1. Inspectors of Factories having their Headquarters at 
Bombay — (local area). Town and Island of Bombay and Bom- 
bay Suburban District. 

2. Inspectors of Factories having their Headquarters at 
Ahmedabad — Ahmedabad City and Ahmedabad Cantonment. 

3. Inspector of Factories having his Headquarter at Poona — 
Poona City and Poona Cantonment. 

4. Sub-divisional Magistrates, Mamalatdars and Mahal- 
karies — Local area within the limits of their respective jurisdic- 
tions. 


THE BOMBAY EMPLOYMENT OF CHILDREN (WORKSHOP) 

RULES, 1939. 

No. 2764/34-2. In exercise of the powers conferred by Sub- 
Section (1) and (2) of Section 7 of the Employment of Children 
Act, 1938 (XXVI of 1938), as amended by the Employment of 
Children (Amendment) Act, 1939 (XV of 1939) read with section 
22 of the General Clauses Act, 1897 (X of 1897), the Government 
of Bombay is pleased to make the following rules the same 
having been previously published as required by sub-section (1) 
of the said Section 7 of the said Act viz. — 

1. (i) These Rules may be called the Bombay Employment 
of Children (Workshop) Rules, 1939. 

<11) They shall come into force on the 1st October 1939. 

2. In these rules “the Act”, means the Employment of 
Children Act, 1938 (XXVI of 1938). 
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3. An Inspector appointed by the Government of 
Bombay under section 6 of the Act may at any time enter any 
workshop wherein persons are employed in any of the processes 
set forth in the Schedule of the Act or any premises which he 
may suspect to be such workshop and may require any person 
to give any evidence and may take such evidence on the spot 
or otherwise and exercise such other powers of inspection as he 
may deem necessary for carrying out the purposes of this Act. 

4. All Medical Practitioners under the Medical Act 1858, 
(21 and 22 Vide Chapter XC) or under any Act of any Legisla- 
ture in British India which provides for the maintenance of a 
Register of Medical Practitioners, may grant certificates of age 
hi respect of young persons in employment or seeking employ- 
ment in a Workshop. 

5. A certificate of age granted under Rule 4 shall be in the 
form prescribed to these rules. 


FORM OF CERTIFICATE 

(RULE 5) 

I hereby certify that I have personally examined 

(Name) 

Son/daughter of (Caste etc.) 


Residing at and that he/she has 

completed his/her twelfth year. His/her descriptive marks are 


Thumb Impression 


MEDICAL PRACTITIONER. 
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EMPLOYMENT OF CHILDREN (MINOR PORTS) 

RULES, 1939 

No. 130/39. In exercise of the powers conferred by sub- 
jection (2) of section (7) of the Employment of Children Act, 
1938 (XXVI of 1938), the Government of Bombay is pleased to 
‘make the following rules namely : 

(1) These rules may be called the Employment of Children 
(Minor Ports) Rules, 1939. 

(2) In these rules “the Act”, means the Employment of 
Children Act, 1938 (XXVI of 1938). 

(3) An Inspector appointed by the Provincial Government 
-under section 6 of the Act may at any time enter any minor port 
where persons are employed in any occupation involving the 
handling of goods and may require any person to give evidence, 

< take evidence of such person and exercise such other powers of 
inspections, as he may deem necessary for carrying out the pur- 
poses of the Act. 

(4) Any Medical practitioner registered under the Medical 
Act 1858, (21 and 22 Viet. Chap. XC) or under any Act of any 
legislature in British India which provides for the maintenance 
of a register of Medical practitioners, may grant certificate of 
age in respect of young persons in employment or seeking em- 
ployment in minor ports. 

i5) A certificate of age granted under rule 4 shall be in 
the form appended to these rules. 

FORM OF CERTIFICATE 

(RULE 5) Date 

I hereby certify that I have personally examined (Name) 
son of 


Caste etc residing at 

and that he has completed his fifteen year. His descriptive 

marks are 

Thumb impression 


MEDICAL PRACTITIONER. 
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EMPLOYMENT OF CHILDREN (MAJOR PORTS) RULES, 1940 
NEW DELHI, THE 26TH NOVEMBER 1940 

No. L.-3090. — In exercise of the powers conferred by Section 
7 of the Employment of Children Act, 1938 (XXVI of 1938), the 
Central Government is pleased to make the following rules, the 
same having been previously published as required by Sub- 
section (1) of the said Section, namely : — 

1. These rules may be called the EMPLOYMENT OF CHILD- 
REN (MAJOR PORTS) RULES, 1940. 

2. In these rules, “ the Act ” means the Employment of 
Children Act, 1938 (XXVI of 1938). 

3. An Inspector appointed by the Central Government may 
enter any place where persons are employed in any occupation 
connected with the transport of passengers or goods within the 
limits of a major port and may take on the spot or otherwise such 
evidence of any persons, and exercise such other powers of in- 
spection, as he may deem necessary for carrying out the purposes 
of the Act. 

4. A Port Health Officer or Assistant Port Health Officer may 
grant certificates of age free of charge in respect of young per- 
sons in employment or seeking employment in major ports. 

5. A certificate of age granted under rule 4 shall be in the 
Form appended to these rules. 

FORM OF CERTIFICATE 

(RULE 5) 

Date 

I hereby certify that I have personally examined (name) 

son of 

(caste, etc.) residing at 

and that he has completed his fifteenth year. His descriptive 

marks are 

Thumb-impression. 

Port Health Officer. 

Assistant Port Health Officer. 



The Employers’ Liability Act, 1938 

INDIA ACT NO. XXIV OF 1938 * 


An Act to declare that certain defences shall not be 
raised in suits for damages in British India in respect of inju- 
ries sustained by workmen. 

Whereas it is expedient to declare that certain defences 
shall not be raised in suits for damages in British India in 
respect of injuries sustained by workmen ; it is hereby 
enacted as follows : — 

Short title and extent : — 

1. (i) this Act may be called the Employers’ Liability 

Act, 1938. 

. (ii) it extends to the whole of British India. 

Definitions : — 

2. In this Act, unless there is anything repugnant in 
the subject or context, 

(a) “Workman” means any person who has entered 
into, or works under contract of service or appren- 
ticeship with an employer whether by way of 
manual labour, clerical work or otherwise and 
whether the contract is expressed or implied, oral 
or in writing ; and 

(b) “ Employer ” includes any body of persons whether 
incorporated or not, and any Managing Agent of 
an employer, and the legal representatives of a 
deceased employer, and whether the services of a 
workman are temporarily lent or let on hire to 
another person by the person with whom the 
workman has entered into contract of service or 
apprenticeship, means such other person while the 
workman is working for him. 


* Vide G. of B. Gaz. Part IV p. 872 of 6/10/88. 
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Defence of common employment barred in certain cases : 

3. Where personal injury is caused to a workman — 

(a) by reason of the omission of the employer to main- 
tain in good and safe condition any way, works, 
machinery or plant connected with or used in his 
trade or business, or by reason of like omission on 
the part of any person in the service of the employer 
who has been entrusted by the employer with the 
duty of seeing that such way, works, machinery or 
plant are in good and safe condition ; or 

(b) by reason of the negligence of any person in the 
service of the employer who has any superinten- 
dence entrusted to him, whilst in the exercise of 
such .superintendence ; or 

(c) by reason of the negligence of any person in the 
service of the employer to whose orders or direc- 
tions the workman at the time of the injury was 
bound to conform, where the injury resulted from 
his having so conformed ; or 

(d) by reason of any act or omission of any person in 
the service of the employer done or made in obedi- 
ence to any rule or bye-law of the employer (not 
being a rule or bye-law which is required by or 
under any law for the time being in force to be 
approved by any authority and which has been 
so approved) or in obedience to particular instruc- 
tions given by any person to whom the employer 
has delegated authority in that behalf or in the 
normal performance of his duties ; 

a suit for damages in respect of the injury instituted 
by the workman or by any person entitled in case of 
his death shall not fail by reason only of the fact that 
the workman was at the time of the injury a workman 
of or in the service of or employed in the work of, the 
employer. 

Risk not to be deemed to have been assumed without full 
knowledge): 

4 . In any such suits for damages, the workman shall 
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not be deemed to have undertaken any risk attaching to 
the employment unless the employer proves that the risk 
was fully explained to and understood by the workman and 
that the workman voluntarily undertook the same. 

Saving : — 

5. Nothing in this Act shall affect the validity of any 
decree or order of a civil court passed before the commence- 
ment of this Act in any such suit for damages. 


The Factories Act } 1934 

INDIA ACT NO. XXV OF 1934 


An Act to consolidate and amend the law regulating labour 
in factories. 

Whereas it is expedient to consolidate and amend the 
law regulating labour in factories ; it is hereby enacted 
as follows : — 

CHAPTER I. 

Preliminary 

Short title, extent and commencement. 

1. (1) This Act may be called the Factories Act, 1934. 

(2) It extends to the whole of British India, including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on the 1st day of January 
1935 . 

Definitions. 

2 . In this Act, unless there is anything repugnant in 
the subject or contest, — 

(a) “ adolescent ” means a person who has completed 
his fifteenth but has not completed his seventeenth 
year ; 

(b) “ adult ” means a person who has completed his 
seventeenth year ; 

1 For Statement of Objects and Reasons, »ee Gazette of India , 1033. Pt. V. p. 175 
for Report of Select Committee, tee Ibid, 1934, Pt. V, p. 44. 
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(c) “ child ” means a person who has not completed his 
fifteenth year ; 

(d) “ day ” means a period of twenty-four hours begin- 
ning at midnight ; 

(e) “ week ” means a period of seven days beginning 
at midnight on Saturday night ; 

(/) “ power ” means electrical energy, and any other 
form of energy which is mechanically transmitted 
and is not generated by human or animal agency 

(g) “ manufacturing process ” means any process — 

(i) for making, altering, repairing, ornamenting, 
finishing or packing, or otherwise treating any 
article or substance with a view to its use, sale, 
transport, delivery or disposal, or 

(ii) for pumping oil, water or sewage, or 

(iii) for generating, transforming or transmitting 
power ; 

( h ) “ worker ” means a person employed, whether for 
wages or not, in any manufacturing process, or in 
cleaning any part of the machinery or premises 
used for a manufacturing process, or in any other 
kind of work whatsoever incidental to or connected 
with the manufacturing process or connected with 
the subject of the manufacturing process, but does 
not include any person solely employed in a cleri- 
cal capacity in any room or place where no manu- 
facturing process is being carried on ; 

(j) “ factory ” means any premises including the pre- 
cincts thereof whereon twenty or more workers are 
working, or were working on any day of the pre- 
ceding twelve months, and in any part of which a 
manufacturing process is being carried on with the 
aid of power, or is ordinarily so carried on, but does 
not include a mine subject to the operation of the 
Indian Mines Act, 1923 (IV of 1923) ; 

(k) “ machinery ” includes all plant whereby power is 
generated, transformed, transmitted or applied ; 
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(l) “ occupier ” of a factory means the person who has 
ultimate control over the affairs of a factory : 
Provided that where the affairs of a factory are 
entrusted to a managing agent, such agent shall be 
deemed to be the occupier of the factory ; 

(m) Where work of the same kind is carried out by two 
or more sets of workers working during different 
periods of the day, each of such sets is called a 
“relay”, and the period or periods for which it 
works is called a “ shift and 

(n) “ prescribed ” means prescribed by rules made by 
the [Provincial Government] 1 under this Act. 

References to time of day. 

3. References to time of day in this Act are references — 

(a) in British India, 2 ** to Indian Standard Time which 

is five and half hours ahead of Greenwich Mean 
Time, and 

*3 * * * * * 

Provided that for any area in British India in which 
Indian Standard Time is not ordinarily observed the [Pro- 
vincial Government] 1 may make rules — 

(i) specifying the area, 

(ii) defining the local mean time ordinarily observed 
therein, and 

(iii) permitting such time to be observed in all or any 
of the factories situated in the area. 

Seasonal Factories. 

4. (1) For the purposes of this Act, a factory which 
is exclusively engaged in one or more of the following manu- 
facturing processes, namely, cotton ginning, cotton or jute 
pressing, the decortication of ground nuts, the manufacture 
of coffee, indigo, lac, rubber, sugar (including gur) or tea, 
or any manufacturing pocess which is incidental to or con- 
nected with any of the aforesaid processes, is a seasonal 
factory : 

1 These words were substituted for the words “Local Government'* by the Govern- 
ment of India (Adaptation of Indian Laws) Order, 1087. 

. 2 The words “excluding Burma" were omitted, <Wd. 

8 Clause (6) was omitted, ibid. 
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Provided that the [Provincial Government] 1 may, by 
notification in the [ Official Gazette] 2 , declare any such fac- 
tory in which manufacturing processes are ordinarily car- 
ried on for more than one hundred and eighty working days 
in the year, not to be a seasonal factory for the purposes 
of this Act. 

(2) The [Provincial Government] 1 may, by notifica- 
tion in the [Official Gazette] 2 , declare any specified factory 
in which manufacturing processes are ordinarily carried on 
for not more than one hundred and eighty working days 
in the year and cannot be carried on except during parti- 
cular seasons or at times dependent on the irregular action 
of natural forces, to be a seasonal factory for the purposes 
of this act. 


Power to apply provisions applicable to factories to certain 
other places. 


3 5. (1) The Provincial Government may, by notifi- 

cation in the Official Gazette, declare that all or any of 
the provisions of this Act applicable to factories shall apply 
to any place wherein a manufacturing process is being car- 
ried on or is ordinarily carried on whether with or with- 
out the use of power whenever ten or more workers are 
working therein or have worked therein on any one day 
of the twelve months immediately preceding. 

(2) A notification under sub-section (1) may be made 
in respect of any one such place or in respect of any class 
of such places or generally in respect of all such places. 

(3) Notwithstanding anything contained in clause (j) 
of Section 2, a place, to which all or any of the provisions 
of this Act applicable to factories are for the time being 
applicable in pursuance of a declaration under sub-section 
(1), shall, to the extent to which such provisions are so 
made applicable but not otherwise, be deemed to be a 
factory. 


1 Those words were substituted for the words “Local Government’* by the Government 
of India (Adaptation of Indian Laws) Order, 1987. 

2 These words were substituted for the words “Local Official Gazette,” ibid, 

8 This section was substituted for old section 5, by the Factories (Amendment) Act 
1941, (XVI of 1941). 
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Power to declare departments to be separate factories. 

6. The [Provincial Government] 1 may, by order in 
writing direct that the different departments or branches 
of a specified factory shall be treated as separate factories 
for all or any of the purposes of this Act. 

Power to exempt on a change in the factory. 

7. Where the [Provincial Government] 1 is satisfied 
that, following upon a change of occupier of a factory or 
in the manufacturing processes carried on therein, the 
number of workers for the time being working in the fac- 
tory is less than twenty and is not likely to be twenty 
or more on any day during the ensuing twelve months, it 
may, by order in writing, exempt such factory from the 
operation of this Act : 

Provided that any exemption so granted shall cease to 
have effect on and after any day on which twenty or more 
workers work in the factory. 

Power to exempt during public emergency. 

8. In any case of public emergency the [Provincial 
Government] 2 may, by notification in the [Official 
Gazette] 3 , exempt any factory from any or all of the pro- 
visions of this Act for such period as [it] 4 may think fit. 

Notice to Inspector before commencement of work. 

9. (1) Before work is begun in any factory after the 
commencement of this Act, or before work is begun in 
any seasonal factory each season, the occupier shall send 
to the Inspector a written notice containing — 

(a) the name of the factory and its situation, 

( b ) the address to which communications relating to 
the factory should be sent, 

(c) the nature of the manufacturing processes to be 
carried on in the factory, 

(d) the nature and amount of power to be used, 

1 These words were substituted for the words “Local Government” by the Government 
of India,. (Adaptation of Indian Laws) Order, 1987. 

2 These w'ords were substituted for the words “Governor-General in Council.” by the 
Government of India (Adaptation of Indian Laws) Order, 1987. 

. 8 These words were substituted for the words “Gazette of India” ibid. 

4 This word was substituted for the word “he,” ibid. 
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(e) the name of the person who shall be the manager 
of the factory for the purposes of this Act, and 
(/) such other particulars as may be prescribed. 1 

(2) Whenever another person is appointed as manager, 
the occupier shall send to the Inspector a written notice 
of the change, within seven days from the date on which 
the new manager assumes charge. 

(3) During any period for which no person has been 
designated as manager of a factory under this section, or 
during which the person designated does not manage the 
factory, any person found acting as manager, or, if no such 
person is found, the occupier himself, shall be deemed to 
be the manager of the factory for the purposes of this Act. 


CHAPTER II. 

THE INSPECTING STAFF 

Inspectors. 

10. (1) The [Provincial Government] 2 may, by noti- 

fication in the [Official Gazette ] 3 , appoint such persons as 
it thinks fit to be Inspectors for the purposes of this Act 
within such local limits as it may assign to them respec- 
tively. 

(2) The [Provincial Government] 2 may, by notifica- 
tion as aforesaid, appoint any person to be a Chief Ins- 
pector, who shall, in addition to the powers conferred on 
a Chief Inspector under this Act, exercise the powers of 
an Inspector throughout the province. 

(3) No person shall be appointed to be an Inspector 
under sub-section (1) or a Chief Inspector under sub-sec- 
tion (2) or, having been so appointed, shall continue to hold 
office, who is or becomes directly or indirectly interested 
in a factory or in any process or business carried on therein 
or in any patent or machinery connected therewith. 

(4) Every District Magistrate shall be an Inspector 
for his district. 

1 Vide G. of B. Go*. Part IV p. 108 of 5/8/44. India Act No. XIV of 1944^ 

2 These words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1987. 

3 These words were substituted for the words “Local Official Gazette,” ifrid. 
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(5) The [Provincial Government] 1 may also, by noti- 
fication as aforesaid, appoint such public officers as it thinks 
fit to be additional Inspectors for all or any of the pur- 
poses of this Act, within such local limits as it may assign 
to them respectively. 

(6) In any area where there are more Inspectors than 
one, the [Provincial Government] 1 may, by notification as 
aforesaid, declare the powers which such Inspectors shall 
respectively exercise, and the Inspector to whom the pres- 
cribed notices are to be sent. 

(7) Every Chief Inspector and Inspector shall be deem- 
ed to be a public servant within the meaning of the Indian 
Penal Code and shall be officially subordinate to such autho- 
rity as the [Provincial Government] 1 may specify in this 
behalf. 

Powers of Inspector. 

11. Subject to any rules made by the [Provincial Gov- 
ernment] 1 in this behalf, an Inspector may, within the 
local limits for which he is appointed, — 

(a) enter, with such assistants (if any), being persons 
[in the service of the Crown] 2 or of any municipal 
or other public authority as he thinks fit, any place 
which is, or which he has reason to believe to be 
used as a factory or capable of being declared to 
be a factory under the provisions of Section 5 ; 

(b) make such examination of the premises and plant 
and of any prescribed registers, and take on the 
spot or otherwise such evidence of any persons as 
he may deem necessary for carrying out the pur- 
poses of this Act ; and 

(c) exercise such other powers as may be necessary 
for carrying out the purposes of this Act : 

Provided that no one shall be required under this Sec- 

1 Thjpse words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1937. , 

2 These words were substituted for the words “in the employment of Government,” 

ibid • 
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tion to answer any question or give any evidence tending 
to criminate himself. 

Certifying surgeons. 

12. (1) The [Provincial Government] 1 may appoint 
such registered medical practitioners as it thinks fit to be 
certifying surgeons for the purposes of this Act within such 
local limits as it may assign to them respectively. 

(2) A certifying surgeon may authorise any registered 
medical practitioner to exercise any of his powers under 
this Act : 

Provided that a certificate of fitness for employment 
granted by such authorised practitioner shall be valid for 
a period of three months only, unless it is confirmed by 
the certifying surgeon himself after examination of the 
person concerned. 

Explanation . — In this section a “ registered medical 
practitioner ” means any person registered under the Medi- 
cal Act, 1858, or any subsequent enactment amending it, 
or under any Act of any legislature in British India pro- 
viding for the maintenance of a register of medical practi- 
tioners, and includes, in any area where no such register 
is maintained, any person declared by the [Provincial Gov- 
ernment] 1 , by notification in the [Official Gazette ] 2 , to be 
a registered medical practitioner for the purposes of this 
Section. 


CHAPTER III. 

HEALTH AND SAFETY 


Cleanliness. 

13. Every factory shall be kept clean and free from 
effluvia arising from any drain, privy or other nuisance, 
and shall be cleansed at such times and by such methods 

1 These words were substituted for the words “Local Government** by the Govern- 
ment of India (Adaptation of Indian Laws) Order , 1087. 

2 These words were substituted for the words *‘Looal Official Gasette,** ibid. 
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as may be prescribed, and these methods may include lime- 
washing or colour-washing, painting, varnishing, disinfect- 
ing and deodorising. 

Ventilation. ^ i 

14. (1) Every factory shall be ventilated in accord- 
ance with such standards and by such methods as may be 
prescribed. 

(2) Where gas, dust or other impurity is generated in 
the course of work, adequate measures shall be taken to 
prevent injury to the health of workers. 

(3) If it appears to the Inspector that in any factory 
gas, dust or other impurity generated in the course of work 
is being inhaled by the workers to an injurious extent, and 
that such generation or inhalation could be prevented by 
the use of mechanical or other devices, he may serve on 
the manager of the factory an order in writing, directing 
that mechanical or other devices for preventing such gene- 
ration or inhalation shall be provided before a specified 
date, and shall thereafter be maintained in good order and 
used throughout working hours. 

(4) The [Provincial Government] 1 may make rules 
for any class of factories requiring mechanical or other 
devices to be provided and maintained for preventing the 
generation or inhalation of gas, dust or other impurities, 
which may be injurious to workers and specifying the 
nature of such devices. 

Artificial humidification. 

15. (1) The [Provincial Govelnment] 1 may make 
rules — 

(a) prescribing standards for the cooling properties of 
the air in factories in which the humidity of the 
air is artificially increased ; 

(b) regulating the methods used for artificially increas- 
ing the humidity of the air ; and 

(c) directing prescribed tests for determining the humi- 

1 These words were substituted for the words “Local Government** by the Govern- 
ment of India (Adaptation of Indian Laws) Order, 1987. 
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dity and cooling properties of the air to be carried 
out and recorded. 

(2) In any factory in which the humidity of the air 
is artificially increased, the water used for the purpose 
shall be taken from a public supply or other source of 
drinking water, or shall be effectively purified before it 
is so used. 

(3) If it appears to the Inspector that the water used 
in a factory for increasing humidity which is required to 
be effectively purified under sub-section (2) is not effec- 
tively purified, he may serve on the manager of the factory 
an order in writing, specifying the measures which in his 
opinion should be adopted, and requiring them to be car- 
ried out before a specified date. 

Cooling. 

16. If it appears to the Chief Inspector or to an Ins- 
pector specially authorised in this behalf by the [Provin- 
cial Government] 1 that the cooling properties of the air 
in any factory are at times insufficient to secure workers 
against injury to health or against serious discomfort, and 
that they can be to a great extent increased by measures 
which will not involve an amount of expense which is 
unreasonable in the circumstances, the Chief Inspector may 
serve on the manager of the factory an order in writing, 
specifying the measures which in his opinion should be 
adopted, and requiring them to be carried out before a 
specified date. 

Overcrowding. 

17. In order that no room in a factory shall be crowd- 
ed during working hours to a dangerous extent or to an 
extent which may be injurious to the health of the workers, 
the proportion which the number of cubic feet of space in 
a room and the number of superficial feet of its floor area 
bears to the number of workers working at any time there- 
in shall not be less than such standards as may be pres- 

1 These words were substituted for the words “Local Government*’ by the Government 
of India (Adaptation of Indian Laws) Order, 1987. 
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cribed either generally or for the particular class of work 
carried on in the room. 

Lighting. 

18. (1) A factory shall be sufficiently lighted during 
all working hours. 

(2) If it appears to the Inspector that any factory is 
not sufficiently lighted, he may serve on the manager of 
the factory an order in writing, specifying the measures 
which in his opinion should be adopted, and requiring them 
to be carried out before a specified date. 

(3) The [Provincial Government] 1 may make rules 
requiring that all factories of specified classes shall be 
lighted in accordance with prescribed standards. 

Water. 

19. (1) In every factory a sufficient supply of water 
fit for drinking shall be provided for the workers at suitable 
places. 

(2) The supply required by sub-section (1) shall com- 
ply with such standards as may be prescribed. 

(3) In every factory 2 a sufficient supply of water suit- 
able for washing shall be provided for the use of workers, 
at suitable places and with facilities for its use, according 
to such standards as may be prescribed. 

Latrines and urinals. 

20. For every factory sufficient latrines and urinals, 
according to the prescribed standards, shall be provided, 
for male workers and for female workers separately, of 
suitable patterns and at convenient places as prescribed, 
and shall be kept in a clean and sanitary condition during 
all working hours. 

Doors to open outwards. 

21. In every factory the doors of each room in which 
more than twenty persons are employed shall, except in 

1 These words were substituted for the words “Local Government” by the Government 
of India (Adoptatlon of Indian Laws) Order, 1987. 

2 Words “In which any process involving contact by the workers with injurious or 
abnoxtous substances is carried on” were omitted vide G. of B. Gas. Part IV. p. 108 of 
5/5/44. India Act No. XIV of 1944. 
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the case of sliding doors, be constructed so as to open out- 
wards, or where the door is between two rooms, in the 
direction of the nearest exit from the building, and no such 
door shall be locked or obstructed while any work is being 
carried on in the room. 

Precautions against fire. 

22. In every factory such precautions against fire shall 
be taken as may be prescribed. 

Means of escape. 

23. (1) Every factory shall be provided with such 
means of escape in case of fire as may be prescribed. 1 

(2) If it appears to the Inspector that any factory 
is not so provided, he may serve on the manager of the 
factory an order in writing, specifying the measures which 
in his opinion should be adopted, and requiring them to 
be carried out before a specified date. 

(3) The means of escape shall not be obstructed while 
any work is being carried on in the factory. 

Fencing. 

24. (1) In every factory the following shall be kept 
adequately fenced, namely : — 

(a) every exposed moving part of a prime mover and 
every flywheel directly connected to a prime mover, 

(b) every hoist or lift, hoist-well or lift-well, and every 
trap-door or similar opening near which any per- 
son may have to work or pass, and 

(c) every part of the machinery which the [Provincial 
Government] 2 may prescribe. 

(2) If it appears to the Inspector that any other part 
of the machinery in a factory is dangerous if not adequately 
fenced, he may serve on the manager of the factory an 
order in writing, specifying the measures which in his 
opinion should be adopted, and requiring them to be car- 
ried out before a specified date. 

1 These words were substituted for the words “as can reasonably be required in the 
circumstances of each factory” vide G. of B. Gas. Part IV p. 103 of 5/5/44. India Aot Now 
XIV of 1044. 

2 These words were substituted for the words “Local Government" by the Government 
of India (Adaptation of Indian Laws) Order, 1087. 
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(3) All fencing required by or under this section or 
under sub-section (1) of Section 26 shall be maintained in 
an efficient state at all times when the workers have access 
to the parts required to be fenced except where they are 
under repair or are under examination in connection with 
repair or are necessarily exposed for the purpose of clean- 
ing or lubricating or altering the gearing or arrangements 
of the machinery. 

(4) Such further provisions as may be prescribed shall 
be made for the protection from danger of persons em- 
ployed in attending to the machinery in a factory. 

Power to require specifications of defective parts or tests 

of stability. 

25. If it appears to the Inspector that any building 
or part of a building, or any part of the ways, machinery 
or plant in a factory is in such a condition that it may be 
dangerous to human life or safety, he may serve on the 
manager of the factory an order in writing requiring him 
before a specified date^- 

(a) to furnish such drawings, specifications and other 
particulars as may be necessary to determine whe- 
ther such building, ways, machinery or plant can 
be used with safety, or 

(b) to carry out such tests as may be necessary to 
determine the strength or quality of any specified 
parts and to inform the Inspector of the results 
thereof. 

Safety of buildings and machinery. 

26. (1) If it appears to the Inspector that any build- 
ing or part of a building or any part of the ways, machi- 
nery or plant in a factory is in such a condition that it is 
dangerous to human life or safety, he may serve on the 
manager of the factory an order in writing specifying the 
measures which in his opinion should be adopted, and re- 
quiring them to be carried out before a specified date. 

(2) If it appears to the Inspector that the use of any 
building or part of building or of any part of the ways, 
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machinery or plant in a factory involves imminent danger 
to human life or safety, he may serve on the manager of 
the factory an order in writing prohibiting its use until it 
has been properly repaired or altered. 

Restrictions on work near machinery in motion. 

27. (1) No woman or child shall be allowed to clean 
or oil any part of the machinery of a factory while that 
part is in motion under power, or to work between moving 
parts or between fixed and moving parts of any machinery 
which is in motion under power. 

(2) The [Provincial Givernment] 1 may, by notifica- 
tion in the [Official Gazette] 2 , prohibit, in any specified 
factory or class of factories, the cleaning or oiling by any 
person of specified parts of machinery when these parts 
are in motion under power. 

Power to exclude children. 

28. (1) The [Provincial Government] 1 may make 
rules prohibiting the admission to any specified class of 
factories, or to specified parts thereof, of children who can- 
not be lawfully employed therein. 

(2) If it appears to the Inspector that the presence 
in any factory or part of a factory of children who cannot 
be lawfully employed therein may be dangerous to them 
or injurious to their health, he may serve on the manager 
of a factory an order in writing directing him to prevent 
the admission of such children to the factory or any part 
of it. 

Prohibition of employment of women and children near 

cotton-openers. 

29. No woman or child shall be employed in any part 
of a factory for pressing cotton in which a cotton-opener 
is at work : 

Provided that, if the feed-end of a cotton-opener is in 
a room separated from the delivery end by a partition ex- 

1 These words were substituted for the words “Local Government** by the Government 
of India (Adaptation of Indian Laws! Order, 1987. 

2 These words were substituted for the words “Local Official Gazette,** ibid. 
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tending to the roof, or to such height as the Inspector may 
in any particular case specify in writing, women and child- 
ren may be employed on the side of the partition where the 
feed-end is situated. 

Notice of certain accidents. 

30. Where in any factory an accident occurs which 
cauess death, or which causes any bodily injury whereby 
any person injured is prevented from resuming his work 
in the factory during the forty-eight hours after the acci- 
dent occurred, or which is of any nature which may be 
prescribed in this behalf, the manager of the factory shall 
send notice thereof to such authorities and in such form 
and within such time, as may be prescribed. 

Appeals. 

31. (1) The manager of a factory on whom an order 
in writing by an Inspector has been served under the pro- 
visions of this Chapter, or the occupier of the factory, may, 
within thirty days of the service of the order, appeal against 
it to the [Provincial Government] 1 , or to such authority 
as the [Provincial Government] 1 may appoint in this be- 
half ; and the [Provincial Government] 1 or appointed autho- 
rity may, subject to rules made in this behalf by the [Pro- 
vincial Government] 1 , confirm, modify or reverse the order. 

(2) The appellate authority may, and if so required 
in the petition or appeal shall, hear the appeal with the 
aid of assessors one of whom shall be appointed by the 
appellate authority and the other by such body represent- 
ing the industry concerned as the [Provincial Government] 1 
may prescribe in his behalf : 

Provided that if no assessor is appointed by such body, 
or if the assessor so appointed fails to attend at the time 
and place fixed for hearing the appeal the appellate autho- 
rity may, unless satisfied that the failure to attend is due 
to sufficient cause, proceed to hear the appeal without the 
aid of such assessor, or, if it thinks fit, without the aid 
of any assessor. 

1 These words were substituted for the words “Local Government** by the Government 
of India (Adaptation of Indian Laws) Order, 1937. 
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(3) In the case of an appeal against an order under 
Section 16 the appellate authority shall, and in any other 
case except an appeal against an prder under sub-section 
(2) of Section 26 or sub-section (2) of Section 28 the appel- 
late authority may, suspend the order appealed against 
pending the decision of the appeal, subject however, to such 
conditions as to partial compliance or the adoption of tem- 
porary measures as it may choose to impose in any case. 

Power of Provincial Government to make rules to supple- 
ment this Chapter. 

32. The [Provincial Government] 1 may make rules — 

(a) providing for any matter which, according to any 
of the provisions of this Chapter, is or may be 
prescribed ; 

(b) requiring the managers of factories to maintain 
stores of first aid appliances and provide for their 
proper custody ; 

(c) providing against danger arising from the use of 
mechanical transport in factories, other than rail- 
ways subject to the Indian Railways Act, 1890 ; 
(XI of 1-890) 

(d) prescribing the manner of the service of orders 
under this Chapter on managers of factories ; 

(e) regulating the procedure to be followed in present- 
ing and hearing appeals under Section 31, and the 
appointment and remuneration of assessors ; 

(f) regulating the exercise by Inspectors of their power 
under this Chapter ; and 

( g ) providing for any other matter which may be ex- 
pedient in order to give the effect to the provisions 
of this Chapter. 

Power to make rules relating to shelters for workers during 

rest, and — 

33. (1) The [Provincial Government] 1 may make 
rules requiring that in any specified factory, wherein more 

1 These words were substituted for the words “Local Government” by Government of 
India (Adaptation of Indian Laws) Order, 1937. 
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than one hundred and fifty workers are ordinarily employed, 
an adequate shelter shall be provided for the use of workers 
during the periods of rest, and such rules may prescribe 
the standards of such shelters. 

Rooms for Children. 

(2) The [Provincial Government] 1 may also make 
rules — 

(a) requiring that in any specified factory, wherein 
more than fifty women workers are ordinarily em- 
ployed, a suitable room shall be reserved for the 
use of children under the age of six years belonging 
to such women, and 

(b) prescribing the standards for such rooms and the 
nature of the supervision to be exercised over the 
children therein. 

Certificates of stability — 

(3) The [Provincial Government] 1 may also make 
rules, for any class of factories and for the whole or any 
part of the province requiring that work on a manufactur- 
ing process carried on with the aid of power shall not be 
begun in any building or part of a building 'erected or taken 
into use as a factory after the commencement of this Act, 
until a certificate of stability in the prescribed form, signed 
by a person possessing the prescribed qualifications, has 
been sent to the Inspector. 

Hazardous operations. 

(4) Where the [Provincial Government] 2 is satisfied 
that any operation in a factory exposes any persons em- 
ployed upon it to a serious risk of bodily injury, poisoning 
or disease, [it] 3 may make rules applicable to any factory 
or class of factories in which the operation is carried on — 

(a) specifying the operation and declaring it to be 
hazardous, 

1 These words were substituted for the words “Local Government’* by Government of 
India (Adaptation of Indian Laws) Order, 1037. 

2 These words were substituted for the words “Governor-General in Council” by the 
Government of India (Adaptation of Indian Laws) Order, 1987. 

3 This word was substituted for the word “he” t bid. 
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(b) prohibiting or restricting the employment of wo- 
men, adolescents or children upon the operation, 

(c) providing for the medical examination of persons 
employed or seeking to be employed upon the ope- 
ration and prohibiting the employment of persons 
not certified as fit for such employment, and 

(d) providing for the protection of all persons employ- 
ed upon the operation or in the vicinity of the 
places where it is carried on. 


CHAPTER IV. 

RESTRICTIONS ON WORKING HOURS OF ADULTS 
Weekly hours. 

34. No adult worker shall be allowed to work in a 
factory for more than fifty-four hours in any week, or, 
where the factory is a seasonal one, for more than sixty 
hours in any week : 

Provided that an adult worker in a non-seasonal factory 
engaged in work which for technical reasons must be con- 
tinuous throughout the day may work for fifty-six hours 
in any week. 

Weekly holiday. 

35. (1) No adult worker shall be allowed to work in 
a factory on a Sunday unless — 

(a) he has had or will have a holiday for a whole day 
on one of the three days immediately before or 
after the Sunday, and 

(b) the manager of the factory has, before that Sunday 
or the substituted day, whichever is earlier, — 

(i) delivered a notice to the office of the Inspector 
of his intention to require the workers to work 
on the Sunday and of the day which is to be 
substituted, and 

(ii) displayed by a notice to the effect in the fac- 
tory : 
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Provided that no substitution shall be made which will 
result in any worker working for more than ten days con- 
secutively without a holiday for a whole day. 

(2) Notices given under sub-section (1) may be can- 
celled by a notice delivered to the office of the Inspector 
and a notice displayed in the factory not later than the 
day before the Sunday or the holiday to be cancelled, 
whichever is earlier. 

(3) Where, in accordance with the provisions of sub- 
section (1), any worker works on a Sunday and has had a 
holiday on one of the three days immediately before it, 
that Sunday shall, for the purpose of calculating his weekly 
hours of work, be included in the preceding week. 

Daily hour. 

36. No adult worker shall be allowed to work in a 
factory for more than ten hours in any day : 

Provided that a male adult worker in a seasonal factory 
may work for eleven hours in any day. 

Intervals for rest. 

37. The periods of work of adult workers in a factory 
during each day shall be fixed either — 

(a) so that no period shall exceed six hours, and so 
that no worker shall work for more than six hours 
before he has had an interval for rest of at least 
one hour ; 

(b) so that no period shall exceed five hours and so 
that no worker shall work for more than five hours 
before he has had an interval for rest of at least 
half an hour, or for more than eight and a half 
hours before he has had at least two such intervals. 

Spread over. 

38. The periods of work of an adult worker in a fac- 
tory shall be so arranged that along with his intervals for 
rest under Section 37, they shall not spread over more than 
thirteen hours in any day, save with the permission of the 
[Provincial Government] 1 and subject to such conditions 

1 These words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1037. 
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as it may impose, either generally or in the case of any 
particular factory. 

Notice of Periods for Work for Adults and preparation 

thereof. 

39. (1) There shall be displayed and correctly main- 

tained in every factory in accordance with the provisions 
of sub-section (2) of Section 76 a Notice of Periods for 
Work for Adults showing clearly the periods within which 
adult workers may be required to work. 

(2) The periods shown in the Notice required by sub- 
section (1) shall be fixed beforehand in accordance with 
the following provisions of this Section and shall be such 
that workers working for those periods would not be work- 
ing in contravention of any of the provisions of Sections 
34, 35, 36, 37 and 38. 

(3) Where all the adult workers in a factory are re- 
quired to work within the same periods, the manager of 
the factory shall fix those periods for such workers gene- 
rally. 

(4) Where all the adult workers in a factory are not 
required to work within the same periods, the manager of 
the factory shall classify them into groups according to the 
nature of their work. 

(5) For each group which is not required to work on 
a system of shifts, the manager of the factory shall fix the 
periods within which the group may be required to Work. 

(6) Where any group is required to work on a system 
of shifts and the relays are not to be subject to predeter- 
mined periodical changes of shifts, the manager of the 
factory shall fix the periods within which each relay of 
the group may be required to work. 

(7) \ Where any group is to work on a system of shifts 
and the relays are to be subject to predetermined periodi- 
cal changes of shifts, the manager of the factory shall draw 
up a scheme of shifts whereunder the periods within which 
any relay of the group may be required to work and the 
relay which will be working at any time of the day shall 
be known for any day. 
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(8) The [Provincial Government] 1 may make rules 
prescribing forms for the Notice of Periods for Work for 
Adults and the manner in which it shall be maintained. 

Copy of Notice of Periods of work to be sent to Inspector. 

46. (1) A copy of the Notice referred to in sub-sec- 

tion (1) of Section 39 shall be sent in duplicate to the Ins- 
pector within fourteen days after the commencement of 
this Act, or, if the factory begins work after the commence- 
ment of this Act, before the day on which it begins work. 

(2) Any proposed change in the system of work in a 
factory which will necessitate a change in the Notice shall 
be notified to the Inspector in duplicate before the change 
is made, and, except with the previous sanction of the Ins- 
pector, no such change shall be made until one week has 
elapsed since the last change. 

Register of Adult Workers. 

41. (1) The manager of every factory shall maintain 

a register of Adult Workers showing — 

(a) the name of each adult worker in the factory, 

(b) the nature of his work, 

(c) the group, if any, in which he is included, 

(d) where his group works on shifts, the relay to which 
he is allotted, and 

(e) such other particulars as may be prescribed : 

Provided that, if the Inspector is of opinion that any 

muster roll or register maintained as part of the routine 
of a factory gives in respect of any or all of the workers 
in the factory the particulars required under this Section, 
he may, by order in writing, direct that each muster roll 
or register shall to the corresponding extent be maintained 
in place of and be treated as the Register of Adult Workers 
in that factory : 

Provided further that, where the [Provincial Govern- 
ment ] 1 is satisfied that the conditions of work in any fac- 
tory or class of factories are such that there is no appre- 
ciable risk of contravention of the provisions of this Chap- 

1 These words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1987. 
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ter in the case of that factory or factories of that class, 
as the case may be, the [Provincial Government] 1 may, 
by written order, exempt, on such conditions as it may 
impose, that factory or all factories of that class, as the 
case may be, from the provisions of this Section. 

(2) The [Provincial Government] 1 may make rules 
prescribing the form of the Register of Adult Workers, the 
manner in which it shall be maintained and the period for 
which it shall be preserved. 

Hours of work to correspond with Notice under Section 39 

and Register under Section 41. 

42. No adult worker shall be allowed to work other- 
wise than in accordance with the Notice of Periods for 
Work for Adults displayed under sub-section (1) of Sec- 
tion 39 and the entries made beforehand against his name 
in the Register of Adult Workers maintained under Section 
41 . 

Power to make rules exempting from restrictions. 

43. (1) The [Provincial Government] 1 may make 
rules defining the persons who hold positions of supervision 
or management or are employed in a confidential position 
in a factory, and the provisions of this Chapter, [other 
than the provisions of clause (b) of sub-section (1) of Sec- 
tion 45 and of the provisoes to that sub-section,] 2 shall not 
apply to any person so defined. 

(2) The [Provincial Government] 1 may make rules 
for adult workers providing for the exemption, to such 
extent and subject to such conditions as may be prescribed 
in such rules, — 

(a) of workers engaged on urgent repairs — from the 
provisions of Sections 34, 35, 36, 37 and 38 ; 

(b) of workers engaged in work in the nature of pre- 
paratory or complementary work which must 
necessarily be carried on outside the limits laid 

1 These words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1987. 

2 These words were inserted by 8 . 2 of the Factories (Amendment) Act, 1985 (IX of 1985). 
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down for the general working of the factory — from 
the provisions of Sections 34, 36, 37 and 38 ; 

(c) of workers engaged in work which necessarily 
so intermittent that the intervals during which 
they do not work while on duty ordinarily amount 
to more than the intervals for rest required under 
Section 37 — from the provisions of Sections 34, 36, 
37 and 38 ; 

(d) of workers engaged in ony work which for tech- 
nical reasons must be carried on continuously 
throughout the day — from the provisions of Sec- 
tions 34, 35, 36, 37 and 38 ; 

(e) of workers engaged in making or supplying articles 
of prime necessity which must be made or sup- 
plied every day — from the provisions of Section 35; 

(f) of workers engaged in a manufacturing process 
which cannot be carried on except during fixed 
seasons — from the provisions of Section 35 ; 

( g ) of workers engaged in a manufacturing process 
which cannot be carried on except at times depen- 
dent on the irregular action of natural forces — 
from the provisions of Section 35 and Section 37 ; 
and 

( h ) of workers engaged in engine-rooms or boiler- 
houses — from the provisions of Section 35. 

(3) Rules made under sub-section (2) providing for 
any exemption may also provide for any consequential 
exemption from the provisions of Sections 39 and 40 which 
the [Provisional Government] 1 may deem to be expedient, 
subject to such conditions as it may impose. 

(4) In making rules under this Section the [Provin- 
cial Government] 1 shall prescribe the maximum limits for 
the weekly hours of work for all classes of workers, and 
any exemption given, other than an exemption under clause 
in) of sub-section (2), shall be subject to such limits. 

<5“) Rules made under this Section shall remain in 
, .force for not more than three years. 

, . 1 These words were substituted for the words “Local Gevemment” by the Government 

• '-w India( Adaptation Of Indian Laws) Order, 1087. 
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Power to make orders exempting from restrictions. 

44 . ( 1 ) Where the [Provincial Governttient] 1 is satis- 
fied that, owing to the nature of the work carried on or 
to other circumstances, it is unreasonable to require that 
the periods of work of any adult workers in any factory 
or class of factories should be fixed beforehand, it may, 
by written order, relax or modify the provisions of Sections 
39 and 40 in respect of such workers to such extent and 
in such manner as it may think fit, and subject to such 
conditions as it may deem expedient to ensure control over 
periods of work. 

(2) The [Provincial Government] 1 or subject to the 
control of the [Provincial Government] 1 the Chief Inspec- 
tor, may, by written order, exempt, on such conditions as 
it or he may deem expedient, any or all of the adult workers 
in any factory, or group or class of factories, from any or 
all of the provisions of Sections 34, 35, 36, 37, 38, 39 and 
40, on the ground that the exemption is required to enable 
the factory or factories to deal with an exceptional press 
of work. 

(3) Any exemption given under sub-section (2) in res- 
pect of weekly hours of work shall be subject to the maxi- 
mum limits prescribed under sub-section (4) of Section 43. 

(4) An order under sub-section (2) shall remain in 
force for such period as it may specify, but in no case for 
more than two months from the date on which notice 
thereof is given to the manager of the factory. 

Further restrictions on the employment of women. 

45. (1) The provisions of this Chapter shall, in their 

application to women workers in factories, be supplemented 
by the following further restrictions, namely : — 

(a) no exemption from the provisions of Section 36 
may be granted in respect of any woman ; and 

(b) no woman shall' be allowed to work in a factory 
except between 6 a.m. and 7 p.m., : 

Provided that the [Provincial Government] 1 may by 

1 These words were substituted for the words ♦‘Local Government” by the Gove rnme nt 
of India (Adaptation of Indian Laws) Order, 1&H7. 
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notification in the ( Official Gazette) \ in respect of any class 
or classes of factories and for the whole year or any part 
of it, vary the limits laid down in clause (b) to any span 
of thirteen hours between 5 a.m. and 7-30 p.m. 2 : 

Provided further that, in respect of any seasonal fac- 
tory or class of seasonal factories in a specified area, the 
[Provincial Government] 3 may make rules imposing a 
further restriction by defining the period or periods of the 
day within which women may be allowed to work, such 
that the period or periods so defined shall lie within the 
span fixed by clause (b) or under the above proviso and 
shall not be less than ten hours in the aggregate. 

(2) The [Provincial Government] 3 may make rules 
providing for the exemption from the above restrictions, 
to such extent and subject to such conditions as it may 
prescribe, of women working in fish-curing or fish-canning 
factories where the employment of women beyond the said 
hours is necessary to prevent damage to or deterioration 
in any raw material. 

(3) Rules made under sub-section (2) shall remain in 
force for not more than three years. 

Special provision for night-shifts 

46. Where a worker works on a shift which extends 
over midnight, the ensuing day for him shall be deemed 
to be the period of twenty-four hours beginning when such 
shift ends, and the hours he has worked after midnight 
shall be counted towards the previous day : 

Provided that the [Provincial Government] 3 may, by 
order in writing, direct that in the case of any specified 
factory or any specified class of workers therein the ensu- 
ing day shall be deemed to be the period of twenty-four 
hours beginning when such shift begins and that the hours 

1 These words were substituted for the words "Local Official Gazettes*' by the Govern* 
ment of India (Adaptation of Indian Laws) Order, 1987. 

2 Until the termination of the hostilities, this proviso shall have effect as if for the 
figures and letters "7-80 p.m ” the figures and letters "8-80 p.m/* had been substituted. 

Vide G. of B. Gaz. Part IV p. 108 of 5/5/44. India Act No. XIV of 1944. 

3 These words were substituted for the words "Local Government** by the Government 
of India (Adaptation of Indian Laws) Order, 1937. 
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worked before midnight shall be counted towards the ensu- 
ing day. 

Extra pay for overtime. 

47. (1) Where a worker in any factory works for 
more than sixty hours in any week, 

or where a worker in a factory other than a seasonal 
factory works for more than ten hours in any day, 

he shall be entitled in respect of the overtime worked 
to pay at the rate of one-and-a-half times his ordinary rate 
of pay. 

(2) Where a worker in a factory other than a seasonal 
factory works for more hours in any week than are per- 
mitted under Section 34, he shall be entitled, in respect of 
the overtime worked excluding any overtime in respect of 
which he is entitled to extra pay under sub-section (1), 
to pay at the rate of one-and-a-quarter times his ordinary 
rate of pay. 

(3) Where any workers are paid on a piece rate basis, 
the [Provincial Government] 1 in consultation with the 
industry concerned may for the purposes of this Section 
fix time rates as nearly as possible equivalent to the ave- 
rage rate of earning of those workers, and the rates so 
fixed shall be deemed to be the ordinary rates of pay of 
those workers for the purposes of this Section. 

(4) The [Provincial Government] 1 may prescribe the 
registers that shall be maintained in a factory for the pur- 
pose of securing compliance with the provisions of this 
Section. 

Restriction on double employment. 

48. No adult worker shall be allowed to work in any 
factory on any day on which he has already been working 
in any other factory, save in such circumstances as may 
be prescribed. 

Control of overlapping shifts. 

49. The [Provincial Government] 1 may make rules 
providing that in any specified class or classes of factories 

1 These words were substituted for the words '‘Local Government” by the Govern* 
ment of India (Adaptation of Indian Laws) Order, 1087. 
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work shall not be carried on by a system of shifts so ar- 
ranged that more than one relay of workers is engaged in 
work of the same kind at the same time save with the 
permission of the [Provincial Government] 1 and subject 
to such conditions as it may impose, either generally or 
in the case of any particular factory. 


CHAPTER V. 

SPECIAL PROVISIONS FOR ADOLESCENTS 
AND CHILDREN 

Prohibition of employment of young children. 

50. No child who has not completed his twelfth year 
shall be allowed to work in any factory. 

Non-adult workers to carry tokens giving reference to certi- 
ficates of fitness. 

51. No child who has completed his twelfth year and 
no adolescent shall be allowed to work in any factory 
unless — 

(a) a certificate of fitness granted to him under Section 
52 is in the custody of the manager of the factory, 
and 

(b) he carries while he is at work a token giving a refe- 
rence to such certificate. 

Certificates of fitness. 

52. (1) A certifying surgeon shall, on the application 
of any young person who wishes to work in a factory, or 
of the parent or guardian of such person, or of the mana- 
ger of the factory in which such person wishes to work, 
examine such person and ascertain his fitness for such work. 

(2) The certifying surgeon, after examination, may 
grant to such person, in the prescribed form — 

(c) a certificate of fitness to work in a factory as a 
child, if he is satisfied that such person has com- 
pleted his twelfth year, that he has attained the 

1 These word* were substituted for the words “Local Government'* by the Govern* 
MU of India (Adaptation of Indian Laws) Order, 1987. 
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prescribed physical standards (if any), and that he 
is fit for such work ; or 

(b) a certificate of fitness to work in a factory as an 
adult, if he is satisfied that such person has com- 
pleted his fifteenth year and is fit for a full day’s 
work in a factory. 

(3) A certifying surgeon may revoke any certificate 
granted under sub-section (2) if, in his opinion, the holder 
of it is no longer fit to work in the capacity stated therein 
in a factory. 

(4) Where a certifying surgeon or a practitioner autho- 
rised under sub-section (2) of Section 12 refuses to grant 
a certificate or a certificate of the kind requested, or evokes 
a certificate, he shall if so requested by any person who 
could have applied for the certificate state his reasons in 
writing for so doing. 

Effect of certificate granted to adolescent. 

53. (1) An adolescent who has been granted a certi- 
ficate of fitness to work in a factory as an adult, under 
clause (b) of sub-section (2) of Section 52, and who, while 
at work in a factory, carries a token giving reference to 
the certificate, shall be deemed to be an adult for all the 
purposes of Chapter TV. 

(2) An adolescent who has not been granted a certi- 
ficate of fitness to work in a factory as an adult under sub- 
section (2) of Section 52, shall, notwithstanding his age, 
be deemed to be a child for the purposes of this Act. 

Restrictions on the working hours of a child. 

54. (1) No child shall be. allowed to work in a fac- 
tory for more than five hours in any day. 

(2) The hours of work of a child shall be so arranged 
that they shall not spread over more than seven-and-a-half 
hours in any day. 

(3) No child shall, be allowed to work in a factory 

except between 6 a.m. and 7 p.m. . . . - . 

Provided that the [Provincial Government] 1 may, by 

l These words were substituted for the words "Local Government** by tfce Govern* 
meat of India (Adaptation of Indian Laws) Order, 1987. 
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notification in the [ Official Gazette] 1 , in respect of any 
class or classes of factories and for the whole year or any 
part of it, vary these limits to any span of thirteen hours 
between 5 a.m. and 7-30 p.m. 2 

(4) The provisions of Section 35 shall apply also to 
child workers, but no exemption from the provisions of that 
Section may be granted in respect of any child. 

(5) No child shall be allowed to work in any factory 
on any day on which he has already been working in ano- 
ther factory. 

Notice of Periods for Work for Children. 

55. (1) There shall be displayed and correctly main- 
tained in every factory, in accordance with the provisions 
of sub-section (2) of Section 76, a Notice of Periods for 
Work for Children showing clearly the periods within which 
children may be required to work. 

(2) The periods shown in the Notice required by sub- 
section (1) shall be fixed beforehand in accordance with 
the method laid down for adults in Section 39 and shall be 
such that children working for those periods would not 
be working in contravention of Section 54. 

(3) The provisions of Section 40 shall apply also to 
the Notice of Periods for Work for Children. 

(4) The [Provincial Government] 3 may make rules 
prescribing forms for the Notice of Periods for Work for 
Children and the manner in which it shall be maintained. 

Register of Child Workers. 

56. (1) The manager of every factory in which 
children are employed shall maintain a Register of Child 
Workers showing — 

(a) the name of each child worker in the factory, 

(b) the nature of his work, 

(c) the group, if any, in which he is included, 

1 These words were substituted for the words “Local Official Gazette” by the Govern- 
ment of India (Adaptation of Indian Laws) Order, 1087. 

2 Until the termination of the hostilities this proviso shall have effect as if for the 
figures and letters ”7-80 p.m.” the figures and letters ”8-80 p.m.*' had been substituted. 

Vide G. of B. Gaz. Part IV, p. 108 of 5/5/44. India Act No. XIV of 1044. 

8 These words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1087. 
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(d) where his group works oil shifts, the relay to which 
he is allotted, 

(e) the number of his certificate of fitness granted un- 
der Section 52, and 

(f) such other particulars as may be prescribed. 

(2) The [Provincial Government] 1 may make rules 
prescribing the form of the Register of Child Workers, the 
manner in which it shall be maintained, and the period for 
which it shall be preserved. 

Hours of work to correspond with Notice and Register. 

57. No child shall be allowed to work otherwise than 
in accordance with the Notice of Periods for Work for 
Children displayed under sub-section (1) of Section 55 and 
the entries made beforehand against his name in the Regis- 
ter of Child Workers maintained under sub-section (1) of 
Section 56. 

Power to require medical examination. 

58. Where an Inspector is of opinion — 

(a) that any person working in a factory without a 
certificate of fitness is a child or an adolescent, or 

(b) that a child or adolescent working in a factory with 
a certificate is no longer fit to work in the capacity 
stated therein, 

he may serve on the manager of the factory a notice re- 
quiring that such person, or that such child or adolescent, 
as the case may be, shall be examined by a certifying sur- 
geon or by a practitioner authorised under sub-section (2) 
of Section 12, and such person, child or adolescent shall not, 
if the Inspector so directs, be allowed to work in any 
factory until he has been so examined and has been grant- 
ed a certificate of fitness or a fresh certificate of fitness, 
as the case may be. 

Power to make rules. 

59 . The [Provincial Government] 1 may make rules— 
(a) prescribing the forms of certificates of fitness to 

1 These words were substituted for the words “Ix>cal Government’* by the Government 
of India (Adaptation of Indian Laws) Order, 1087. 
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be granted under Section 52, providing for the 
grant of duplicates, in the event of loss of the ori- 
ginal certificates, and fixing the fees which may be 
charged for such certificates and such duplicates ; 

(b) prescribing the physical standards to be attained 
by children and adolescents ; 

(c) regulating the procedure of certifying surgeons un- 
der this Chapter and specifying other duties which 
they may be required to perform in connection with 
the employment of children and adolescents in 
factories ; and 

(d) providing for any other matter which may be ex- 
pedient in order to give effect to the provisions of 
this Chapter. 


"■CHAPTER V-A. 

SMALL FACTORIES 


Small factories. 

59A. (1) In this Act, unless there is anything repug- 

nant in the subject or context, “ small factory ” means any 
premises including the precincts thereof whereon ten or 
more but less than twenty workers are working or were 
working on any day of the preceding six months, and in 
any part of which a manufacturing process is being carried 
on with the aid of power, or is ordinarily so carried on, but 
does not include a mine subject to the operation of the 
Indian Mines Act, 1923 (IV of 1923) : 

Provided that the Provincial Government may, by 
notification in the Official Gazette, declare any premises to 
be a small factory, notwithstanding that less than ten 
workers are working thereon, if such premises would other- 
wise be a small factory. 

(2) For the purposes of this Chapter an adolescent 
holding a certificate granted under this Act to work as an 
adult shall be deemed to be an adult. 


• This Chapter was Inserted by the Factor! es( Amendment) Act, 1 WO (XXVII of 1940) 
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Certain provisions of this Act to apply to small factories 
wherein child labour is employed. 

59B. (1) All the provisions of this Act, except clause 

(j) of Section 2, Sections 4, 5, 6 and 7, sub-sections (1) and 
(4) of Section 14, Sections 15, 21, 22 and 25, sub-sections 
(1), (2) and (3) of Section 33 and Chapter IV shall apply 
to, and in relation to, all small factories wherein any worker 
who is not, or is not deemed to be, an adult is employed ; 
and in the provisions hereby made so applicable every re- 
ference to a factory shall be deemed to include so far as 
may be, a reference to a small factory. 

(2) The aforesaid provisions shall cease to apply to 
a small factory on the expiry of six months from the 
receipt by the Inspector of a notice in writing from the 
occupier that he has ceased to employ therein any worker 
who is not, or is not deemed to be, an adult unless any 
such worker is employed therein on any day of the said 
six months : 

Provided that if any such worker is thereafter em- 
ployed in the small factory the said provisions of this Act 
shall again apply thereto. 

Certain other provisions of law not barred. 

59C. The provisions of this Chapter shall be in addi- 
tion to, and not in derogation of the provisions of the Em- 
ployment of Children Act, 1938 (XXVI of 1938). 


CHAPTER VI 

PENALTIES AND PROCEDURE 

Penalty for contraventions of Act and rules. 

80. If in any factory — 

(a) there is any contravention — 

(i) of any of the provisions of Sections 13 to 29 
inclusive, or 

(ii) of any order made under any of the said Sec- 
tions, or 
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(iii) of any of the said Sections read with rules 
made in pursuance thereof under clause (a) 
of Section 32, or 

( iv ) of any rule made under any of the said Sections 
or under clause (b), clause (c), or clause ( g ) 
of Section 32 or Section 33, or 

(v) of any condition imposed under sub-section (3) 
of Section 31, or 

(b) any person is allowed to work in contravention — 
(i) of any of the provisions of Sections 34 to 38 

inclusive, 42, 45 and 48, or 
(it) of any rule made under any of the said Sec- 
tions, or under Section 49, or 
(iii) of any condition attached to any exemption 
granted under Section 43 or Section 44 or Sec- 
tion 45 or to any permission granted under 
Section 38 or Section 49, or 

(c) there is any contravention of any of the provisions 
of Sections 39 to 41 inclusive or of any rule made 
under Section 39, Section 41 or Section 47, or of 
any condition attached to any exemption granted 
under Section 41 or to any modification or relaxa- 
tion made under Section 44, or 

(d) any person is not paid any extra pay to which he 
is entitled under the provisions of Section 47, or 

(e) any adolescent or child is allowed to work in con- 
travention of any of the provisions of Sections 50, 
51, 54, 55, 57 and 58, or 

(/) there is any contravention of Section 55 or Section 
56 or of any rules made under either of these Sec- 
tions, or under clause (d) of Section 59, 
the manager and occupier of the factory shall each be 
punishable with fine which may extend to five hundred 
rupees : 

Provided that if both the manager and the occupier are 
convicted, the aggregate of the fines inflicted in respect of 
the same contravention shall not exceed this amount. 
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Enhanced penalty in certain cases after previous convic- 
tion. 

61. If any person who has been convicted of any of- 
fence punishable under clauses (b) to (/) inclusive of Sec- 
tion 60 is again guilty of an offence involving a contra- 
vention of the same provision, he shall be punishable on 
the second conviction with fine which may extend to seven 
hundred rupees, and if he is again so guilty shall be punish- 
able on the third or any subsequent conviction with fine 
which may extend to one thousand rupees and shall not 
be less than two hundred and fifty rupees : 

Provided that for the purposes of this Section no cog- 
nizance shall be taken of any conviction made more than 
two years before the commission of the offence which is 
being punished : 

Provided further that the Court, if it is satisfied that 
there are exceptional circumstances warranting such a 
course, may, after recording its reasons in writing, impose 
a smaller fine than is required by this Section. 

Penalty for failure to give notice of commencement of 

work or of change of manager. 

62. An occupier of factory who fails to give any notice 
required by sub-section (1) or sub-section (2) of Section 
9 shall be punishable with fine which may extend to five 
hundred rupees. 

Penalty for obstructing Inspector. 

63. Whoever wilfully obstructs an Inspector in the 
exercise of any power under Section 11, or fails to produce 
on demand by an inspector any registers or other docu- 
ments in his custody kept in pursuance of this Act or of 
any of the rules made hereunder, or conceals or prevents 
any workers in a factory from appearing before or being 
examined by an Inspector, shall be punishable with fine 
which may extend to five hundred rupees. 

Penalty for failure to give notice of accidents. 

64. A manager of a factory who fails to give notice 
of an accident as required under Section 30 shall be punish- 
able with fine which may extend to five hundred rupees. 
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Penalty for failure to make returns. 

65. If in respect of any factory any return is not fur- 
nished as required under Section 77, the manager and the 
occupier of the factory shall each be liable to fine which 
may extend to five hundred rupees : 

Provided that if both the manager and the occupier are 
conviced, the aggregate of the fines inflicted shall not exceed 
this amount. 

Penalty for smoking or using naked light in vicinity of 

inflammable material. 

66. Whoever smokes, or uses a naked light or causes 
or permits any such light to be used in the vicinity of any 
inflammable material in a factory shall be punishable with 
fine which may extend to five hundred rupees. 

Execption . — This provision does not extend to the use, 
in accordance with such precautions as may be prescribed, 
of a naked light in the course of a manufacturing process. 
Penalty for using false certificate. 

67. Whoever knowingly uses or attempts to use, as a 
certificate granted to himself under Section 52, a certificate 
granted to another person under that Section, or who, hav- 
ing procured such a certificate, knowingly allows it to be 
used, or an attempt to use it to be made, by another per- 
son, shall be punishable with fine which may extend to 
twenty rupees. 

Penalty on guardian for permitting double employment of 
a child. 

68. If a child works in a factory on any day on which 
he has already been working in another factory, the parent 
or guardian of the child or the person having custody of 
or control over him, or obtaining any direct benefit from 
his wages, shall be punishable with fine which may extend 
to twenty rupees, unless it appears to the Court that the 
child so worked without the consent, connivance or wilful 
default of such parent, or guardian person. 

Penalty for failure to display certain notices. 

69. A manager of a factory who fails to display the 
notice required under sub-section (I) of Sectioh 76 or by 
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any rule made under this Act, or to display or maintain 
any such notice as required by sub-section (2) of that Sec- 
tion, shall be punishable with fine which may extend to 
five hundred rupees. 

Determination of “ occupier ” for purposes of this Chapter. 

70. (1) Where the occupier of a factory is a firm or 

other association of individuals, any one of the individual 
partners or members thereof may be prosecuted and punish- 
ed under this Chapter for any offence for which the occu- 
pier of the factory is punishable : 

Provided that the firm or association may give notice 
to the Inspector that it has nominated one of its member 
who is resident in British India to be the occupier of the 
factory for the purposes of this Chapter, and such indi- 
vidual shall so long as he is so resident be deemed to be 
the occupier for the purposes of this Chapter until further 
notice cancelling his nomination is received by the Inspec- 
tor or until he ceases to be a partner or member of the firm 
or association. 

(2) Where the occupier of a factory is a company, any 
one of the directors thereof, in the case of a private com- 
pany, any one of the shareholders thereof, may be prose- 
cuted and punished under this Chapter for any offence for 
which the occupier of the factory is punishable : 

Provided that the company may give notice to the Ins- 
pector that it has nominated a director, or, in the case of 
a private company, a shareholder, who is resident in either 
case in British India, to be the occupier of the factory for 
the purposes of this Chapter, and such director or share- 
holder shall so long as he is so resident be deemed to be 
the occupier of the faeory for the purposes of this Chapter 
until further notice cancelling his nomination is received 
by the Inspector or until he ceases to be a director or share- 
holder. 

Exemption of occupier or manager from liability in certain 

cases. 

71. (1) Where the occupier or manager of a factory 
is charged with an offence against this Act, he shall be 
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entitled upon complaint duly made by him to have any 
other person whom he charges as the actual offender brought 
before the Court at the time appointed for hearing the 
charge ; and if, after the commission of the offence has been 
proved, the occupier or manager of the factory proves to 
the satisfaction of the Court — 

(a) that he has used due diligence to enforce the exe- 
cution of this Act, and 

(b) that the said other person committed the offence in 
question without the knowledge, consent or con- 
nivance, 

that other person shall be convicted of the offence and shall 
be liable to the like fine as if he were the occupier or 
manager, and the occupier or manager shall be discharged 
from any liability under this Act. 

(2) When it is made to appear to the satisfaction of 
the Inspector at any time prior to the institution of the 
proceedings — 

(a) that the occupier or manager of the factory has 
used all due diligence to enforce the execution of 
this Act, and 

(b) by what person the offence has been committed, 
and 

(c) that it has been committed without the knowledge, 
consent or connivance of the occupier or manager, 
and in contravention of his orders, 

the Inspector shall proceed against the person whom he 
believes to be the actual offender without first proceeding 
against the occupier or manager of the factory, and such 
person shall be liable to the like fine as if he were the 
occupier or manager. 

Presumption as to employment. 

72. If a child over the age of six years is found inside 
any part of a. factory in which children are working, he 
shall, until the contrary is proved, be deemed to be work- 
ing in the factory. 

Evidence as to age. 

73. (1) When an act or omission would, if a person 
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were under or over a certain age, be an offence punishable 
under this Act, and such person is in the opinion o i the 
Court apparently under or over su<;h age, the burden shall 
be on the accused to prove that such person is not under 
or over such age. 

(2) A declaration in writing by a certifying surgeon 
relating to a worker that he has personally examined him 
and believes him to be under or over the age set forth in 
such declaration shall, for the purposes of this Act, be 
admissible as evidence of the age of the worker. 

Cognizance of offences. 

74. (1) No prosecution under this Act, except a pro- 
secution under Section 66, shall be instituted except by or 
with the previous sanction of the Inspector. 

(2) No Court inferior to that of a Presidency Magis- 
trate or of a Magistrate of the first class shall try any of- 
fence against this Act or any rule or order made there- 
under, other than an offence under Section 66 or Section 67. 

Limitation of prosecutions. 

75. No Court shall take cognizance of any offence 
under this Act or any rule or order thereunder, other than 
an offence under Section 62 or Section 64, unless complaint 
thereof is made within six months of the date on which the 
offence is alleged to have been committed : 

Provided that when the offence consists of disobeying 
a written order made by an Inspector, complaint thereof 
may be made within twelve months of the date on which 
the offence is alleged to have been committed. 


CHAPTER VII. 

SUPPLEMENTAL 
Display of factory notices. 

76. (1) In addition to the notices required to be dis- 

played in any factory by this Act or the rules made there- 
under, there shall be displayed in every factory a notice 
containing such abstracts of this Act and of the rules made 
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thereunder, in English and in vernacular of the majority 
of the workers as the [Provincial Government] 1 may 
prescribe. 

(2) All notices required to be displayed in a factory 
shall be displayed at some conspicuous place at or near 
the main entrance to the factory and shall be maintained 
in a clean and legible condition. 

Power of Provincial Governments to make rules. 

77 . The [Provincial Government] 2 may make rules re- 
quiring occupiers or managers of factories to submit such 
returns, occasional or periodical, as may in [its] 3 opinion 
be required for the purposes of this Act. 

78 . [ Control of rules made by Local Governments ] Omit- 
ted by the Government of India ( Adaptation of Indian Laws ) 
Order, 1937. 

Publication of rules. 

79 . (1) All rules made under this Act shall be sub- 
ject to the condition of previous publication, and the date 
to be specified under clause (3) if Section 23 of the General 
Clauses Act, 1897 (X of 1897), shall not be less than three 
months from the date on which the draft of the proposed 
rules was published. 

(2) All such rules shall be published in 4 *** the 6 [Offi- 
cial Gazette ] 6 *** and shall, unless some later date is ap- 
pointed, come into force on the date of such publication. 
Application to Crown factories. 

80 . This Act shall apply to factories belonging to the 
Crown. 

Protection to persons acting under this Act. 

81 . No suit, prosecution or other legal proceeding shall 
lie against any person for anything which is in good faith 
done or intended to be done under this Act. 

1 These words were substituted for the words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1937. 

2 These words were fsubstituted for the words “Governor- General in Council” by the 
Government of India (Adaptation of Indian Laws) Order, 1987. 

8 This word was substituted for the word “his” ibid. 

4 The words “the Gazette of India or,” were omitted, ibid. 

5 These words were substituted for the words “Local Official Gazette,” ibid. 

6 The words “as the case may be” were omitted, ibid. 
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82. [Repeal and Savings .] Repealed by $. 3 and Second 
Schedule of the Repealing and Amending Act, 1937 (XX of 
1937). 


(THE SCHEDULE) 

( Enactments Repealed). Repealed by s . 3 and Second 
Schedule of the Repealing and Amending Act, 1937 (XX of 
1937). 


The following amendments to the Factories Act 1934, are pro- 
posed and circulated for information. (Vide G. of B. Lab. Gazette 
P. 1014-1016 of June 1942), but have not yet been incorporated. 

DRAFT AMENDMENTS TO FACTORIES ACT, 1934 

Whereas it is expedient to amend the Factories Act, 1934, 
(XXV of 1934) for the purpose of securing holidays with pay for 
workers in non-seasonal factories : — 

It is hereby enacted as follows 

Short title 

1. This Act may be called the Factories (Amendment) Act, 
1942. 

Insertion of new Chapter in Act XXV of 1934 

2. After Chapter IV of the Factories Act, 1934 (XXV of 1934), 
(hereinafter referred to as the said Act), the following Chapter 
shall be inserted, viz., 


CHAPTER IV A 
HOLIDAYS WITH PAY 

49-A. Application of Chapter IV A 

The provisions of this Chapter shall not apply to a seasonal 
factory. 

49-B. Annual Holidays 

1. Every workman who has completed one year of service in 
a factory shall be allowed in each year, holidays with pay for a 
period of at least seven consecutive days. 

Explanations 

A workman shall be deemed to have completed a year of service 
in a factory notwithstanding any interruption in service during 
the course of the year, caused by sickness, accident or authorised 
leave or by intermittent involuntary unemployment for a period 
not exceeding in the aggregate one month. 
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2. The weekly holidays allowed under the provisions of Sub- 
section (1) of Section 35 shall be included in the period of seven 
days specified in Sub-section (1). 

49- C. Rate of pay during holidays 

(1) A workman shall, during any holidays allowed to him 
under the provisions of Section 49-B, be paid at the rate of which 
he would have been paid had he remained at work. 

(2) where the worker is paid on a piece rate basis, his rate 
of pay during such holidays shall be the ordinary rate of pay as 
fixed for that workman under Sub-section 47 for the purposes 
of that Section. 

49-D Payment at the commencement of holidays 

A worker who has been allowed holidays under the provisions 
of Section 49-B shall, at the commencement of the holidays, be 
paid half the total pay due for the period of holidays. 

49- E Conditions of holidays 

(1) A worker shall not undertake any work for remunera- 
tion during any holidays allowed to him under the provisions of 
Section 49-B. 

(2) If any worker contravenes the provisions of Sub-section 
(1), he shall be punishable with a fine which may extend to Rs. 50, 
and the balance of pay due to him for the period of holidays, 
may, at the discretion of the Manager of the Factory be withheld. 

(3) If a worker fails in any year to take the holidays allow- 
ed to him in that year under the provisions Section 49-B his 
right to those holidays shall lapse. 

49-F Compensatory holiday 

Where as a result of the passing of an order of exemption 
under Section 8 or Clause (a), (d), (e), (/), ( g ) or (ft) of Sub- 
section 2 of Section 43 or Sub-section 2 of Section 44, a worker 
is deprived of the weekly holiday allowed by Sub- section (1) of 
Section 35, the Manager of a Factory shall provide for such work- 
er a compensatory holiday to be given in such manner as may be 
prescribed. 

49- G Power to make rules 

The Provincial Government may make rules, prescribing the 
manner in which the compensatory holiday referred to in Sec- 
tion 49-F shall be provided and the providing for any other matter 
which may be expedient in order to give effect to the provisions 
of this Chapter. 

(3) Amendment of Section 60, Act XXV of 1934 

In Section 60 of -the said Act, (a) at the end of the Clause (/) 
the word 11 or ” shall be added ; 
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(b) after Clause (/) the following Clause shall be inserted viz., 
(g) There is any contravention of Sections 49-B, 49-C, 49-D 
or 49-F or any rule made under Section 49-G. 

(4) Amendment of Section 61, Act XXV of 1934 
In Section 61 of said Act, for the brackets and letter “(/)” 
the brackets and letter “(g)” shall be substituted. 


The Factories Act 1934 

RULES AND NOTIFICATIONS 

Bombay Castle, 18th November 1935. 

No. 352/34. In exercise of the powers conferred by the 
Factories Act, 1934 (XXV of 1934), the Governor in Council is 
pleased to make the following rules the same having been pre- 
viously published as required by section 79 of the said Act, 
namely,— 

RULES UNDER THE FACTORIES ACT, 1934 
RULES 

DEFINITIONS 

Short Title 

1. These rules may be cited as the Bombay Factories Rules, 
1935. 

Definitions 

2. In these rules unless there is anything repugnant in the 
subject or context, — 

(1) “ The Act ” means the Factories Act, 1934. 

(2) “ Appendix ” means an appendix appended to these rules. 

(3) “Artificial humidification 9 means humidification of the 
air of a room by any artificial means whatsoever except the use of 
gas or oil for lighting purposes, or the unavoidable escape of 
steam or water vapour into the atmosphere directly due to the 
treatment of fibre or fabric by water or steam in its passage 
through a machine : 

Provided that the introduction of air directly from outside 
through moistened mats or screens placed in ventilation open- 
ings at times when the temperature of the room is 80 degrees or 
more, shall not be deemed to be artificial humidification. 

(4) “Authorised medical practitioner” means a registered 
medical practitioner authorised under sub-section (2) of section 
12 to exercise fcny of the powers of certifying surgeon. 
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(5) " Commissioner of Labour ” means the officer appointed 
to be the Commissioner of Labour. 

(6) “ Degrees (of temperature)” means degrees of the 
Fahrenheit scale. 

(7) “ District Magistrate ” means in the case of the City of 
Bombay the Commissioner of Labour. 

(8) “ Form ” means a form appended to these rules. 

(9) “ Hygrometer ” means an accurate wet and dry bulb 
hygrometer conforming to the prescribed conditions as regards 
construction and maintenance. 

(10) “ Kata Thermometer ” means an accurate instrument 
capable of measuring the cooling properties of the air in milli- 
calories per square centimetre per second of the atmosphere by 
radiation, convection and evaporation, manufactured by James 
J. Hicks or such other firm manufacturing accurate instruments 
of this type to the satisfaction of the Chief Inspector. 

(11) “Manager” means a manager of a factory. 

(12) “Rules” means rules made under the Act. 

(13) “ Section ” means a section of the Act. 

(14) “ Transmission machinery” includes every shaft, 
wheel, drum or pulley (including any system of fast and loose 
pulleys), coupling, clutch, strap, band, belt, chain, rope or other 
device incidental to the transmission of motion between any 
prime-mover and any machine or appliance, or by means of 
which, the machine or appliance receives its motion. 

(15) Words and expressions not defined in these rules but 
defined or used in the Act shall be deemed to have the same 
meanings as in the Act. 

(SECTION 9) 

Form of Notice to Inspector before Commencement of Work 

3. The written notice prescribed under sub-section (1) of 
section 9 shall be in Form A. 

INSPECTION 
(SECTIONS 10 AND 32) 

Duties of Inspector 

4. The Inspector shall inspect every factory other than a 
seasonal factory within the local limits assigned to him under 
sub-section (1) of section 10 at least twice yearly and every 
seasonal factory within such local limits at least once during 
each season of work. He shall also make such further inspec- 
tions as may appear to be necessary to him or to the authority 
to whom he Is subordinate in order that he may satisfy himself 
that the provisions of the Act and of these rules are duly 
observed. 
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Maintenance of Inspection Book 

5. The manager shall maintain a bound inspection book 
and shall produce it when so required by the Inspector or Certi- 
fying Surgeon. A list in Form B of the exemptions granted to 
the factory shall be posted in it. 

Duties oi Inspector at Inspections 

6. (a) The Inspector shall at each inspection of a factory 
satisfy himself — 

(i) that the provisions made in the Act and rules to secure 
the health and safety of the workers are observed ; 

(ii) that the adolescents and children employed in the 
factory have been duly certified and that none are 
employed, who are obviously unfit ; 

(iii) that the register of all the persons employed in such 
factory is kept in Form D or D-l as the case may be ; 

(iv) that the rest periods and the holidays provided by the 
Act are granted and that the limits of hours of work 
laid down are not exceeded ; 

(v) that the provisions relating to the payment of over- 
time are duly observed in the case of persons exempt- 
ed from the provisions of section 34 or section 36 ; 

(vi) that the abstracts and notice in Forms C and C-l re- 
quired by sections 39 and 55 are duly affixed and that 
the registers required by these rules are properly 
maintained ; 

(b) the Inspector shall further inquire into the causes of all 
accidents which have taken place since the last inspec- 
tion ; and 

(c) the Inspector shall also ascertain how far the defects 
pointed out at previous inspections have been removed 
and how far orders previously issued have been com- 
plied with. Any defects which have come to light at 
the current inspection, as well as any orders passed by 
him under the Act, shall then be recorded in the inspec- 
tion book. An extract from such record containing the 
orders of the Inspector, with such remarks on the de- 
fects found to exist as the Inspector may wish to bring 
to the Manager's notice, shall be sent to the Manager, 
and a copy of the said extract shall be sent to the 
District Magistrate. 

Procedure for Inspection by District Magistrate or 
Additional Inspector 

7. When, in any area, an inspection is made by the District 
Magistrate or an Additional Inspector, he shall follow, as far as 
practicable, the procedure prescribed for an Inspector in rule 6 
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and shall send a copy of his orders and remarks to the Inspector* 
Submission of Diary by Inspector 

8. The Inspector shall keep a file of the records of his in- 
spections arranged in monthly bundles and shall submit to the 
authority to whom he is subordinate on the 15th day of each 
month, a diary in Form E, showing the work done in the 
preceding month. A copy of the said diary shall be retained by 
the Inspector. 

Duty of Inspector to bring to the notice of Local Authorities 

breaches of sanitary provisions 

9. It shall be the duty of the Inspector to bring to the 
notice of any municipal or other authority having jurisdiction 
over a place where any factory is situate a breach of any law, 
or rule or order passed by a competent authority relating to the 
removal of objectionable rubbish, the cleansing and fencing of 
water tanks or any sanitary matter. 

CLEANLINESS 
(SECTIONS 13 AND 32) 

Factory to be Kept Clean by Limewashing, etc. 

10. (1) In every factory, all the inside walls of the rooms 
and all the ceilings or tops of such rooms (whether such walls, 
ceilings or tops be plastered or not), and all the passages and 
staircases shall be lime-washed at least once in each year dating 
from the period when last lim£-washed. All the beams, rafters, 
doors, window frames and other wood work with the exception 
of floors shall be either lime-washed or colour-washed at least 
once a year dating from the period when last lime-washed or 
colour-washed or shall be painted or varnished once in seven' 
years dating from the period when last painted or varnished and 
shall be kept in a cleanly state. 

(2) All internal structural iron and steel work shall be 
cleaned and painted or varnished at least once in seven years 
from the period when last painted or varnished unless the In- 
spector by written order requires more frequent treatment of 
specified portions. The dates on which lime-washing, colour- 
washing, painting or varnishing is carried out shall be duly en- 
tered in Form F, which shall be shown to the Inspector when 
required : 

Provided that the provisions of these sub-rules shall not 
apply to — 

(i) rooms used only for the storage of articles ; 

(ii) walls or tops of rooms which are made of galvanised 
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iron, tiles, asbestos sheets or similar material or 
glazed bricks ; 

"ill) room in which a manufacturing process is carried on 
in any gas works, forage presses, chemical works and 
cement factories ; 

,iv) engineering workshops or foundries in which 2,000 
cubic feet of air space is provided for each person 
employed ; 

(v) walls in oil mills below a height of 5 feet from the 
ground ; 

(vi) any other factory or parts thereof in which lime- 
washing or painting is in the opinion of the Provin- 
cial Government unnecessary to satisfy the require- 
ments of section 13 as to cleanliness. 

Rubbish not to be Allowed to Accumulate 

11. (1) No rubbish, filth, or debris shall be allowed to ac- 
cumulate or to remain on any premises in a factory in such 
position that effluvia therefrom can arise within the factory. 

(2) All ducts used for introduction of humidified air shall 
be kept clean whether they are actually in use for that purpose 
or not. 

Compound to be Kept Clean 

12. The compound surrounding every factory shall be main- 
tained in a sanitary and clean condition. 

Floors of Certain Factories to be Drained 

13. In factories or portions of factories constructed or re- 
constructed after the 1st day of January 1936, the floors of de- 
partments, in which processes are carried on which render the 
floors wet, shall be effectively drained. In other factories such 
steps shall be taken to minimise the danger to health or safety 
as the Inspector may require by an order in writing. 

Areas Around Washing Places, etc., to be Drained and 

Kept Clean 

14. Proper arrangements shall be made for maintaining in a 
clean and drained condition the areas around washing and 
bathing places and the places where drinking water is distributed 
to workers. 

ARTIFICIAL HUMIDIFICATION AND COOLING 
(SECTIONS 15 AND 82) 

When Artificial Humidification not Allowed 

15. There sjiall be no artificial humidification in any room 
of a cotton spinning or weaving factory — 
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(a) by the use of steam during any period when the dry 
bulb temperature of that room exceeds 85 degrees, 
ib) at any time when the wet bulb reading of the hygro- 
meter is higher than that specified in the following 
schedule in relation to the dry bulb readjng intermediate 
between any two dry bulb readings indicated consecu- 
tively in the schedule when the dry bulb reading does 
not exceed the wet bulb reading to the extent indicated 
in relation to the lower of these two dry bulg readings : 


SCHEDULE . 


Dry bulb 

Wet bulb 

Dry bulb 

Wet bulb 

Dry bulb 

Wet bulb 

60*0 

58*0 

77*0 

75*0 

94*0 

86*5 

61-0 

590 

78*0 

76*0 

95 0 

87*0 

620 

60*0 

79*0 

77*0 

96*0 

87*5 

630 

61*0 

80*0 

78*0 

97*0 

88*0 

640 

62*0 

810 

79*0 

98*0 

88*5 

650 

63*0 

82*0 

80*0 

99 0 

89*0 

66*0 

64*0 

83*0 

80*5 

100*0 

89*5 

67*0 

65*0 

84*0 

810 

101*0 

900 

68*0 

66*0 

850 

82*0 

102*0 

90*0 

69*0 

67*0 

86*0 

82*5 

103 0 

90*5 

70*0 

680 

870 

830 

104*0 

905 

71.0 

69*0 

88 0 

83*5 

105*0 

91 0 

72*0 

700 

89*0 

84*0 

106*0 

91*0 

73*0 

71*0 

90*0 

84*5 

107*0 

91*5 

740 

72*0 

91*0 

85*0 

108*0 

91*5 

75*0 

73*0 

92*0 

85*5 

109*0 

92*0 

760 

74*0 

93*0 

860 

110*0 

92*0 


Provided however that this clause shall not apply — 


(i) when the difference between the wet bulb temperature 
as indicated by the hygrometer in the department con- 
cerned, and the wet bulb temperature taken with a 
hygrometer inside in the shade is less than 3.5 degrees, 

’ or 

(ii) when the “ cooling properties ” of the air in the depart- 
ment concerned at a height of five feet from the floor 
in all usual working places is greater than 11 as mea- 
sured by “wet” readings of a kata thermometer. 

Provision of Hygrometers 

16. In all departments of cotton spinning and weaving mills 
wherein artificial humidification is adopted, hygrometers shall be 
provided and maintained in such positions as are approved by 
the Inspector. The number of hygrometers shall be regulated 
according to the following scale 

Weavirig Department 

(a) One hygrometer for departments with less than 600 
looms, and one additional hygrometer for every 500 or 
part of 500 looms in excess of 500. 



LABOUR AND FACTORY LEGISLATION 


91 


Other Departments 

(b) One hygrometer for each room of less than 300,000 cubic 
feet capacity, and one extra -hygrometer for each 200,000 
cubic feet, or part thereof, in excess of this. 

(c) One additional hygrometer shall be provided and main- 
tained outside each cotton spinning and weaving factory 
wherein artificial humidification is adopted, and in a 
position approved by the Inspector, for taking hygro- 
meter shade readings. 

Exemption from Maintenance of Hygrometers 

17. When the Inspector is satisfied that the limits of humi- 
dity allowed by the Schedule to rule 15 are never exceeded, he 
may, for any department other than the weaving department, 
grant exemption from the maintenance of the hygrometer. The 
Inspector shall record such exemption in Form B. 

Copy of Schedule to Rule 15 to be affixed near every Hygrometer 

18. A legible copy of the Schedule to rule 15 shall be affixed 
near each hygrometer. 

Temperatures to be Recorded at each Hygrometer 

19. At each hygrometer maintained in accordance with rule 
16, correct wet and dry bulb temperatures shall be recorded thrice 
daily during each working day by competent person s nominated 
by the Manager and approved by the Inspector. The tempera- 
tures shall be taken between 7 a.m. and 9 a.m., between 11 a.m. 
and 2 p.m. (but not in the rest interval), and between 4 p.m. and 
5-30 p.m. In exceptional circumstances, such additional read- 
ings and between such hours, as the Inspector may specify, shall 
be taken. The temperatures shall be entered in a Humidity Re- 
gister in Form G maintained in the factory. At the end of each 
month, the persons who have taken the readings shall sign the 
register and certify the correctness of the entries. The register 
shall always be available for inspection by the Inspector. 

Specifications of Hygrometers 

20. (a) Each hygrometer shall comprise two mercurial 
thermometers respectively wet bulb and dry bulb of 
similar construction, and equal in dimensions, scale and 
divisions of scale. They shall be mounted on a frame 
with a suitable reservoir containing water. 

(b) The wet bulb shall be closely covered with a single layer 
of muslin, kept wet by means of a wick attached to it 
and dropping into the water in the reservoir. The 
muslin covering and the wick shall be suitable for the 
purpose, clean and free from size or grease. 

(c) No part of the wet bulb shall be within 3 inches from 
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the dry bulb or less than 1 inch from the surface of the 
water in the reservoir and the water reservoir shall be 
below it, on the side of it away from the dry bulb. 

(d) The bulbs shall be spherical and of suitable dimensions 
and shall be freely exposed on all sides to the air of 
the room. 

(e) The bores of the stems shall be such that the position 
of the top of the mercury column shall be readily dis- 
tinguishable at a distance of 2 feet. 

(/) Each thermometer shall be graduated so that accurate 
readings may be taken between 50 and 120 degrees. 

(g) Every degree from 50 degrees up to 120 degrees shall 
be clearly marked by horizontal lines on the stem ; 
each fifth and tenth degree shall be marked by longer 
marks than the intermediate degrees, and the tempra- 
ture marked opposite each tenth degree, i.e., 50, 60, 70, 
80, 90, 100, 110 and 120. 

(h) The markings as above shall be accurate, that is to 
say, at no temperature between 50 and 120 degrees shall 
the indicated reading be in error by more than two- 
tenths of a degree. 

u) A distinctive number shall be indelibly marked upon 
the thermometer. 

ij) The accuracy of each thermometer shall be certified by 
the National Physical Laboratory, London, or some com- 
petent authority appointed by the Chief Inspector and 
such certificate shall be attached to the Humidity Re- 
gister. 

Thermometers to be Maintained in Efficient Order 

21. Each thermometer shall be maintained at all times 
during the period of employment in efficient working order, so 
as to give accurate indications and in particular — 

(a) The wick and the muslin covering of the wet bulb shall 
be renewed once a week. 

(b) The reservoir shall be filled with water which shall be 
completely renewed once a day. The Chief Inspector 
may prescribe the use of distilled water or pure rain 
water in any particular mill or mills in certain localities. 

(c) No water shall be applied directly to the wick or cover- 
ing during the period of employment. 

An inaccurate Thermometer not to be used without fresh 

Certificate 

22. If an Inspector gives notice in writing that a thermo- 
meter is not accurate, it shall not, after one month from the 
date of such notice, be deemed to be accurate, unless and until it 
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has been re-examined as prescribed and a fresh certificate ob- 
tained which certificate shall be kept attached to the Humidity 
Register. 

Hygrometer not to be affixed to wall, etc., unless 
protected by wood 

23. No hygrometer shall be affixed to a wall, pillar or other 
surface unless protected therefrom by wood or other non-conduct- 
ing material at least half an inch in thickness and distant at 
least one inch from the bulb of each thermometer. 

No Reading to be taken within 15 Minutes of Renewal of water 

24. No reading shall be taken for record on any hygrometer 
within 15 minutes of the renewal of water in the reservoir. 

Kata Thermometers 

25. The cooling properties of the air shall be determined by 
using “ Kata thermometers Tests shall be determined as laid 
down in the printed instructions issued with each instrument, or 
with those printed in Appendix I. Tests shall be carried out and 
recorded at such times and for such periods as the Chief Inspec- 
tor may by written order require. 

How to Introduce Steam for Humidification 

26. In any room in which steam pipes are used for the in- 
troduction of steam for the purpose of artificial humidification 
of the air the following provisions shall apply : — 

(a) The diameter of such pipes shall not exceed two inches, 
and in the case of pipes installed after 1st day of Jan- 
uary 1936 the diameter shall not exceed one inch ; 

(b) Such pipes shall be as short as is reasonably practicable ; 

(c) All hangers supporting such pipes shall be separated 
from the bare pipes by an efficient insulator not less 
than half an inch in thickness ; 

(d) No uncovered jet from such pipe shall project more 
than 41/2 inches beyond the outer surface of any cover- 
ing ; 

(e) The steam pressure shall be as low as practicable and 
shall not exceed 70 lbs. per square inch. 

PREVENTION OF OVERCROWDING 

(SECTIONS 17 AND 32) 

Particulars of Rooms to be Entered 

27. Particulars of each room of the factory in which work- 
ers are regularly employed shall be entered in Form H, which 
shall be shown to the Inspector when required. 
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LIGHTING 

(SECTIONS 18 AND 32) 


Artificial Lighting 

28. Artificial lighting in accordance with the following 
standards shall be provided and used in the interior of cotton 
ginning factories at times when artificial lighting is necessary 
and is ordinarily used : — 

(i) by means of electricity, to the satisfaction of the In- 
spector, one lamp per six gins, each lamp of not less 
than twenty-five candle power ; or 

(ii) by candles placed in glass lanterns of a pattern approv- 
ed by the Inspector, not less than one such lantern for 
every two gins. 

Factories to he Sufficiently lighted 

29. As long as any workers are present in a factory, the 
latrines, passages, stairs, hoists, factory grounds and other parts 
of the factory, in so far as the entrance of the said places is not 
closed, shall be lighted in such manner that safety is fully se- 
cured in passing through or remaining in the same. 

DRINKING WATER 
(SECTIONS 19 AND 32) 

Supply of Drinking Water 

30. Drinking water shall, in all cases, be supplied to the 
workers free of cost. 

Sources of Supply of Drinking Water and Storage Thereof 

•31. (1) In every factory there shall be provided and main- 
tained at suitable places on the ground level easily accessible to 
all workers, a sufficient supply of water fit for drinking at the 
rate of at least one gallon per worker. The water so provided 
and maintained shall be supplied : 

(a) from taps connected with any public water supply, or 

(b) from any other sources, approved in writing by the 
Assistant Director of Public Health or the Health Offi- 
cer of the Municipality who is equipped with such faci- 
lities for testing water as the Inspector by an order in 
writing may require. 

(2) The water provided and maintained under sub-rule (1) 
if not laid on, shall be kept in suitable vessels and shall be re- 
newed at least daily. All practicable steps shall be taken to pre- 

•Tbcse rules were substituted by G. N. P. k, S. D., No. 67*8/84, dated 98th Sep* 
tember 1948. 
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serve the water and vessels free from contamination and to keep 
the vessels clean. 

(3) (a) Drinking water shall not be supplied from any 

open well or reservoir unless it is so situated and pro- 
tected as not to be liable to pollution by chemical or 
bacterial impurities. 

(b) Where drinking water is supplied from such well or re- 
servoir arrangements shall be made to sterilize the 
water in it once a week or if so required by the Inspec- 
tor oftener unless separate arrangements are made to 
filter and treat the water before it is supplied for con- 
sumption. 

Manager to Obtain Report on Water at Intervals 

♦32. The Inspector may by order in writing direct the Man- 
nager to obtain report, at such time or at such intervals as he 
may direct, either from the Assistant Director of Public Health 
or the health officer of the Municipality who is equipped with 
the necessary facilities for testing the water to ascertain whe- 
ther the water supplied to the workers is fit for drinking or not. 
The Inspector may if he thinks fit, also take a sample of water 
himself and direct the Manager to obtain a report thereon. The 
Manager shall comply with the Inspector’s direction and in every 
case submit a copy of the report to the Inspector. 

PROVISION OF WASHING ACCOMMODATION 
(SECTIONS 19 AND 32) 

Washing Accommodation 

33. In every factory in which any process involving contact 
by the workers with injurious or obnoxious substances is carried 
on, a sufficient supply of water suitable for washing shall be pro- 
vided before the 1st day of January 1936. For every fifteen 
workers so employed, at least one impervious wash basin fitted 
with a waste-pipe shall be provided together with a free supply 
of nail brushes and soap : 

Provided that if in any factory, sufficient bathing accommo- 
dation has been already provided, the Inspector may vary the 
above standard to such extent as he may think fit. 

PROVISION OF SANITARY ACCOMMODATION 
(SECTIONS 20 AND 32) 

Provision of Latrines and Urlnala 

34. (1) Every factory shall be provided with latrine accom- 
modation on the scale given below 


•The** rule* were substituted by G. N, P. a a D* # No. 6T88/84, dated 28th Sep- 
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Seats 


Where the number of workers does not exceed 20 1 

Where the number of workers exceeds 20 but does not 

exceed 35 2 

Where the number of workers exceeds 35 but does not 

exceed 50 3 

Where the number of workers exceeds 50 but does not 

exceed 150 4 

Where the number of workers exceeds 150 but does not 

exceed 200 5 

Where the number of workers exceeds 200 1 seat 


for every 50 
or fraction of 50. 

Such latrines shall be roofed and sufficiently ventilated and light- 
ed. The surface of floors and inside walls shall be made of non- 
absorbent impermeable material to a height of 3 feet from the 
floor, within six months from the date of the coming into force 
of these rules. 

Except with the written permission of the Inspector, such 
latrine accommodation shall be in a place detached from the 
other factory buildings : 

Provided that in a seasonal factory situated in a place de- 
tached from other buildings, latrines may be constructed of the 
pit or bore hole type on such a scale as the Inspector may require 
in writing. The site of such latrines shall be as distant as prac- 
ticable from any buildings or water-supply and in any case not 
within 50 feet of a source of drinking water-supply. 

12 ) In factories which employ more than 50 workers and 
which do not provide flushing arrangements in the latrines, one 
urinal shall be provided for every 100 workers or fraction of 100. 

(3) If females are employed, separate latrines and urinals 
screened from those of males and marked in the vernacular in 
conspicuous letters “ for women only ” shall be provided. Those 
for males shall be similarly marked “ for men only.” 

(4) The number of latrines required shall be calculated in- 
dependently for males and females. 

Latrines and urinals to be limewashed, etc. 

35. The walls of latrines and urinals shall be limewashed, or 
colourwashed both Inside and outside, not later than six months 
from the date of the last limewashing or colourwashing : 

Provided that in non-seasonable factories working by shifts 
more than ten hours a day, limewashing or colourwashing shall 
be carried out not later than four months from the date of the 
late limewashing or colourwashing. The dates of limewashing 
or colourwashing shall be noted in Form F : 
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Provided also that this rule shall not apply to latrines made 
of corrugated iron, or to tiled latrines, or to any class of latrines 
exempted by an order in writing by the Inspector in Form B. 

Latrines and urinals to be kept sanitary 

36. All latrines and urinals shall be kept in a sanitary state. 

PRECAUTIONS AGAINST FIRE AND PROVISION OF MEANS 
OF ESCAPE IN CASE OF FIRE 

(SECTIONS 22, 23 AND 32) 

Buildings of more than one storey to be provided with 2 stairs 

37. Every building of more than one storey shall be pro- 
vided with at least two sets of stairs or steps permanently fixed 
either inside or outside the building, so as to afford direct and 
unimpeded access from every part of the factory to the ground 
level. Such stairs shall be provided with a suitable and suffi- 
cient hand-rail or other convenient support. In factories em 
ploying less than forty persons, the Inspector may accept in 
lieu of a second set of stairs or steps, such other means of 
escape in case of fire as can reasonably be required in the cir- 
cumstances of each case. 

Exits to external stairs to open from inside 

38. Every window or door giving access to an external stair - 
case shall be so arranged as to open immediately from inside. 

Ginning factories to be provided with two earthen ramps, etc. 

39. Notwithstanding anything contained in rule 37, ginning 
factoiies shall be provided with at least two suitable earthen 
ramps or two flights of stairs made of brick-work or other fire- 
resisting material. 

Artificial lighting 

40. Save in cases where the Inspector by written order 
otherwise permits at any time, artificial lighting shall not be 
provided, otherwise than by means of electricity, in any factory 
of the classes specified below or parts of such factories : — 

The interior of any cotton ginning factory, provided 
that candles placed in glass lanterns of a pattern ap- 
proved by the Inspector may be used ; 
ui) Any part of the factory in which any of the processes 
connected with the manufacture and packing of any 
matches or fireworks is carried on ; 

(hi) All interior parts of cotton spinning and weaving 
factories, other than engine and boiler rooms, rope 
alleys, mechanic shops, calendering, finishing, dyeing 
and sizing departments. 


7 
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FENCING 

(SECTIONS 24 AND 32) 

Certain parts of transmission machinery to be fenced 

41. The following parts of transmission machinery shall be 
securely fenced if in motion and likely to cause danger : — 

(i) All shafts, couplings, collars, clutches, toothed wheels, 
pulleys, driving straps, chains and ropes except such 
as are in the opinion of the Inspector, by reason of 
construction or position, equally safe to every person 
employed as they would be, if securely fenced or 
guarded. 

(ii) All projecting set screws, keys, nuts or bolts on re- 
volving parts, except such as are countersunk or 
otherwise made equally safe. 

liii) The underside of all heavy overhead main driving 
belts or ropes, if there is any probability of persons 
having to pass under them. 

Other precautions to be taken with certain parts 

42. (i) Cotton openers, combined openers and scutchers, 

scutchers and lap machines, hard waste breakers 
and similar machines and spinning mules shall be 
driven from countershafts provided with fast and 
loose pulleys and efficient belt shifters. 

(ii) In all openers, combined openers and scutchers, 
scutchers, scutcher-lap machines, hard waste 
breakers and similar machines, the cover of the 
beaters and doors which give access to any danger- 
ous parts of the machines shall be secured by a self- 
locking apparatus maintained in efficient order in 
such manner as to make it impossible to open such 
cover or door when the machine is working. A simi- 
lar device shall be applied to the doors or casings 
over the jack box motion and adjacent parts of all 
slubbing, intermediate and roving frames set up 
after the 1st day of July 1912. 

031) In all openers, combined openers and scutchers, 
scutchers, scutcher-lap machines, hard waste break- 
ers and similar machines, the openings giving access 
to the dust chamber shall be provided with per- 
manently fixed fencing, which shall, while admitting 
light, yet prevent contact between any portion of a 
worker's body and the beater grid bars. 

(iv) In all combined openers and scutchers, scutchers, 
scutcher-lap, sliver-lap and lap-machines and 
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similar machines, an efficient guard shall be fitted 
over the lap and maintained in such order that no 
person may handle the laj> when the weight friction 
rack is exerting pressure on the lap spindle. 

Parts of carding machines to be fenced 

43. (a) In every carding machine, 

(i) all feed roller wheels and doffer wheels, side shaft 
wheels, calender wheels and coiler wheels shall be 
efficiently fenced ; 

(ii) licker-in-covers shall be screwed down so that they 
cannot be readily lifted while the machine is in motion. 

( b ) In every carding machine, other than roller and clear- 
er waste cards or cards of a similar type erected after 
the 31st day of December 1927, the cylinder stripping 
door shall be secured by an automatic locking appara- 
tus maintained in efficient order in such manner as 
to make it impossible to open such door until the 
cylinder is at rest. 

(c) In every roller and clearer waste carding machine 
the wooden cover over the rollers and clearers shall 
be secured in such manner that it cannot be readily 
opened. 

Certain parts to be guarded 

44. Every ring-throstle-frame, flyer-throstle-frame and 
doubling frame, the tin rollers of which revolve in the usual 
directions, that is, in such manner as to draw upwards between 
them any object coming ino contact with them from beneath, 
shall be guarded in the following manner 

(i) A guard or guards shall be permanently fixed along 
the whole length of each side of every such frame 
and not further under the frame than the outer 
edge of the spindle rail. 

(ii) These guards shall consist of strong horizontal iron 
bars not less than one and a quarter inches in width 
and one-quarter of an inch in thickness secured to 
suitable upright spaced not more than four feet 
apart ; the bars should be so placed that the vertical 
space between the topmost bar and the bottom of the 
spindle rail and between the lowest bar and the floor 
and between any bar and the next bar shall be not 
more than six inches. If any line of bars consists of 
more than one piece, the pieces forming the line shall 
overlap each other by at least two and a half inches 
and shall be effectively secured. 



100 


LABOUR AND FACTORY LEGISLATION 


(iii) Whenever under the tail end of any such frame, 
there is a clear space exceeding 8 inches from the 
floor, a like guard shall similarly be fixed midway 
across such end. 

(iv) Every frame shall be fenced in the above manner 
before being brought into use, unless secure fencing 
is adequately maintained by wooden guards, con- 
structed of suitable dimensions from strong sound 
smooth wood, such as teak, permanently and suit- 
ably fixed. 

Calendering machines, etc. to be provided with a nip -guard 

46 . In respect of calendering machines, mangles, and simi- 
lar machines, all such machines shall be provided with an effi- 
cient “ nip ’* guard along the whole length on the intake side of 
each pair of bowls and similar parts, which shall be so fitted and 
maintained, whilst the rollers of bowls are in motion, as to pre- 
vent access of any person’s fingers to the point of contact of 
the rollers or bowls. 

Belts, etc., to be regularly examined 

46. (i) All belts shall be regularly examined to ensure 
that the joints are safe and the belts at proper 
tension. 

*(ii) No new wire rope or chain shall be used in any hoist 
unless the Manager has obtained a certificate of its 
safe working load from the manufacturer or im- 
porter. The Manager shall produce such certificate 
when so required by the Inspector. 

^ ( iii) There shall be marked consoicuously on every hoist 
the maximum working load which it can safely 
carry and no load exceeding the load so marked 
shall be carried on any hoist. 

Viv) All hoist ropes and chains shall be examined at in- 
tervals of not more than three months by a com- 
petent person nominated by the Manager to ensure 
that they are in a safe condition. The person 
making the examination shall submit a report of 
every such examination to the Manager who shall 
maintain a record of such reports and shall pro- 
duce it when so required by the Inspector. 

f46A. An efficient automatic device shall be provided and 
maintained to prevent the cage or platform from overrunning. 

♦Clause* (ii), (U0 and (iv), of Rule 40 are substituted for old clause (»t) with effect 
from 1st January 1942 (G.N., P. A S.D., No. 9078 of 28rd May 1941). 

tThis sub- rule was inserted by G.N.,P. A S.D., No. 9. 129 of 4th Scptcmlxr 1942. 
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Emery and abrasive wheels to be provided with an iron 

eoverguard 

47. Except with the written permission of the Inspector, 
every emery or abrasive wheel shall be provided with a strong 
iron coverguard that shall enclose the wheel, as far as practi- 
cable. The guard shall be securely attached to the frame of the 
machine or other solid foundation. 

ADDITIONAL FENCING IN GINNING AND PRESSING 
FACTORIES 

Additional provision for cotton ginning factories 

48. The following special additional provisions shall apply 
to cotton ginning factories to the extent therein indicated : 

(a) The line shaft or second motion in cotton ginning fac- 
tories, when below floor level, shall be completely en- 
closed by a continuous wall or unclimbable fencing 
with only so many openings as are necessary for access 
to the shaft for removing cotton seed, cleaning and 
oiling ; and such opening shall be provided with gates 
or doors which shall be kept closed and locked. 

ib) The toothed rollers of the opener shall be guarded by 
securely fixing across the machine a strong wooden 
plank or metal guard so fixed that in no circumstances 
can a person’s hand get into the rollers. 

ic) The spur gearing at the side of the opener shall be 
completely covered by a strong metal guard. 

<d: The crank shaft pulleys and roller-pulleys of all gins 
shall be securely fenced by strong box guards and 
hinged top covers. 

{ e) All ginning machines and openers shall be provided 
with fast and loose pulleys and efficient belt shifters. 

(/) The intake side of the roller cog wheels on all double 
roller ginning machines shall be fenced by a strong 
metal guard. The oscillating mechanism on all these 
machines shall also be fenced by a strong metal cover. 

*g) Any opening on the underside of saws on saw gins or 
similar gins shall be securely fenced by securely bolt- 
ing an expanded metal or similar cover in such a 
manner that no person's hand can come in contact 
with the saws, when the saws are in motion. 

<h) In phutties or kappas and cotton openers, the beater 
at the feed end shall be securely fenced by permanent- 
ly fixing strong sound wooden planks or metal plates 
across the feed opening and to the sides of the machine, 
in such a manner that in no circumstances can any 
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portion of a person's body come in contact with the 
beater, whilst it is in motion. 

Additional fencing in factories wherein decorticating is carried 

out ’ 

49. In any decorticator — 

(a) The feed opening shall be securely fenced by perma- 
nently fixing iron bars not less 5/8" in diameter, 
spaced not more than two inches apart from centre 
to centre, across such opening. 

(5) The axial openings at the sides of the machine shall 
be securely fenced by permanently fixing expanded 
metal covers over such openings, in such manner that 
in no circumstances can a person’s hand come in con- 
tact with the “ pankha.” 

Additional fencing in gur-factories wherein crushing is carried 

on 

49A. (1) All toothed gearing on crushing machinery in gw 

factories shall be effectively fenced by strong metal guards. 

(2) The rollers of the sugarcane crusher in such factories 
shall be effectively fenced at the feed end by a strong wooden 
or metal guard permanently fixed in such a manner that a per- 
son’s hand cannot get into the roller. 

PROTECTION OF WORKERS ATTENDING TO 
MACHINERY 

Important pulleys to be provided with belt hangers 

50. As far as possible all important pulleys shall be provided 
with belt hangers : 

Provided that when the main belts of any machinery have 
to be adjusted, the machinery shall be stopped and shall not 
be set in motion again, until such belts have been completely 
adjusted. 

Fast running belts to be replaced, etc., only by experienced and 

trained worker 

51 Replacing or adjusting of fast running belts shall be 
done only by an experienced and specially trained worker. 
Ladders 

52. All ladders used in replacing belts shall be specially 
made and reserved for that work and provided with hooks or 
an effective non-skid device. Ladders provided with hooks must 
have hooks fitted in such suitable positions that they rest on 
the shaft when the bottom end of the ladder is resting on the 
floor. 
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Certain workers to be supplied with certain clothing free of 

charge 

53. (1) Every worker, who goes up to replace a belt or 
to oil bearings of a shaft, shall wear* a tight loin cloth or tight 
trousers, and shall not wear any loose clothing which Is liable 
to be caught in the machinery. The tight loin cloth or tight 
trousers shall be provided by the occupier, free of cost. 

(2) The provisions of sub-rule (1) shall apply — 

(a) to every worker, who goes down to replace a belt or 
to oil bearings of a shaft in a cotton ginning factory, and 

(b) to all oilers and to attendants of prime movers, and 
to any person who Ls allowed to work in the shaft alley 
of a cotton ginning factory when the machinery is in 
motion. 

(3) A dhotie wrapped round the body in any manner shall 
not be deemed to be a loin cloth within the meaning of sub- 
rule (1). 

Certain plant to be fitted with safety valves, etc. 

54. All kiers, digesters or steam jacketed pans or other 
vessels worked under pressure shall be fitted with safety valves 
and pressure gauges. 


FENCING 

(SECTION 32) 

Certain places to be securely fenced 

55. All pits, tanks, gutters or excavations of more than 
eighteen inches in depth and all open tanks or open vessels 
containing either chemicals or hot substances dangerous to 
human life or safety shall be securely fenced, except when they 
are, in the opinion of the Inspector, by reason of construction 
or position, equally safe to every worker as they would be if 
securely fenced. 

PROHIBITION OF ADMISSION OF CHILDREN 

(SECTION 28) 

Admission of certain children prohibited 

56. In any factory of the classes specified below, the ad- 
mission of children between the ages of two and twelve years 
is prohibited, to such part of such factories as is specified : — 

un Cotton ginning factories, to any part of such factories 
or premises wherein any machinery is at work, 

Match factories, to any part of such factories other 
than rooms or an enclosed portion of the compound. 
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specially reserved for the use of such children in which 
no manufacturing process is carried on and no articles 
or materials are stored , and 

(c) Any factory in which explosives are manufactured. 

NOTICES OF ACCIDENTS 
(SECTIONS 30 AND 32) 

Notice of accidents 

57. Notices of accidents resulting in death or causing such 
severe injury that there is no reasonable hope that the person 
will be able to return to work within 48 hours, shall be sent by 
telegram, telephone or special messenger within four hours 
of the occurrence to — 

(i) the Inspector of the area in which the factory is 
situate, and 

t ii > the District Magistrate or if he by general order 
so directs, the Sub-Divisional Magistrate. 

Notice to be given to police if death results immediately 

58. In case of any accident resulting in death, notices shall 
also be sent to the officer in charge of the police station for 
the area in which the factory is situate, within the time and 
by the agency prescribed in rule 57. 

Notice when death follows within 7 days 

59. If in the case of an accident, the injured person dies 
within seven days of the accident, information of his death 
whenever known shall be sent by telegram, telephone or special 
messenger, within 24 hours of the occurrence to — 

(i) the Inspector, 

■ M) the District Magistrate or if he by general order so 
directs, the Sub-Divisional Magistrate, and 
uii) the officer in charge of the police station for the 
area in which the factory is situate. 

Such notice to be in Form I 

60. If the notice is sent by special messenger, it shall be 
in Form I and if it is sent by telegram or telephone, it shall 
be confirmed by written report in that Form. Copies of all such 
notices shall be maintained for a period of three years. 

Notice of minor accidents 

61. Notices of accidemts of a minor character, but which 
nevertheless prevent the injured person from returning to work 
within 48 hours of the occurrence, shall be given in Form I 
within 24 hours of the expiry of that time to the Inspector.**** 


•••♦These words were deleted (G,\., P. & S.1)., No. 852/34 of 4th June 1943). 
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Notice of other accidents 

62. Notices of accidents occurring in a factory which do 
not cause death or bodily injury but are due to any of the fol- 
lowing causes, namely : — 

(i) structural collapse, 

Ui) the breaking of any rope, chain or other appliance 
used in raising or lowering persons or goods by the 
aid of mechanical or electrical power, or 
fiii) fires in cotton openers in cotton pressing factories, 
shall be sent in Form I — 

(a) to the Senior Inspector of Factories, Ahmedabad, in 
the case of all factories situate in the districts of 
Ahmedabad, Kaira, Broach and Panch Mahals and 
Surat and in the Nawapur taluka of the West Khandesli 
district, and 

<b) to the Chief Inspector, in all other cases, 
by registered post within four hours of the occurrence, or the 
accident shall be reported by telegram, telephone, or by special 
messenger within the same period. If the notice is sent by 
special messenger, it shall be in Form I and if it is sent by 
telegram or telephone, it shall be confirmed by a written report 
in that Form. Copies of all such notices shall be maintained 
for a period of three years. 

Inspector to Investigate fatal or serious accidents 

63. If the Inspector has reason to believe that a fatal or 
serious accident has occurred in any factory, whether he has 
received a notice under section 30 or not, the Inspector shall 
proceed to make an investigation either by himself or in co- 
operation with any official deputed by the District Magistrate or 
the Police authorities, or with both, in order to determine, as 
soon as possible, the cause of, and responsiblity for, the accident. 
If it should be found that the death or serious injury resulted 
from the occupier or manager or other person having neglected 
to observe any provisions of the Act or rule or order made 
thereunder, the Inspector shall, if he considers that a prosecu- 
tion should be instituted under the Act, report to the District 
Magistrate that he is instituting a prosecution under the Act : 

Provided that where the Inspector considers that the prose- 
cution should be instituted by a local official, he shall give the 
previous sanction in writing required by section 74 and forward 
the same to the District Magistrate with a request that a pro- 
secution may be instituted. If the Inspector considers that 
action should also be taken under the Indian Penal Code, he 
shall record his opinion and send it to the District Magistrate 
for such action as he may think fit ; 
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Provided further that no report to the District Magistrate 
shali be required in the case of any accident occurring in the 
City of Bombay or in the case of any accident which has result- 
ed in death and in connection with which the Coroner of Bombay 
has held an inquest. 

PROCEDURE IN APPEALS 
(SECTIONS 31 AND 32) 

Procedure in Appeals 

64. (1) An appeal presented under section 31 shall lie to 
the Chief Inspector or in cases where the order appealed against 
is an order passed by that officer, to the District Magistrate, and 
shall be in the form of a memorandum setting forth concisely 
the grounds of objection to the order and bearing court-fees 
stamp in accordance with Article 11 of Schedule II to the Court- 
fees Act, 1870, and shall be accompanied by a copy of the order 
appealed against. 

(2) The Millowners’ Associations at Bombay and Ahmeda- 
bad in the case of the textile industry and the Chamber of 
Commerce, Bombay, or the Indian Merchants’ Chamber, Bom- 
bay, in respect of other industries are hereby prescribed as the 
bodies empowered to appoint one of the two assessors referred 
to in Sub-section (2) of Section 31 : 

Provided that in respect of industries other than the textile 
industry, the appellant shall state in the memorandum presented 
under sub-rule (1) whether he is a member of any of the afore- 
said bodies and if he is a member of two such bodies, which of 
these two bodies he desires should appoint one of the two assessors 
as aforesaid ; and the body empowered to appoint such assessor 
shall, 

U) if the appellant is a member of one of such bodies, be 
that body : 

(2) if he is a member of two such bodies, be the body 
which the appellant desires should appoint such assessor ; and 

i3> if the appellant is not a member of any of the aforesaid 
bodies or if he does not state in the memorandum which of sucli 
bodies he desires should appoint the assessor, be the body which 
the appellate authority considers as the best fitted to represent 
the industry concerned. 

Appointment of assessors 

65. On receipt of the memorandum of appeal, the appellate 
authority shall, if it thinks fit or if the appellant has requested 
that the appeal should be heard with the aid of assessors, call 
upon the body, declared under sub-rule ( 2 ) of rule 64 to be the 
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body representative of the industry concerned under sub-sec- 
tion (2) of section 31, to appoint an assessor within a period 
of 14 days. If an assessor is nominated by such body, the 
appellate authority shall appoint a second assessor itself. It 
shall then fix a date for the hearing of the appeal and shall 
give due notice of such date to the appellant and to the Inspec- 
tor whose order is appealed against, and shall call upon the two 
assessors to appear upon such date to assist in the hearing of 
the appeal. 

Remuneration of assessors 

66. An assessor appoined in accordance with the provisions 
of rules 64 and 65 shall receive, for the hearing of the appeal, a 
fee to be fixed by the appellate authority, subject to a maximum 
of fifty rupees per diem. He shall also receive reasonable travelling 
expenses to be fixed by the appellate authority. The fees and 
travelling expenses shall be paid to the assessors by Govern- 
ment ; but where assessors have been appointed at the request 
of the appellant and the appeal has been decided wholly or part- 
ly against him, the appellate authority may direct that the fees 
and travelling expenses of the assessor shall be paid in whole 
or in part by the appellant. 

PROVISION AND CUSTODY OF FIRST-AID APPLIANCES 
(SECTION 32) 

First-aid appliances to be stored 

67. Before the 1st day of January 1936, the Manager shall 
maintain, free of any charge to the workers, stores of first-aid 
appliances specified in Appendix II. 

INSPECTOR’S REGISTER OF FACTORIES 
(SECTION 32) 

Inspector to maintain a register of factories 

68. The Inspector shall maintain a register of all factories 
under his charge in Form J and shall furnish a copy thereof 
to the District Magistrate as early as possible in each year. He 
shall also intimate to the District Magistrate, at the time they 
are made, all changes in the register which are made in accor- 
dance wih rules 69. 70 and 71. 

Notice to premises which ought to be registered as factories 

69. When the Inspector has reason to believe that any pre- 
mises situated within his local limits and not already registered 
as a factory ought to be included in his register, he shall send 
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to the occupier of the pemises a notice intimating his intention 
of placing such premises on his Register of Factories. 

Objections to such notice and their decision 

70. Any person served with a notice under rule 69 may, 
within 15 days of the receipt of such notice, forward to the 
Inspector a statement setting forth his objections to the regis- 
tration of his premises as a factory. The Inspector shall con- 
sider and dispose of such objections after making such enquiry 
as he may deem necessary, and shall communicate his decision 
to the person concerned. 

Removal of entries from register 

71. When any premises cease to be occupied as a factory, 
the occupier may give notice of the fact to the Inspector who 
shall, if satisfied that the Act is no longer applicable to such 
premises, remove them from his Register of Factories. The In- 
spector may, without such notice, and of his own motion, at any 
time remove any factory from his register if satisfied that it is 
no longer used as such. 

CERTIFICATES OF STABILITY OF BUILDINGS 

(SECTION 33) 

Manufacturing process not to be begun in certain buildings 
without stability certificate 

72. (1) In any building or part of a building which is 
erected or used or intended to be used for a cotton spinning 
or weaving factory or a sugar factory, no work on any manu- 
facturing process with the aid of power shall be commenced until 
a certificate of stability of the building or part of the building, as 
qualifications specified in sub-rule (4), has been approved by 
the Inspector for the area in which the factory is situate. 

(2) Such certificate shall be accompanied by the plans of 
the building or part thereof which is erected or intended to be 
used as a factory showing its extent and construction and the 
position of machinery, plan and tanks thereon. 

(3) No alteration or addition shall be made to such build- 
ing or part thereof or to such machinery, plant or tanks, unless 
a fresh certificate in respect of such alteration or addition has 
been approved in the manner specified in sub-rule (1). 

(4) No person who is not— 

(a) a Member of the Royal Institute of British Architects, 

(b) a Member of the Indian Institute of Architects, 

(o a Member or Associate Member of the Institute of Civil 
Engineers, 
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(d) a Member of the Institute of Structural Engineers, 

(e) a Graduate in Engineering of the Indian University 
recognised by Government, with three years’ bona fide 
practice on his own account or as Chief Assistant of a 
recognised firm of Engineers, 

or 

(/) possessed of such other qualifications as the Chief 
Inspector shall approve, 
shall sign such certificate. 

(5) Nothing in this rule shall apply to cotton spinning or 
weaving factories situate within the limits of the City of Bombay 
or the municipal borough limits of Ahmedabad. 

HOLIDAYS 

(SECTION 35.) 


Return of Holidays 

73. (1) Before the end of each calendar month, unless 
exempted, the manager of every factory shall deliver or cause to 
be delivered to the office of the Inspector of the area in which 
the factory is situate, a return giving notice of all the days on 
which the factory will be closed during the succeeding month. 

(2) The return of holidays shall be delivered whether the 
factory is or is not working during the calendar month preceding 
the one to which the return relates, and if any change of date is 
subsequently made, notice shall be delivered to the office of the 
Inspector in accordance with Section 35. 

NOTICES AND REGISTERS 

(SECTIONS 39, 41, 55 and 56.) 

Form of notice of periods for work 

74. The notice of periods for work of adult workers prescrib- 
ed under Section 39 shall be in Form C while that prescribed 
under Section 55 for child workers shall be in Form C-l. 

Form of Register of Workers 

75. The register of adult workers prescribed under Section 
41 shall be in Form D and that for child workers prescribed under 
Section 56 shall be in Form D-l. These registers shall be written 
up afresh each year and shall always be available for inspection 
and be preserved for 12 months. 

Form of abstract of Act and Rules 

76. The abstract of the Act and Rules required by Section 76 
to be affixed shall be in Form L for non-seasonal factories and in 
Form M for seasonal factories. 
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ADULTS EXEMPTED UNDER SECTION 43 

Persons defined to hold position of Supervision or Management 
77. The following persons shall be deemed to hold positions 
of supervision or management : — 

(a) All persons specified in the Schedule below. 

(b) Any other person who, in the opinion of the Inspector, 
holds a position of supervision or management. 

SCHEDULE. 

LIST OF PERSONS TO HOLD POSITIONS OF SUPERVISION 
OR MANAGEMENT IN FACTORIES 

1. All Factories. 

Manager. 

Assistant Manager. 

Department heads and Assistants. 

Engineer and Certified Assistants. 

Electrical Engineer. 

Head Storekeeper and Assistants. 

Boiler Serang. 

Technical Experts. 

II. Engineering Workshops. 

Foremen. 

Inspectors. 

Chargemen. 

Workshop Overseers. 

(In addition to persons in the list “ I. All Factories ” above.) 
HL Spinning and Weaving Mills. 

Engineering Departments. 

Foremen Mechanics. 

Spinning Departments. 

Jobbers or Muccadams. 

(Note* — Spinning departments shall, for the purposes of this 
Rule, be deemed to include also the blowing, carding, drawing 
and frame departments.) 

Weaving Departments. 

Jobbers, Overseers or Muccadams. 

(Note — Weaving departments shall, for the purposes of this Rule, be, deemed to Include 
the preparatory departments of winding, warping and stains). 

Rules 77 — 80 were last revised by Notification, P. A S.D., No. 852/84 of Oth December 
1041, and to be in effect from 12th January 1942 to 11th January 1040. 
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Dyeing, Bleaching, Calendering, Finishing and Cloth Printing 

Departments. 

Jobbers, Overseers or Muccadams. * 

(In addition to persons in the list “I. All Factories” above.) 

Persons defined to hold Confidential Position 

78. All clerks and timekeepers employed in a factory within 
the meaning of Clause ih) of Section 2 shall be deemed to be 
employed in a confidential position in the factory. 

List to be maintained of persons holding Confidential Position or 
Position of Supervision or Management 

79. A list showing the names and designations of all persons 
to whom the provisions of Sub-section (1) of Section 43 have been 
applied shall be maintained in every factory. 

ADULT WORKERS EXEMPTED UNDER SECTION 43(2), (3) 
AND (4) FROM CERTAIN RESTRICTIONS ON WORKING 

HOURS 

Exemption of Certain Adult Workers 

80. Adult workers engaged in factories specified in column 2 
of Appendix III on the work specified in column 3 of the said 
Appendix shall be exempt from the provisions of the sections 
specified in column 4, subject to the conditions specified in column 
5 of the said Appendix. 

OVERTIME LIMITS AND PAYMENTS FOR EXEMPTED 
WORKERS 

(SECTION 47.) 

Muster-roll for Exempted Factories 

81. The manager or occupier of every factory in which 
workers are exempted under Section 43 or 44 from the provisions 
of Section 34 or 36 shall keep a muster-roll in Form N showing the 
normal piece-work rate of pay, or the rate of pay per hour, or 
per day of nine hours in non seasonal factories, or per week of 
fifty-four hours in non-seasonal factories other than those em- 
ployed on continuous production work for technical reasons, or 
of fifty-six hours in non seasonal factories employed on conti- 
nuous production work, or of sixty hours in seasonal factories, 
of all exempted employees. In this muster-roll shall be correctly 
entered the overtime hours of work and payments therefor of 
all exempted workers. The muster-roll in Form N shall always 
be available for inspection. 
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Total Overtime for Women Exempted from Section 34 

82. Where women are exempted from the provisions of 
Section 34, under the provisions of Section 43, the total overtime 
permitted shall not exceed six hours during the week. 

Total overtime for male adult workers exempted from Sections 
34 and 36 

83. Where male adult workers are exempted from the pro- 
visions of Section 34 and Section 36, the overtime permitted shall 
not exceed twelve hours in any one week. But nothing in this 
rule shall apply to work on urgent repairs carried out under con- 
ditions laid down in item 1 of Appendix III. 

EMPLOYMENT OF MEN IN MORE THAN ONE FACTORY 

(SECTION 48.) 

When Employment of Men in more than one Factory may be 
Sanctioned 

84. The Inspector may sanction the employment of adult 
workers in more than one factory on the same day if he is satis- 
fied that such adult worker — 

(a) is employed in accordance with Section 34, and 

( b ) has the holiday prescribed by Section 35. 

Note of such employment to be made in Register 

85. A note, under the initials of the Inspector, shall be made 
in the remarks column of the Register against all adult workers 
permitted to work in more than one factory under rule 84. 

EMPLOYMENT OF ADOLESCENTS AND CHILDREN 

(SECTIONS 51, 53 AND 59.) 

Token of Child and Adolescent to bear Numbers 

86. The token which a child or adolescent at work wears 
under Section 51 shall have the number of the child or adolescent 
in the Register stamped upon it. 

CERTIFYING SURGEONS 
(SECTION 59) 

Duties of Certifying Surgeons and Authorised Medical 
Practitioners 

87. (1) The duties of a Certifying Surgeon and of an 
authorised medical practitioner shall include the examination of 
children and adolescents desirous of being employed, and the re- 
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examination of those in respect of whom a notice under Section 
58 has been served upon the manager, and who desire to be re- 
employed. Certificates of age and fitness shall be given to such 
children and adolescents as are found qualified to receive them. 
No fee shall be charged for such examination or for the grant 
of a certificate in pursuance thereof. 

(2) The Certifying Surgeon or authorised medical practi- 
tioner shall fix suitable places and times for the attendance of 
persons wishing to obtain certificates of age and physical fitness. 
Notice of the place and the times thus fixed shall be given to the 
managers. 

Certificates by Certifying Surgeon 

88. (1) Every Certifying Surgeon shall keep a bound book 
containing certificates in Form O in foil and counterfoil. The 
forms shall be numbered consecutively and shall be printed on 
cloth-backed paper. 

(2) Every certificate granted under Section 52 to a person 
desirous of being employed in a factory shall be prepared by 
filling up the foil and counterfoil on which shall also be impress- 
ed the left thumb mark of the person in whose name the certi- 
ficate is granted. 

(3) The Certifying Surgeon shall, when satisfied as to the 
correctness of the entries made therein, sign the foil and initial 
the counterfoil, and shall deliver the foil to the person in whose 
name the certificate is granted. The foil so delivered shall be the 
certificate granted under Section 52. 

(4) If the Certifying Surgeon refuses to grant to any person 
a certificate under this rule, no fresh application for a certificate 
shall be made on behalf of such person until a period of three 
months has elapsed, unless the Certifying Surgeon otherwise 
gives permission in writing at the time of refusing to grant the 
certificate. 

(5) A Certifying Surgeon revoking a certficate under Sub- 
section (3) of Section 52 shall cause the word “revoked” to be 
stamped in red ink on the foil and counterfoil. 

Certificate by Authorised Medical Practitioners 

89. Every authorised medical practioner shall grant certi- 
ficates in the manner prescribed in rule 88 ; and the word “ Pro- 
visional ” shall be printed or stamped in red ink at the top of 
each foil and counterfoil of such certificate. 

Duplicates of Certificates 

90. (1) When a person, to whom a certificate under Sec- 
tion 52 has been granted, loses such certificate, he may apply to 
the Certifying Surgeon, who after making such enquiry as he 
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deems fit from such person's employer or if unemployed from 
such person’s last employer and from other sources, may grant a 
duplicate thereof. The word “ Duplicate ” shall be clearly written 
in red ink across such certificate and initialled by the Certifying 
Surgeon. The counterfoil in the bound book of forms shall be 
similarly marked 4 ‘ Duplicate ” and initialled. 

(2) For every copy of a certificate granted under sub-rule 

(1), a fee of eight annas shall be charged, which shall be credited 
to Goveniment. The Certifying Surgeon shall maintain a register 
in Form P of all fees paid for the issue of copies of certificates, 
and shall initial each entry made therein. 

(3) No duplicate of a certificate granted under Section 52 
shall be granted to any person otherwise than in accordance with 
the provisions of this rule. 

Certifying Surgeon to visit Factories 

91. (1) The Certifying Surgeon shall ordinarily visit every 
factory situate within his local limits in which children or adoles- 
cents are known to be employed, at least once in four months 
and shall give previous notice of his visits. When a Certifying 
Surgeon visits a factory, the manager shall produce before him 
at such time as the Certifying Surgeon may fix all children and 
adolescents employed in the factory whether actually at work or 
not, who are not in possession of certificates granted by him 
under Section 52. 

(2) The Certifying Surgeon shall personally examine every 
child, or adolescent who is in possession of a 44 Provisional ” cer- 
tificate, granted under rule 89, and shall, if satisfied that a cer- 
tificate should be granted, destroy the provisional certificate and 
issue his Own certificate in lieu thereof. 

(3) If on such examination, the Certifying Surgeon is of 
opinion that the person in possession of a 44 Provisional ” certi- 
ficate, granted under rule 89, is under the age of twelve years or 
is not fit for employment in a factory, he shall impound the cer- 
tificate, write on it the word 44 Cancelled ” and sign the same, 
and shall forward the certificate with such remarks, if any, as he 
may offer to the Inspector for information, and inform the autho- 
rised medical practitioner who issued it. 

Revocation of Certificates 

92. The Certifying Surgeon at his periodical visits shall 
satisfy himself as to the fitness of the children and adolescents 
employed in a factory and shall revoke the certificates of any 
whom he deems no longer fit to work in the capacity therein. 

Results of visits of Certifying Surgeon to be noted 

93. The Certifying Surgeon shall enter in the inspection 
book a note detailing the results of each visit to the factory. A 
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jopy of this note shall be forwarded to the Inspector and to the 
authority to whom the Certifying Surgeon is subordinate for the 
purposes of this Act. 

MANNER OF SERVICE OF NOTICE 
(SECTIONS 32, 47 AND 59) 

Service of Orders how effected 

94. The despatch through the post under registered cover of 
any notice, order or extract of an Inspector’s report sent under 
the Act or under these rules, shall be deemed sufficient service on 
the occupier or manager of the factory of such notice or order 
or of any directions contained in such extract. 


FORM A 

(See Rule 3) 

NOTICE OF OCCUPATION 

Written notice prescribed Under Section 9 (1) of the Act 

1. Name of Occupier 

2. Name of factory 

3. Full postal address of factory 

5. Nature of the manufacturing process to be carried on. 

6. Name of Manager for the purposes of Factories Act 

Date (Full signature of Occupier.) 

(Full signature of Manager.) 

For notes under Form A refer to the book at page 87. 


FORM B 

(See Rule 5) 


Section or Rule from 
which exemption 
is given 

Subject dealt with 

Extent of and condi- 
tions of exemptions 
(compensatory rest 1 
periods, if any, 
should be mentioned) 

Date and number 
of 

order 



1 

! 

1 



(See Rules 6 and 74) 

NOTICE OF PERIODS OF WORK FOR ADULT WORKERS PRESCRIBED UNDER SECTION 30 

OF THE FACTORIES ACT 1934. 



• Where workers are employed on a system of groups or on relays in a shift system, the particulars as to starting and stopping time with rest inter- 
nal* for each period of work, of each such group or relay, as the case may be, shall be shown. 





FORM D 

(See Rules 6 and 75) 

REGISTER OF ADULT WORKERS PRESCRIBED UNDER SECTION 41 OF THE FACTORIES ACT, 1884 
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Sote ^- Where workers are employed on a system of groups or on relax s in a shift system, reference to the particular group or relay, as the case may 
> t to which the worker is alloted shall be given in the columns proi ided. 



(See Rules 0 and 75) 

REGISTER OF CHILD WORKERS PRESCRIBED UNDER SECTION 56 OF THE FACTORIES ACT, 1934 
For the month or period ending 
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•Where child workers are employed on a system of groups or on relays in a shift system, reference to the particular group or,the relay as the 
e, to which the worker is allotted shall be given in the columns provided. 
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FORM E. 
(Sec Rule 8.) 


Diary of Factory Inspector for the month ending 19 



FORM F. 

(See Rule 10.) 
LIME-W ASHING, ETC. 


Parts lime 

washed, Treatment ! 

Part at painted or (whether Date on which lime-washing j Signature ! 

Factory, varnished, lime painting, or varnishing was of Occupier „ . 

e.g., name e.g., walls, washed, carried out (according to the j or iteroarica 

of room. ceilings, painted or English calendar) < Manager 

woodwork, varnished). i 



(Signature of Oocupier.) 


(Signature of Manager.) 
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FORM G 

(See Rule 19) 
HUMIDITY REGISTER 


Department — 


Hygrometer — 


{ Distinctive mark or number 
Position in department 



Headings of Hygrometer 

Date, year. 
Month, day 

Between 7 and 

9 a. m. 

1 

Between 11 a.m. 
and 2 p. m. (but 
not in the rest 
period) 

i 

Between 4 and 
5-30 p.m. 

j 

i If no 
humi- 
1 ditv 
insert 
| none 

; 

Remarks 


Dry Wet 

bulb | bulb 

( 1 

j Dry ! Wet ] 
bulb i bulb j 

Dry 1 Wet 
bulb | bulb i 



1st 


2nd 


8rd 

4th 

5th 

6th 

7th 

8th 

6th 

lOtb 

11th 

12th 

18th 

14th 

15th 

16th 

17th 

18th 

19 th 

20th 

21st 


22nd 


28rd 
24th 
25th 
26th 
27th 
28 th 
29th 
80th 
81 St 


! 


■I I 
■; i 
i ! 
i I 



i 

J 

i 


At the beginning of the month the Sundays, whole holidays, and in the 
shorter months the 31st or other excess days should be erased. 


(Signed) 


Certified that the above entries are co r rect* 


(Signed) 
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FORM H 

(Sec Rule 27) 

PARTICULARS OF ROOMS IN THE FACTORY 



Dimensions of room 
in feet 


Floor 

Breath- 

Maxi- 1 
mum 
number 


Name of 
room in 
Factory 

Length 

Breadth 

Height 

Total 

floor 

1 area in 
square 
feet 

area 

occupied 

by 

machi- 
nery in 
the 
room 

ing 
space 
(cubical 
contents 
in cubic 
feet) 

of per- | 
sons 
who 
may be 
em- 
ployed 
in the 
room 

He- 

murks. 


( Signature of Occupier. ) 
( Signature of Manager. ) 
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FORM I. 

(See rules 60, 61* and 62.) 

(REPORT OF ACCIDENTS) 

Required under the Factories Act, 1934, and the 
Bombay Factories Rules, 1935. 

r District 
Date of Receipt 

Not to be filled up by^ Accident No. 

the management. | Classification, i.e., fatal, serious or minor 
Date of Enquiry 
„ Result of Enquiry 


1. Name of Occupier 

2. Address of Works 

3. Nature of Industry 

4. Branch or Department in which accident occurred 

5. (a) Was injury caused to any person ? 

(b) If so, the injured person’s name 

Address 

Sex Age Caste 

*6. Usual occupation of injured person 
7. Date and hour of accident 


8. Hour at which started work on day of 

9. Cause of accident (a) 

accident 

If caused by machinery give : — 


( b ) 

Name of machine and part 
causing accident. 

(b) 

( c ) 

State whether it was moved by 
mechanical power at the time. 

(c) 

•(d) 

State exactly what injured 
person was doing at the time. 

( d ) 


*10. Describe fully nature and extent of injuries, e.g., fatal, 
loss of finger, etc. 

•11. If accident not fatal, state whether injured person was 
disabled for 48 hours (see section 30 of Act XXV of 1934). 

12. Has duplicate copy of this return been kept ? 

13. Under whose treatment is injured person ? 

Signature of Occupier, Manager or Agent. 

Date 


•Not to be used when no Injury has been caused to any person. 



(See Rule 68) 
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FORM K. 


(See rule 72.) 

Certificate for Stability of Buildings. 


This is to certify that (a) buildings 

(b) part of the buildings 

marked 

in the attached plans, which have been prepared under the 
personal supervision and bear the signature of the undersigned, 

(1) were erected and completed 

(2) are to be taken into use 
as a factory for the manufacture of 

situated at (full details of survey of 

plot No. and postal address required) 

the property of 

have been personally examined by the 
undersigned, and, from calculations made, examination of the 
various materials used, and of the workmanship employed, the 
undersigned is satisfied that the strength of the aforesaid 


buildings 

part of a building 


is not less than that required by sound engineer- 


ing practice and Government Resolution, General Department, 
No. 5646, dated 4th January 1926, as amended by Government Re- 
solution, Political Department, No. 9112, dated 19th August 1932. 
The undersigned is also satisfied that the foundations, floors, 
columns, stanchions, walls, or other portions supporting machi- 
nery, plant, shafting, or tanks are strong enough to support such 
machinery, plant, shafting or tanks with safety. 


(Signature) 


(Qualifications) 


FORM L. 

(See rule 76.) 

ABSTRACT OF THE FACTORIES ACT, 1934, AND THE 
BOMBAY FACTORIES RULES, 1935. 

(To be fixed in a conspicuous place near the main entrance.) 

Non -Seasonal Factories. 

1 No adult worker shall be allowed to work in any factory 
for more than ten hours in any day. 

2. No adult worker shall be allowed to work in any non- 
continuous process factory for more than fifty-four hours in any 
week or for more than fifty-six hours in a continuous process 
factory. 
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3. No child shall be allowed to work in any factory for more 
than five hourse in any day. (This also applies to adolescents 
who have not received a certificate of fitness to work as adults.) 

4. Unless otherwise notified no woman or child shall be 
allowed to work before or after the hours noted below. (Male 
adolescents may only be so employed if they are in possession 
of a certificate of fitness to work as an adult and either carry 
the certificate or a token giving reference to the certificate) 

{ before 6-30 a.m. 
and 

after 7-30 pm. 

{ before 6-00 a.m. 
and 

after 7-00 p.m. 

5. There must be fixed for every worker on each working 
day — 

(a) either an interval for rest of at least one hour’s duration 
before more than six hours’ work ; or 
Co) an interval for rest of at least half an hour’s duration 
before more than five hours’ work ; or two half hour 
intervals before more than eight and half hours’ work 
and no period of work shall exceed five hours. 

6. No worker shall be allowed to work in any factory on 
a Sunday, unless — 

(a) he has had, or will have, a holiday for a whole day on 
one of the three days immediately before or after that 
Sunday, and 

(b) the manager of the factory has before that Sunday or 
the substituted day whichever is earlier, delivered notice 
to the office of the Inspector of his intention to require 
the worker to work on the Sunday and of the day 
which is to be sustituted, and displayed a notice to that 
effect in the factory : 

Provided that no substitution shall be made which will 
result in any worker working for more than ten days consecu- 
tively without a holiday for a whole day. 

7. The periods of work together with intervals for rest shall 
not spread over more than. — 

(a) thirteen hours in any day for an adult ; 

(b) seven and half hours in any day for a child. 

8. No child or adolescent shall be allowed to work in any 
factory unless he is in possession of a certificate granted under 
section 52 (2) and while at work carries a token giving reference 
to the certificate. (An adolescent who has not been granted a 
certificate of fitness to work in a factory as an adult shall, not- 
withstanding his age, be deemed to be a child.) 
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9. No person shall employ or permit to be employed in any 
factory any child or, except in prescribed circumstances, any 
other worker whom he knows, or has reason to believe, to have 
already been employed on the same day in any other factory. 

10. A register in Form D or D-l as the case may be must 
be kept for all workers employed in every factory unless the 
Provincial Government or the Inspector specially grants exemp- 
tion from the maintenance of this register by written order. 

11. The notice required by sections 39 and 55 shall be 
written in Form C or C-l as the case may be and £hall be posted 
in a conspicuous place near the main entrance of the factory. 

12. Every factory shall be suitably and sufficiently lighted 
by safe methods. 

13. (a) In every factory there shall be maintained a free, 
sufficient and suitable supply of drinking water ; 

(b) In every factory stores of first-aid appliances shall be 
maintained for the use and free treatment of injured 
persons ; 

( c ) In factories in which workers come in contact with 
injurious or obnoxious substamces suitable washing 
accommodation shall be maintained. 

14. Every factory shall be provided with latrine accommoda- 
tion. If females are employed, separate screened and marked 
latrines and urinals shall be provided. 

15 Unless specially exempted factories must be lime-wash- 
ed each year and the date recorded in Form F. 

16. Any person who smokes or uses a naked light, or causes 
or permits any such light to be used, in the immediate vicinity 
of any inflammable material in contravention of section 66 shall 
be punishable with fine which may extend to five hundred rupees. 

17. All accidents within the scope of section 30 must be 
reported as required by rules 57 to 62. 

18. All structural collapses, the breakage of ropes, chains 
or other lifting gear, and fires in cotton openers, must be report- 
ed in accordance with rule 62, that is, whether injury is caused 
or not. 

19. No woman, adolescent or child shall be employed on 
lead processes save in accordance with the Hazardous Occupa- 
tions (Lead) Rules, 1937. 

20. Exceptions — 

(a) Chapter IV does not apply to clerks, time-keepers or 
accountants or to persons included in the Schedule in 
rule 77. 

(b) Sections 34, 35, 36, 37, 38, 39 and 40 do not apply to 
any work or classes of persons specifically exempted by 
the Provincial Government under the pro visions of 
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section 43 (2), to the extent specified in Appendix III. 

(c) Sections 34, 35, 36, 37, 3B, 39 and 40 do not apply to 
factories specifically exempted by the Provincial Gov- 
ernment under the provisions of section 44 (2) to the 
extent noted in the exemption order. 

(d) No woman under any circumstances shall be employed 
for more than ten hours in any one day. 

21. All persons who exceed fifty-four hours* work a week 
but not more than sixty hours under any exemption granted in 
factories other than those employed on continuous production 
work for technical reasons and all persons who exceed fifty-six 
hours* work a week but not more than sixty hours employed on 
continuous production work for technical reasons, shall be paid 
for the overtime at a rate at least one and a quarter times the 
normal rate. All persons who exceed sixty hours of work a week 
as above, or exceed ten hours a day, shall be paid overtime at 
least one and half times the normal rate. 

Chief Inspector of Factories. 


FORM M. 

(See rule 76.) 

ABSTRACT OF THE FACTORIES ACT, 1934, AND THE 
BOMBAY FACTORIES RULES, 1935. 

(To be fixed in a conspicuous place near the main entrance.) 

Seasonal Factories. 

1. (a) No male adult worker shall be allowed to work in 
any factory for more than eleven hours in any day. 

(b) No female adult worker shall be allowed to work in any 
factory for more than ten hours in any day. 

2. No adult worker shall be allowed to work in any factory 
for more than sixty hours in any week. 

3. No child shall be allowed to work in any factory for more 
than five hours in any day. (This also applies to adolescents 
who have not received a certificate of fitness to work as adults.) 

4. No woman or child shall be allowed to work before or 
after the hours noted below. (Male adolescents may only be 
so employed if they are in possession of a certificate of fitness 
to work as an adult and carry a token giving reference to the 
certificate) 

{ before 6-30 a.m. 
and 

after 7-30 p.m. 
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frbefqr* ftrOQ a«m. 

Wrom* April 1st to October 31st -{ , apd 

^Inclusive ... v U^ter 7^oq p,m. 

r 5. Otoerer must 'be fixed Jor .every* worker ,pn % eaph,;wqrl4hg 
day :— 

Aa)< either an interval for rest of at least one hour'* dura- 
tion before more than six hours*, work ; or 

<(b). an interval for rest of at least half an hour’s dqration 
. before more than five hours* work or two half hour 
intervals before more than eight and half hours’ work 
and no period of work shall exceed five hours, 
t 6.’ No worker shall be allowed to work in any factory on a 
Sunday unless 

v (a) he has had or will have, a holiday for a whole ,day on 
one of the three days immediately before or after that 
Sunday, and 

( b > the manager of the factory has before that Sunday 
or the substituted day, which ever is earlier, delivered 
notice to the office of the Inspector of his intention to 
require the worker to work on the Sunday and of the 
day which is to be substituted and displayed a notice 
to that effect in the factory : 

Provided that no substitution shall be made which will result 
in any worker working for more .than ten days consecutively 
without a holiday for a whole day. 

7. The periods of work together with intervals for rest shall 
not spread over more than 

(a) thirteen hours in any day for an adult, 

(b) seven and half hours in any day for a child. 

8. No child or adolescent shall be allowed to work in any 
factory unless he is in possession of a certificate granted under 
section 52 (2) and while at work carries a token giving reference 
to the certificate. (An adolescent who has not been granted a 
certificate of fitness to work in a factory as an adult, shall, not- 
withstanding his age, be deemed to be a child.) 

9. No person shall employ or permit to be employed in any 
factory any child, or, except in prescribed circumstances, any 
other worker whom he knows, or has reason to believe, to have 
already been employed on the same day in any other factory. 

Id. A register in Form D or D-l as the case may be must be 
. kept for all workers employed in every factory unless the Pro- 
vincial Government or the Inspector specially grants exemption 
from the maintenance of this register by written order. 

11. The notice required by sections 39 and 53 shall be 
written in Form C or C-l as the case may be, and shall be posted 
in a conspicuous place near the main entrance of the factory. 


9 
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12. Every factory shall be suitably and sufficiently lighted 
by safe methods.' Cotton ginning factories must not be lighted 
by lamps burning vapour under pressure and if candles are used 
they must be in satisfactory glass lanterns and at least one per 
2 gins used. 

13. (a) In every factory there shall be maintained a free, 
sufficient and suitable supply of drinking water ; 

lb) In every factory stores of first-aid appliances shall be 
maintained for the use and free treatment of injured 
persons ; 

(c) In factories in which workers come in contact with 
injurious or obnoxious substances suitable washing 
accommodation shall be maintained. 

14. Every factory shall be provided with latrine accommo- 
dation. If females are employed, separate screened and marked 
latrines and urinals shall be provided. 

15. Unless specially exempted, factories must be lime-wash- 
ed each year and the date recorded in Form F. 

16. Any person who smokes or uses a naked light, or causes 
or permits any such light to be used, in the immediate vicinity 
of any inflammable material in contravention of section 66 shall 
be punishable with fine which may extend to five hundred 
rupees. 

17. All accidents within the scope of section 30 must be 
reported as required by rules 57 to 62. 

18. All structural collapses, the breakage of ropes, chains 
or other lifting gear and fires in cotton openers, must be report- 
ed in accordance with rule 62, that is, whether injury is caused 
or not. 

Exceptions 

19. (a) Chapter IV does not apply to clerks, time-keepers 
or accountants or to persons included in the Schedule in rule 77. 

(b) Sections 34, 35, 36, 37, 38, 39 and 40 do not apply to any 
work or classes of persons specifically exempted by the 
Provincial Government under the provisions of section 
43 (2), to the extent specified in Appendix III. 

(c) Sections 34, 35, 36, 37, 38, 39 and 40 do not apply to 
factories specifically exempted ‘by the Provincial 
Government under the provisions of section 44 (2) to 
the extent noted in the exemption order. 

<d) No woman under any circumstances shall be employed 
for more than ten hours in any one day. 

Chief Inspector of Factories 



OVERTIME MUSTER ROLL FOR WORKERS ON EXEMPTED WORK. 
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Serial Xo. 
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-• £—9 ^ 9— 9^.9 9 m m y ■ £-9 



jVolf. — Exact details of cause of physical disability 
should be dearly stated. 
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FORM P. 

(See rule 90.) 

Register of fee paid for the issue of * duplicate certificates 
under section 52 of the Factories Act, 1934. 


Date 

Serial 

No. of previous 

Name of person 

Initial of Certifying 

No. 

certificate 

to whom granted 

Surgeon 


1 

! 

i 

t 

t 

i 


i 

i 


Paid into Treasury. 

Date 

Signature of Certifying Surgeon. 


(See rule 25.) 

Directions for the use of Kata Thermometers. 

Object 

Measurement of the cooling properties of the air exerted 
on its surface at approximately body tetnjperaturt’ (38.5°C!) in 
millicalorles ~^r- gramme ' calories \»r sq. cm.‘~per 'sec. The 
^et lute gives tl)e cooling properties "by radjaQon, convection 
and evaporation. " 
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To take “ wet ” readings 

Heat the bulb with its silk net finger stall on in warm 
water (a thermos flask is conveniemt) till the spirit rises into 
the top bulb, and the column is free from bubbles. Never leave 
the instrument in hot water, for it will burst if the spirit fills 
the top bulb. Remove excess of water from the bottom of the 
bulb either by a cloth or by a gentle flick of the thermometer 
(the same method should always be used) and hold the instru- 
ment by the stem well away from the body at about 5 feet from 
the floor. Take the time in seconds taken by the spirit column 
in falling from 100° to 95° F. A stop watch is most convenient. 
Take three to five readings and the average of these. Always 
neglect the fist reading of all. 

The Fa*tor 

The factor of each instrument is inscribed on the stem pre- 
fixed by F. Divide the factor by the average time of cooling in 
seconds. The result gives the cooling properties in millicalories 
per sq. cm. per sec. 


APPENDIX II. 

(See rule 67.) 

PROVISION AND CUSTODY OF FIRST-AID APPLIANCES. 

[Sections 32 (b) and 32 (g).] 

(1) (a) There shall be provided and maintained so as to 

be readily accessible a first-aid box or cupboard of the perscrib- 
ed standard [see (2) beow], and where more than one hundred 
and fifty workers are employed, an additional box or cupboard 
for every additional one hundred and fifty workers. 

The number of first-aid boxes or cupboards required under 
this provision shall be calculated on the largest number of 
workers employed at any one time, and fractions of one hun- 
dred and fifty shall be reckoned as one hundred and fifty. Where 
the workers are employed in shifts the calculation of the 
number employed shall be according to the largest number at 
work at any one time. 

(b) Nothing except appliances or requisites for first-aid 
shall be kept in a fist-aid box or cupboard. 

(c) Keys of each first-aid box or cupboard shall be in 
charge of the Manager, who shall ensure that dupli- 
cate keys are maintained and readily available in the 
departments in which boxes or cupboards are kept 
during all working hours : 
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Provided that if an ambulance room or a dispensary with 
facilities for the adequate treatment of injured cases is main- 
tained the Inspector may by written certificate exempt the fac- 
tory from the requirements of rule 67 to such extent and subject 
to such conditions as he may specify : Provided further that 
where the employees of a factory are not exposed to a serious 
risk of accident, the Inspector may, by written certificate, ex- 
empt the factory from the requirements of rule 67 to such extent 
as he may specify but no certificate shall totally exempt any 
factory from the necessity of maintaining first-aid appliances. 

(2) Prescribed standards : — 

(a) For factories employing more than 9 but less than 21 
workers — 

each first-aid box or cupboard shall contain — 

(i) printed instructions in English and in the regional 
languages for the treatment of different types of 
injuries ; 

<ii) a sufficient number (not less than six) of small 
sterilised dressings for injured fingers ; 

(iii) a sufficient number (not less than three) of medium 
size sterilised dressings for injured hands or feet : 
<iv> a sufficient number (not less than three) of large 
sterilised dressings for other injured parts ; 

(v> a sufficient number of sterilised bum dressings 
(small and large) ; 

(vi) a two per cent, alcoholic solution of iodine or a 
one per cent, aqueous solution of gentian violet ; 

(vii) a bottle of sal volatile, having the dose and mode 
of administration indicated on the label ; 

i viii > eyedrops. 

(b) For factories employing more than 20 but less than 51 
workers — 

each first aid box or cupboard shall contain at least — 

(i) Printed instructions in English and in the regional 
languages for the treatment of different types of 
injuries. 

(ii) A sufficient number (not less than a dozen) of 
a small sterilised dressings for injured fingers. 

(iii) A sufficient number (not less than six) of medium 
sterilised dressings for injured hands or feet. 

(iv) A sufficient number (not less than six) of large 
sterilised dressings for other injured parts. 

(v) A sufficient number of sterilised burn dressings 
(small and large). 
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(vi)‘ A sufficient supply of sterilised cotton wool, In V 2 
oz.' packets. 

(▼i!) A two per cent, alcoholic solution of iodine. 

f>vfii) A bottle of sal volatile, having the dose and mode 
of administration indicated on the label. 

(ix) Eye drops. 

(x) A supply of suitable splints and cotton wool or other 
material for padding. 

(xi) A supply of adhesive plaster. 

(xii) A tourniquet. 

(xiil) Six roller bandages. 

(xiv) Three triangular bandages. 

(xv) Safety pins. 

Provided that items (x) to (xv) inclusive need not be in- 
cluded in the standard first aid box or cupboard (a) where there 
is. a properly equipped ambulance room, or (b) if at least one 
box containing such items and placed and maintained in ac- 
cordance with the requirements of rule 67 is separately provided. 

Each first aid box or cupboard shall be distinctively marked 
with the words “ First Aid.” 

(c) For factories employing more than 50 workers— 

each first-aid box or cupboard shall contain at least — 

(i) Printed instructions in English and in the regional 
languages for the treatment of different types of 
injuries. 

(ii) Asutficient number (not less than two dozens) of 
small sterilised dressings for injured fingers. 

(ill) A sufficient number (not less than one dozen) of 
medium size sterilized dressings for injured hands 
or feet. 

(iv) A sufficient number (not less than one dozen) of 
large sterilised dressings for other injured parts. 

(v) A sufficient number of sterilised bum dressings 
(small and large.) 

(vi) A- sufficient supply of sterilised cotton wool, in «/, 
oz. packets. 

(vii) A two per cent, alcholic solution of iodine. 

(viH) A bottle of sal volatile, having .the dose and mode 
of administration indicated on the label. 

(ix) Eyedrops. 

(x) A supply of suitable splints and cotton wool or other 
material for padding. 

(xi) A supply of adhesive plaster. 

(xii) A tourniquet. 

(xUl) One dozen roller bandages. 
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(xiv) Half a dozen triangular bandages. 

(xv) Safety pins. 

Provided that items (x) to (xv) inclusive need not be includ- 
ed in the standard first-aid box or cupboard (a) where there is 
a properly equipped ambulance room, or (b) if at least one box 
containing such items and placed and maintained in accordance 
with the requirements of rule 67 is separately provided. 

Each first-aid box or cupboard shall be distinctly marked 
with the words “ First-Aid.” 

( d ) For factories in which owing to the nature of the 
manufacturing process additional materials are neces- 
sary for the treatment of injuries, such additional 
materials shall be maintained as the Inspector may by 
written order require. 

<e> All materials for dressings contained in first-aid boxes 
or cupboards shall be those designated in and of a 
grade or quality not lower than the standard prescri- 
bed by the British Pharmaceutical Codex, 1923. 

(3) Notices in Gujerathi, Marathi, Kanarese or Urdu in 
Form hereto shall be affixed and maintained in every 
workroom, stating the nearest first-aid box or cupboard in res- 
pect of that room also warning workers of the dangers of neg- 
lecting even small Injuries and urging them to obtain proper 
treatment. The Form may be obtained from the Chief. Inspector, 
Bombay, and the Senior Inspector of Factories, Ahmedabad. 

(4) Arrangements shall be made to replace as soon as 
possible articles used from first-aid boxes or cupboards from a 
reserve supply. 


NOTICE (FORM). 

It is dangerous to neglect injuries 

Without proper care, blood poisoning or infection with serious 
consequences may result from slight injuries, such as cuts, pun- 
ctures. scratches, splinters, bur,ns, etc. 

Workmen are urged to get proper attention to , all such 
injuries and to report at once to their immediate superiors and 
the First-Aid Officer. 

'Hie nearest first-aid box is in 



(See Rule 80 ) 

ADULT WORKERS EXEMPTED FROM CERTAIN RESTRICTIONS ON WORKING HOURS 


138 


LABOUR AND FACTORY LEGISLATION 



2 5 




8 



worked each day in the 
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Provided that this exemption shall not 
apply 

(0 in the case of work performed by 
oilers, where these workers or the 
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(2) (d) .. 29. Oil mills (working All work. .. Sections 36 and 37 .. Workers shall ordinarily be allowed to 
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iSo worker is allowed to work for 
more than 56 hours in any one week. 
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of actors and 



Section of the Act 

Empowering grant of Class of Factory. Nature of exempted Extent of exemption, 

exemption. work. 
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POLITICAL AND SERVICES DEPARTMENT 

BOMBAY CASTLE, 14TH JUNE 1938 
Factories Act, XXV of 1934 

No. 1262/34. — In exercise of the powers conferred by clause 
(g) of section 32 and sub-section (2) of section 33 of the Fac- 
tories Act, 1934 (XXV of 1934), the Government of Bombay is 
pleased to make the following Rules the same having been pre- 
viously published as required by sub-section (1) of section 79 
of the said Act : 


ROOMS FOR CHILDREN 

1. The occupier of every factory other than a seasonal factory 
wherein more than 100 women workers are ordinarily employed 
and which may be specified hereafter by a notification in this 
behalf shall provide a suitable room or rooms for the use of 
children below the age of six years belonging to such women. 
Such children shall not be refused admission to such portions 
of the factory premises. 

2. These rooms shall comply with the following conditions: — 

(a) In every such room sufficient floor space shall be pro- 
vided for each child accompanying such women. The 
Chief Inspector of Factories may, if he considers the 
floor space to be insufficient, serve an the manager an 
order requiring further accommodation within three 
months of the order. 

(b) The height of the roof of every such room measured 
to its lowest part shall be at least ten feet from the 
floor. 

(c) Every such room shall be well lighted and ventilated 
and built of heat resisting materials. 

( d ) The structure of every such room shall be waterproof 
and damp proof and shall be maintained in a clean 
condition. 

3. The use of every such room shall be restricted to children, 
their attendants, and mothers of children. 

4. The occupier shall provide in such rooms proper sanitary 
utensils and a sufficient supply of hot and cold water or a suffi- 
cient supply of water with adequate facilities for heating the 
same. 

5. The occupier shall employ a 44 trained nurse ” and a 
female servant for attending to the children occupying such 
rooms, and either such nurse or servant shall always be present 
in such rooms during the hours whan women are employed in 
the factory. 
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From 1st May 1639 “ a trained nurse ” shall be one certified 
to have taken a six months’ training course in any Maternity 
Home or Child Welfare Centre approved as satisfactory for this 
purpose by the Chief Inspector of Factories. 


BOMBAY CASTLE, 30TH JULY 1938 
Factories Act, XXY of 1934 

No. 1262/34. — The Government of Bombay is pleased to 
specify, with effect from the 15th day of August 1938, the fac- 
tories mentioned in the schedule hereto, for the purposes of rule 
1 of the rules made under section 32 ( g ) and section 33 (2) of 
the Factories Act, 1934 (XXV of 1934) and published in Govern- 
ment Notification in the Political and Services Department, No. 
1262/34. dated the 14th June 1938 

SCHEDULE 

FACTORIES. 

TOWN AND ISLAND OF BOMBAY. 

Cotton Spinning and Weaving. 

1. Alexandra Mills, Limited. 

2. Apollo Mills, Limited, No. 3. 

3. Bombay Cotton Manufacturing Company, Limited. 

4. Bombay Dyeing and Manufacturing Company, Limited 

(Spring Mills). 

5. Bombay Dyeing and Manufacturing Company, Limited 

(Textile Mills). 

6. Bombay Suryodaya Mills, Limited. 

7. Bradbury Mills, Limited. 

8. Century Spinning and Manufacturing Company, Limited. 

9. Crown Spinning ad Manufacturing Company, Limited. 

10. Colaba Land and Mill Company, Limited. 

11. Dawn Mills Company, Limited. 

12. Dhanraj Mills, Limited. 

13. Digvijay Spinning and Weaving Company, Limited. 

14. Edward Sassoon Mills, Limited. 

15. Elphinstone Spinning and Weaving Mills Company, 

Limited. 

16. Finlay Mills Company, Limited. 

17. Gold Mohur Mills, Limited. 

18. Hindustan Spinning and Weaving Company, Limited. 

19. Hirji Mills Company, Limited. 

20. Indian Manufacturing Company, Limited. 

21. Jacob Sassoon Mills, Limited. 

22. Jam Manufacturing Company, Limited No. 1. 
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23. Jam Manufacturing Company, Limited, No. 2. 

24. Jehangir Wadia Mills, Limited. 

25. Jubilee Mills, Limited. 

26. Kamala Mills, Limited. 

27. Khatau Mackanji Spinning and Weaving Company, 

Limited. 

28. Kohinoor Mills Company, Limited, No. 1. 

29. Kohinoor Mills Company, Limited, No. 2. 

30. Madhowji Dharmasi Manufacturing Company, Limited. 

31. Meyer Sassoon Mills, Limited. 

32. Moon Mills, Limited. 

33. Morarji Goculdas Spinning and Weaving Company, 

Limited, No. 1. 

34. Morarji Goculdas Spinning and Weaving Company, 

Limited. No. 2. 

35. Modem Mills, Limited. 

36. Madhusudan Mills, Limited. 

37. New City of Bombay Manufacturing Company, Limited. 

38. New China Mills, Limited. 

39. New Kaiser-I-Hind Spinning and Weaving Company 

Limited. 

40. Phoenix Mills, Limited. 

41. New Great Eastern Spinning and Weaving Company, 

Limited. No. 1. 

42. New Pralhad Mills, Limited. 

43. Raghuvamshi Mills, Limited. 

44. Ruby Mills, Limited. 

45. Sir Shapurji Broacha Mills, Limited (Empress No. 2). 

46. Shapurji Broacha Mills, Limited (Empress No. 1). 

47. Sassoon Spinning and Weaving Company, Limited. 

48. Victoria Mills, Limited, No. II. 

49. Simplex Mills Company, Limited. 

50. Shree Ram Mills, Limited. 

51. Standard Mills Company, Limited. 

52. Shriniwas Cotton Mills, Limited. 

53. Tata Mills, Limited. 

54. Toyo Podar Cotton Mills, Limited. 

55. New Union Mills, Limited. 

56. Victoria Mills, Limited, No. 1. 

57. Western India Spinning, Weaving and Manufacturing 

Company, Limited. 

58. Zenith Mills, Limited. 

Textile— Woollen Mills. 

59. Indian Woollen Mills, Limited. 
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THANA DISTRICT, 

Match Factories. 

*60. 

61. Western India Match Company, Limited. 

BOMBAY SUBURBAN DISTRICT 
Cotton Spinning and Weaving. 

62. Swadeshi Mills, Company, Limited, No. I. 

63. Swadeshi Mills, Company, Limited, No. II. 

64. Coorla Spinning and Weaving Company, Limited. 

Match Factories. 

*65. 

* 66 . 

*67. 

EAST KHANDESH DISTRICT 
Cotton Spinning and Weaving 

68. Gendalal Mills, Limited. 

69. Khandesh Spinning and Weaving Mills. 

70. Pratap Spinning, Weaving and Manufacturing Company, 

Limited, No. I. 

71. Pratap Spinning, Weaving and Manufacturing Company. 

Limited, No. II. 

72. Chalisgaon Shri Laxmi Narayan Mills, Limited. 

WEST KHANDESH DISTRICT 
Cotton Spinning and Weaving 

73. New Pratap Spinning, Weaving and Manufacturing Com- 

pany, Limited. 

POONA DISTRICT 

74. Reay Paper Mills, Limited. 

SHOLAPUR DISTRICT 
Cotton Spinning and Weaving 

75. Jam Shri Ranjitsinghji Mills, Limited. 

76. Laxmi Cotton Mills, Limited. 

77. Narsinggirji Manufacturing Company, Limited. 

♦Deleted, vide P. A S.D. Notification No. 1262/34 of 22nd November 1030. 
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78. Sholapilr Spinning and Weaving Company, Limited, No. I. 

79. Sholapur Spinning and Weaving Company, Limited, No. II. 

80. Sholapur Spinning and Weaving. Company, Limited, No. III. 

81. Vishnu Cotton Mills, Limited. 

82. Jayshankar Mills, Limited. 

83. Lokmanya Mills, Limited. 

84. Barsi Spinning and Weaving Mills, Limited. 

BELGAUM DISTRICT 
Cotton Spinning and Weaving 

85. Gokak Mills, Limited, Nos. 1 and 2. 

DHARWAR DISTRICT 
Cotton Spinning and Weaving 

86 Bharat Spinning and Weaving Mills, No. II. 

87. Narayandas Chunilal Mills, Limited. 

AHMEDABAD DISTRICT 
Cotton Spinning and Weaving 

88. Ahmedabad Advance Mills, Limited. 

*89. 

f90. Maheshwari Mills, Limited, Ahmedabad. 

91. Ahmedabad Cotton Manufacturing Company, Limited. 

’92. 

93. Ahmedabad Jubilee Spinning and Manufacturing Com- 

pany, Limited, No. I. 

94. Ahmedabad Jupiter Spinning, Weaving and Manufactur- 

ing Company, Limited. 

95. Ahmedabad Kaiser-I-Hind Mills, Company, Limited. 

96. Ahmedabad Manufacturing and Calico Printing Company, 

Limited, No. I. 

97. Ahmedabad Laxmi Cotton Mills, Company, Limited. 

198. Shri Anand Cotton Mills, Ahmedabad. 

99. Ahmedabad New Textile Mills Company, Limited, No. I. 
100. Ahmedabad Sarangpur Mills Company, Limited, No. I. 
* 101 . 

102. Anant Mills, Limited. 

103 Aruna Mills, Limited. 

104. Arvind Mills, Limited. 

105. Aryodaya Gin and Manufacturing Company, Limited. 


♦Deleted, vide G.N.,I\ Sc S.l). No. 1262/34 of 14th April 1942. 
tName changed, ibid. 
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106. Aryodaya Spinning and Weaving Mills, Nos. 1 and 2. 

107. Bechardas Spinning and Weaving Mills Company, Limited. 

108. Bhalakia Mills Company, Limited. 

*109. • 

110. Bharatkhand Textile Manufacturing Company, Limited, 

No. I. 

111. City of Ahmedabad Spinning and Manufacturing Company, 

Limited. 

112. Commercial Ahmedabad Mills Company, Limited. 

113. Girdhardas Harivallabhdas Mills, Limited. 

114. Gujerat Cotton Mills Company, Limited. 

115. Gujerat Spinning and Weaving Company, Limited. 

116. Gujerat Gin and Manufacturing Company, Limited, No. I. 

117. Harivallabhdas Mulchand Mills Company, Limited. 

118. Himabhai Manufacturing Company, Limited. 

119. Jehangir Vakil Mills Company, Limited. 

120. Kalyan Mills, Limited. 

121. Lalbhai Tricumlal Mills, Limited. 

122. Maneckchowk and Ahmedabad Manufacturing Company 

Limited, Nos. 1 and 2. 

123. Maneklal Hiralal Spinning and Manufacturing Company, 

Limited, No. 1. 

124. Marsden Spinning and Manufacturing Company, Limited. 

125. Monogram Mills Company, Limited. 

•126. 

127. Nagri Mills, Company, Limited. 

128. National Mills Company, Limited. 

129. New Commercial Mills, Limited. 

130. New Maneck Chowk Mills Spinning and Weaving Company, 

Limited. 

131. New Swadeshi Mills of Ahmedabad, Limited. 

132. Raipur Manufacturing Company, Limited. 

133. Rajnagar Spinning, Weaving and Manufacturing Company, 

Limited, No. 2. 

134. Rohit Mills, Limited. 

135. Rustom Jehangir Vakil Mills Company, Limited. 

136. Sarangpur Cotton Manufacturing Company, Limited, No. I. 

137. Sarangpur Cotton Manufacturing Company, Limited, No. II. 

138. Saraspur Mills, Limited. 

139. Shorrock Spinning and Manufacturing Company, Limited. 
*140. 

141. Shrl Ambica Mills, Limited. 

142. Shrl Vivekanand Mills, Limited. 

143. Vikram Mills, Limited. 

•144. 

•Deleted vide G.N.,P. A S.D., No. 1262/84 of 14th April 1942. 
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lib. Jayanti Mills, Limited. 

KAIRA DISTRICT 
Cotton Spinning and Weaving 

146. New Shorrock Spinning and Manufacturing Company, 

Limited. 

BROACH AND PANCH MAHALS DISTRICT 
Cotton Spinning and Weaving 

147. Broach Fine Counts Spinning Weaving Company, Limited. 

148. Gopal Mills, Limited, No. III. 

*149. 

SURAT DISTRICT 
Cotton Spinning and Weaving 
150. Surat Cotton Spinning and Weaving Mills, Limited. 


BOMBAY CASTLE, 31ST JANUARY 1939 
Factories Act, XXV of 1934 

No. 1262/34. — The Government of Bombay is pleased to spe- 
cify with effect from the 1st day of March 1939, the factories 
mentioned in the schedule hereto, for the purposes of rule 1 of 
the rules made under Section 32 <g) and Section 33 (2) of the 
Factories Act, 1934 (XXV of 1934), and published in Government 
Notification in the Political and Services Department No. 1262/34, 
dated the 14th June 1938 

SCHEDULE 

FACTORIES 

TOWN AND ISLAND OF BOMBAY 
Cotton Spinning and Weaving 

1. David Mills, Limited. 

2. Seksaria Cotton Mills, Limited. 

3. Swan Mills, Limited. 

AHMEDABAD DISTRICT 

Cotton Spinning and Weaving 
tl. Asarva Mills, Ahmedabad. 


•Deleted, vide G.N..P. a S.D., No. 1963/84 of 14th April 1949. 
t Added vide GJN., P. a S.D., No. 1998/84 of 81-1-1844. 
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t2. Bharat Suryodaya Mills, Co., Limited, 

t3. Fine Knitting Company, Limited, Ahmedabad. 

4. Asoka Mills, Limited. 

5. Ahmedabad Jaya Bharat Cotton Mills, Company, Limited. 

6. Ahmedabad New Cotton Mills Company, Limited. 

7. Hathising Manufacturing Company, Limited. 


BOMBAY CASTLE, 30TH SEPTEMBER 1939 
Factories Act, XXV of 1934 

No. 1262/34.— The Government of Bombay is pleased to spe- 
cify, with effect from the 1st November 1939, the factories men- 
tioned in the schedule hereto, for the purposes of rule 1 of the 
rules made under Section 32 ( g ) and Section 33 (2) of the Fac- 
tories Act, 1934 (XXV of 1934), and published in Government 
Notification in the Political and Services Department, No. 1262/34, 
dated the 14th June 1938 : — 


SCHEDULE 
FACTORIES 
THANA DISTRICT 
Woollen Mills 

1. Raymond Woollen Mills. 

POONA DISTRICT 

Cotton Spinning and Weaving 
1. Raja Bahadur Motilal Poona Mills.' 


BOMBAY CASTLE, 31ST JANUARY 1944 
Factories Act, XXV of 1934 

No. 1262/34. — The Government of Bombay is pleased to spe- 
cify, with effect from the 15th February 1944, the factories men- 
tioned in the schedule hereto, for the purposes of rule 1 of the 
rules made under Section 32 ( g ) and Section 33 (2) of the Fac- 
tories Act, 1934 (XXV of 1934), and published in Government 
Notification in the Political and Services Department, No. 1262/34, 
dated 14th June 1938 : — 


SCHEDULE 

1. The Asarva Mills, Ahmedabad, 

2. The Bharat Suryodaya Mills Company, Limited, Ahmedabad, 

3. Fine Knitting Company, Limited, Ahmedabad. 

fAdde.l vide G.N,,I\ Ic S.D., No, 1262/84 of 81/1/44. 
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POLITICAL AND REFORMS DEPARTMENT 
BOMBAY CASTLE, 31ST MARCH 1937 
Factories Act, XXV of 1934 

No. 9073. — The following notification by the Government of 
India, Department of Industries <and Labour, is published : — 

No. L.-3050, dated New Delhi, the 18th March 1937.* 

In exercise of the powers conferred by Sub-section (4) of 
Section 33 of the Factories Act, 1934 (XXV of 1934), the Governor 
General in Council is pleased to make the following rules, the 
same having been previously published as required by Sub- 
Section (1) of Section 79 of the said Act, namely : — 

RULES 

Title and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (Lead) Rules, 1937. 

(b) They shall apply to all factories in which any operations 
specified in the Schedule is carried on. 

Declaration of occupations as Hazardous 

2. The operations specified in the Schedule are declared to 
be hazardous operations when carried on in any factory. 

Definition of “ lead compound 99 

3. (1) In these rules ‘ lead compound” means any com- 
pound of lead, other than galena, or any mixture which contains 
a compound of lead, other than galena (but does not include an 
alloy containing lead): 

Provided that the compound or mixture when subjected to 
the treatment prescribed in sub-rule (3) yields to an aqueous 
solution of hydrochloric acid a quantity of soluble lead compound 
exceeding, when calculated as lead monoxide, five per cent of the 
dry weight of the portion taken for analysis. 

(2) In the case of paints and similar products and other 
mixtures containing oil or fat the “ dry weight ” means the dry 
weight of the material remaining after the substance has been 
thoroughly mixed and treated with suitable solvents to remove 
oil, fats, varnish or other media, and the treatment referred to in 
sub- rule (1) shall be applied to the material so remaining. 

(3) The treatment referred to in sub-rule (1) shall be as 
follows : — 

A weighed quantity of the material which has been dried 
at 100°C and thoroughly mixed shall be continuously shaken 
for one hour, at the common temperature, with 1,000 times 
its weight of an aqueous solution of hydrochloric acid con- 
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tainlng 0.25 per cent, by weight of hydrogen chloride. Thie 
solution shall thereafter be allowed to stand for one hour 
and then filtered. The lead salt contained in the clear filtrate 
shall then be precipitated as lead sulphide and weighed as 
lead sulphate. 

Sampling 

4. When an Inspector of Factories suspects that any sub- 
stance used or intended for use in any factory contains a lead 
compound he may at any time take for analysis sufficient samples 
of that substance : 

Provided that the manager of the factory may, at the time 
when a sample is taken and on providing the necessary appliances, 
require the Inspector to divide the sample into two parts and to 
make and seal and deliver to him one such part. 

Prohibition of employment of women, adolescents and children 

5. No woman, adolescent or child shall be employed in any 
factory in any of the operations specified in items (i) to (vii) 
inclusive of the Schedule. 

Medical certification and examination 

6. (1) No person shall be employed in any factory for more 
than 15 days in the year, in any of the operations specified in the 
Schedule unless a special certificate of fitness in the Form ap- 
pended to these rules granted to him by a certifying surgeon 
appointed under Section 12 of the Factories Act, 1934, is in the 
custody of the manager of the factory. 

(2) The Chief Inspector of Factories may require that any 
person granted a certificate under sub-rule (1) shall carry with 
him while at work a token giving reference to such certificate. 

(3) Every person so employed shall be medically examined by 
a certifying surgeon or by a registered medical practitioner spe- 
cially appointed by the Provincial Government to be a certifying 
surgeon for the purpose of these rules, at intervals of not more 
than six months ; and a record of such examinations shall be 
entered in the Form appended to these rules and be preserved 
by the manager of the factory. 

( 4 ) If at any time the certifying surgeon is of opinion that 
any person is no longer fit for employment in any of the opera- 
tions specified In the Schedule, he shall cancel the special 
certificate of fitness of that person. 

(5) No person whose special certificate of fitness has been 
cancelled shall be employed in any of the operations specified 
In the Schedule unless the Certifying 8urgeon again certifies him 
to be fit. 
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Exhaust draughts 

7. Where gas, dust or fume is produced in any of the 
operations specified in the Schedule, provision shaU be made for 
removing the gas, dust or fume by means of an efficient exhaust 
draught so contrived as to operate on the gas, dust or fume as 
closely as possible to the point of origin : 

Provided that where the provision of an efficient exhaust 
draught is not reasonably practicable the Inspector of Factories 
may require : 

(a) respirators of a type approved by him to be provided 
and maintained in a clean and efficient condition by 
the occupier and worn by every person working under 
such conditions ; 

tb) the damping of floors, apparatus and material to pre- 
vent the raising of dust. 

Explanation 

44 Efficient exhaust draught ” means localised ventilation 
effected by heat or mechnical means, for the removal of gas, 
vapour, dust or fumes so as to prevent them (as far as practicable 
under the atmospheric conditions usually prevailing) from 
escaping into the air of any place in which work is carried on. 
No draught shall be be deemed efficient which fails to remove 
smoke generated at the point where such gas, vapour, fumes or 
dust originate. 

Floors and work-benches 

8. (1) The floor of every room, in which any person is 
employed on any of the operations specified in items (i) to (vi) 
of the Schedule, shall be of smooth cement or other smooth 
impervious material. 

(2) The top of every work-bench in every such room shall 
be of smooth impervious material. 

(3) The said floors and work-benches shall be kept clean 
and in good condition. 

(4> The Chief Inspector of Factories may require by order 
in writing the said floors and work-benches to be kept wet in 
such manner as he may deem suitable, in order to reduce dust. 

Washing facilities 

9. The occupier shall provide and maintain in cleanly state 
and In good repair for the use of persons employed on any of 
the operations specified in the Schedule either — 

(i) a trough with a smooth impervious surface fitted 
with a waste pipe without plug, and of sufficient 
length to allow at least two feet for every five such 
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persons employed at any one time, and having a con- 
stant supply of water from taps or jets above the 
trough at intervals of not more than two feet ; or 

(ii) at least one lavatory basin for every five such per- 
sons employed at any one time, fitted with a waste 
pipe and plug, having a constant supply of water ; 
together with, in either case, a sufficient supply of nail brushes, 
soap or other suitable cleansing material, and clean towels. 

Food, drink and tobacco 

10. (1) No food, drink, pansupari , or tobacco shall be 
brought into any room in which any person is employed upon 
any of the operations specified in the Schedule. 

(2) No food, drink, pansupari , or tobacco shall be consum- 
ed in any room in which any person is employed upon any of 
the operations specified in the Schedule. 

Protective clothing 

11. Adequate protective clothing such as overalls in a clean 
condition shall be provided by the occupier and worn by every 
person employed on any operations specified in the Schedule. 

Tools and apparatus 

12. All tools and apparatus used in any operation specified 
in the Schedule and all rooms in which such operations are 
carried on shall be kept clean. 

Exemptions 

13. The Chief Inspector of Factories may grant exemption 
from the operation of rules 8, 9, 10 (1) or 11 to the extent he 
deems suitable, where he is satisfied that their observance is 
not necessary for safeguarding the health of the operatives. 

SCHEDULE 

(i) Work at a furnace where the reduction or treat- 
ment of zinc or lead ores is carried on. 

(ii) The manipulation, treatment, or reduction of ashes 
containing lead, the desilverising of lead or the 
refining of dross containing lead. 

(iii) The manufacture of alloys containing more than 
ten per cent, of lead. 

(iv) The manufacture of any oxide, carbonate, sulphate, 
chromate, acetate, nitrate, or silicate of lead. 

(v) Handling or mixing of lead tetra ethyl. 

(vi) Mixing or pasting in connection with the manufac- 
ture or repair of electric accumulators. 

(vii) The cleaning of work-rooms where any of the pro- 
cesses aforesaid are carried on. 
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(vJii) Every other manufacturing operation involving the 
use of any lead compound or the cleaning of work- 
room where any such operation is carried on. 

FORM 

SPECIAL CERTIFICATE OF FITNESS 

In respect of persons employed in operations involving 
the use of lead compounds. 

[Rule 6 of the Hazardous Occupations (Lead) Rules, 1937.1 
Serial No. 

Date 

I hereby certify that I have personally examined ( named > 

son 

daughter of 
wife 

(caste, etc.) residing at 

who is desirous of being employed for more than 15 days in a year 
as in the 

Factory and that his/her age as nearly as can be ascertained 
from examination is years and that he/she is 

in my opinion fit for employment at work involving the use of 
lead compounds, until His/her descriptive 

marks are 

Left thumb impression of person examied. 


Certifying Surgeon. 


I certify that I re-cxutuiu- j I extend this j Signature of Note of symptoms 

ed the person mention* certificate Certifying of lead poisoning 

above on until Surgeon i (if any) 
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Factories Act, XXV of 1934 

No. 377/34. — The follownig notification by the Government 
of India, Department of Industries and Labour, is republished : — 

No. L.-3050 (1), dated New Delhi, the 27th March 1937. 

In exercise of the powers conferred by sub-section (4) of 
section 33 of the Factories Act, 1934 (XXV of 1934), the Gover- 
nor General in Council is pleased to make the following rules, 
the same having been previously published as required by sub- 
section (1) of section 79 of the said Act, namely : — 

RULES 


Title and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (Miscellaneous) Rules, 1937. 

(b> They shall apply to all factories in which any opera- 
tion specified in the Schedule is carried on. 

Declaration of operations as hazardous 

2. The operations specified in the Schedule are declared 
to be hazardous operations when carried on in any factory. 

Prohibition of the employment of children and adolescents 

3. (1) No child shall be employed in any factory in any 
of the operations specified in the Schedule. 

(2) No adolescent shall be employed in any factory in 
any of the operations specified in items 1 to 7 inclusive of the 
Schedule. 

(3) No female adolescent shall be employed in any factory 
in any of the operations specified in items 8 and 9 of the Schedule. 

SCHEDULE 

1. The manufacture or recovery of any of the following : — 

(a) Carbonates, chromates, chlorates, oxides or hydroxides 
of potassium, sodium, iron, aluminium, cobalt, nickel, 
arsenic, antimony, zinc, or magnesium. 

(b) Ammonia and the hydroxide and salts of ammonium. 

( c ) Sulphurous, sulphuric, nitric, hydrochloric, hydrofluric, 
hydriodic, hydrosulphuric, boric, phosphoric, arsenious, 
arsenic, lactic, acetic, oxalic, tartaric or citric acids and 
their metalic or organic salts, and 

(d) Cynogen compounds. 

2. A wet process — 

(a) when carried on for the extraction of metal from ore 
or from any by-product or residual material ; or 
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( b ) in which electrical energy is used in any process of 
chemical manufacture. 

3. The manufacture or production of carbon disulphide or 
the production or use of hydrogen sulphide. 

4. The manufacture of bleaching powder or the production 
or use of chlorine gas in any process of chemical manufacture. 

5. The distillation or use of gas tar or coal tar, or any pro- 
duct or residue of such tars, in any process of chemical manu- 
facture. 

6. The utilization of nitric acid in the manufacture of nitro 
compounds. 

7. The manufacture of explosives with the use of nitro 
compounds. 

8. Melting and blowing glass and mixing, grinding and siev- 
ing glass-making materials. 

9. Vitreous enamelling. 

10. Handling wool, hair, bristles, hides and skins. 

11. Mixing, grinding and sieving ceramic materials in the 
dry state. 

12. Grinding materials for the manufacture of portland 
cement and burning and grinding cement clinker, in portland 
cement factories. 

13. Mixing and handling yellow orpiment. 

Factories Act, XXV of 1934 

No. 377/34 (a) — The following notification by the Govern- 
ment of India, Department of Industries and Labour, is 
republished 

No. L.-3050 (2), dated New Delhi, the 27th March 1937. 

In exercise of the powers conferred by sub-section (4) of 
section 33 of the Factories Act, 1934 (XXV of 1934), the Gover- 
nor General-in Council is pleased to make the following rules, the 
same having been previously published as required by sub-sec- 
tion (1) of section 79 of the said Act, namely : — 

RULES 

Title and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (Aerated Waters) Rules, 1937. 

(b) They shall apply to all factories in which the manu- 
facture of aerated waters and process incidental there- 
to are carried on. 

Declaration of operations as hazardous 

2. The manufacture of aerated waters and processes inciden- 
tal thereto are declared to be hazardous operations when carried 
on in any factory. 
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Fencing of machines 

3. All machines or filling bottles or syphons shall be so 
constructed, placed or fenced, as to prevent as far as may be 
practicable a fragment of a bursting bottle or syphon from 
striking any person employed in the factory. 

Face guards and gauntlets 

4. (1) The occupier shall provide and maintain in good 
condition for the use of all persons engaged in filling bottles 
or syphons : — 

(a) suitable face guards to protect the face, neck and 
throat, and 

suitable gauntlets for both arms to protect the whole 
hand and arms : 

Provided that : 

(i) this rule shall not apply where bottles are filled by 
means of an automatic machine so constructed that 
no fragment of a bursting bottle can escape, and 
(ii> where a machine is so constructed that only one 
arm of the bottler at work upon it is exposed to 
danger, a gauntlet need not be provided for the arm 
which is not exposed to danger. 

(2) The occupier shall provide and maintain in good con- 
dition for the use of all persons engaged in corking, 
crowning, screwing, wiring, foiling, capsuling, sighting 
of labelling bottles or syphons — 

(a) suitable face guards to protect the face, neck and 
throat, and 

(b> suitable gauntlets for both arms to protect the arm 
and at least half of the palm and the space between 
the thumb and forefinger. 

Wearing of face guards and gauntlets 

5. All persons engaged in any of the processes named in 
rule 4 shall, while at work in these processes, wear the face 
guards and gauntlets provided in pursuance of these rules. 


POLITICAL AND SERVICES DEPARTMENT 
Bombay Castle, 3rd October 1939. 

Factories Act, XXV of 1934 

No. 1539/34. — In exercise of the powers conferred by sub- 
section (4) of section 33, and clause (a) of section 32 of the 
Factories Act, 1934 (XXV of 1934), and in supersession of the 
Hazardous Occupations (Rubber) Rules, 1937, republished in 
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Government Notification, Political and Reforms Department, 
No. 377/34 (b), dated 31st March 1937, the Government of Bom- 
bay is pleased to make the following* rules, namely 

Title and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (Rubber) Rules, 1939. 

(0) They shall apply to all factories in which all or any 
of the operations specified in rule 2 are carried on. 

Declaration of operations as hazardous 

2. All or any of the following operations are declared to 
be hazardous when carried on in any factory : — 

(a) The operation of spreading a solution of rubber in an 
inflammable solvent on cloth and its subsequent dry- 
ing by the aid of machinery ; 

(b) The preparation and drying of patent shoes ; 

* c) The operation of mixing rubber between rolls ; and 
(d) The preparation of a solution of rubber in an inflam- 
mable solvent with the aid of machinery. 

Prohibition of the employment of women, children and 
adolescents 

3. No woman, child or adolescent shall be employed in any 
factory on any of the operations specified in rule 2. 

Protective provision 

4. In every factory to which these rules apply, the follow- 
ing protective measures shall be taken : — 

(1) The operation of spreading a solution of rubber in an 
inflammable solvent on cloth and its subsequent drying 
by the aid of machinery : — 

(l) The operation shall be carried on in a separate build- 
ing detached from the factory building proper : 

Provided that, subject to such conditions as he may impose, 
the Chief Inspector may relax the requirements of this clause 
in the case of any factory the arrangements provided in which 
are in his opinion sufficient to protect the persons employed 
upon the operation referred to in this sub-rule or in the vicinity 
of the place where it is carried on, 

(ii> There shall be provided an efficient exhaust draught 
with an outlet to the open air, 

(iii) The machinery shall be earthed to prevent the ac- 
cumulation of a static charge of- eletricity, 

(iv) No naked lights shall be used, 

(v) Electric fittings and switches shall be of the flame- 
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proof type and wiring shall be either lead sheathed 
or enclosed in metal conduits, 

(vi) Motors, if any are used, shall be of spark-proof type 
or when they are not of such type they shall be 
located outside the building where such operation 
is carried on. 

(2) The preparation and drying of patent shoes : — 

(i) Adequate measures to prevent the fall of a shoe 
from the drying chamber into the source from which 
heat emanates shall be adopted, 

(ii) Electric fittings and switches shall be of the flame- 
proof type and wiring shall be either lead sheathed 
or enclosed in metal conduits, and no other source 
of artificial lighting shall be adopted, 

(iii) The work- benches shall be so arranged as to allow 
an easy exit from the department and the passages 
shall be maintained free from any impediment. 

The operation of mixing rubber between rolls 

(3) An efficient stop motion with an efficient tripping 
device shall be provided on each machine and the 
tripping device shall extend to the whole length of the 
bowls and shall be readily accessible to the operator. 

(4) The operation of preparing solution of rubber in an 
inflammable solvent with the aid of machinery : — 

(i) There shall be adequate ventilation, 

(ii) Electric fittings and switches shall be of the flame- 
proof type and wiring shall be either lead sheathed 
or enclosed in metal conduits, 

(iii) No source of flame or conditions which is or are 
likely to generate sparks shall be permitted in the 
vicinity of such operation. 

(iv) No partially filled container of inflammable solvent 
shall be allowed in the vicinity of such operation. 

(5) In every building in which any of the operations des- 
cribed in sub-rules (1) to (4) are carried on, there shall 
be posted in and at the entrance of such building notices 
in the languages of the workers prohibiting smoking 
and carrying of matches. 

Factories Act, XXV of 1934 

No. 377/34 (c). — The following notification by the Govern- 
ment of India, Department of Industries and Labour, is 
republished : — 

No. L.-3050 (4), dated New Delhi, the 27th March 1937. 
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In exercise of the powers conferred by sub-section (4) of 
section 33 of the Factories Act, 1934 (XXV of 1934,) the Gover- 
nor General in Council is pleased to* make the following rules, 
the same having been previously published as required by Sub- 
section (1) of Section 79 of the said Act, namely : — 

RULES. 


Title and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (Chromium) Rules, 1937. 

( b ) They shall apply to all factories in which any operation 
involving the use of soluble chromium compounds is 
carried on. 

Declaration of operations as hazardous 

2. Operations involving the use of soluble chromium com- 
pounds are declared to be hazardous operations when carried 
on in any factory. 

Prohibition of the employment of women, children and 

adolescents 

3. No woman, child or adolescent shall be employed in any 
factory in any of the operations specified in rules. 

Protective clothing 

4. (a) The occupier shall provide water-proof aprons (of 

a pattern approved by the Chief Inspector of Factories) 
or overalls in a clean condition which every person em- 
ployed on any of the operations specified in rule 2 shall 
wean 

(b) The occupier shall provide loose fitting rubber gloves 
of suitable length and rubber boots or other water- 
proof footwear for the use of those working at any 
vessel in which the electrolytic plating or oxidation of 
metal articles by the use of an electrolyte containing 
chromic acid or other chromium compounds, or any 
process subsequent thereto, is carried on : 

Provided that the Chief Inspector of Factories may grant 
exemption from any or all the provisions of this rule where he 
is satisfied that they are not necessary to secure the health of 
the workers. 

Exhaust draughts 

5. An efficient exhaust draught shall be provided by 
mechanical means for the process of electrolytic plating or oxi- 
dation of metal articles by the use of an electrolyte containing 
chromic acid or other chromium compounds. The draught shall 
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operate on the vapour or spray given off in the process as near 
as may be at the point of origin, so as to prevent it (as far as. 
practicable under the atmospheric conditions usually prevailing) 
from escaping into the air of any place in which work is carried 
on. 


Factories Act, XXV of 1934 

No. 377/34 (d). — The following notification by the Govern- 
ment of India, Department of Industries and Labour, is 
republished : — 

No. L.-3050 (5), dated New Delhi, the 27th March 1937. 

In exercise of the powers conferred by sub-section (4) of 
section 33 of the Factories Act, 1934 (XXV of 1934), the Gover- 
nor General in Council is pleased to make the following rules, 
the same having been previously published as required by Sub - 
section (1) of Section 79 of the sajd Act, namely 

Tile and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (Cellulose Spraying) Rules, 1937. 

<bt They shall apply to all factories in which the spray- 
ing of cellulose ester paints and lacquers is carried on. 

Declaration of operation as Hazardous 

2. The spraying of cellulose ester paints, or lacquers, is 
declared to be hazardous operation when carried on in any 
factory. 

Prohibition of the employment of children and adolescents 

3. No child or adolescent shall be employed in any factory 
on the operation specified in rule 2. 

Exhaust draughts 

4. An efficient exhaust draught shall be provided by mecha- 
nical means for the process specified in rule 2. The draught shall 
operate an the vapour given off in the process as near as may 
be at the point of origin so as to prevent it (as far as practicable 
under the atmospheric conditions usually prevailing) from 
escaping into the air of any place in which work is carried on. 
The draught shall be maintained working for a period of at least 
five minutes after the cessation of the operation : 

Provided that the Chief Inspector of factories may grant 
exemption from the provisions of this rule if he is satisfied that 
due to the casual nature of the operation they are not necessary 
to secure the health of the workers. 
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Position of spray operators 

5. Arrangements shall, as far as practicable, be made so 
as to render it unnecessary for the person operating the spray 
to be in a position between the ventilating outfit and the article 
being sprayed. 


Factories Act, XXV of 1934 

No. 377/34 ( e ) The following notification by the Govern- 
ment of India, Department of Industries and Labour is republish- 
ed 

No. L.-3050 (6), dated New Delhi, the 27th March 1937. 

In exercise of the powers conferred by sub-section (4) of 
Section 33 of the Factories Act, 1934 (XXV of 1934), the Governor 
General in Council is pleased to make the following rules, the 
same having been previously published as required by Sub-section 
(D of Section 79 of the said Act, »namely 

RULES 


Title and application 

1. <a) These rules may be called the Hazardous Operations 

(Sand Blasting) Rules, 1937. 

<b) They shall apply to all factories in which the operation 
of sand blasting, as defined in rule 2, is carried on. 

Definition 

2. In these rules 44 sand blasting ” means the use of a jet of 
sand, metal shot, grit or other abrasive, propelled by a blast of 
compressed air or steam. 

Declaration of operation as hazardous 

3. Sand blasting is declared to be a hazardous operation 
when carried on in any factory. 

Prohibition of the employment of women, adolescents and 
Children 

4. No woman, adolescent or child shall be employed in any 
factory on sand blasting. 

Protective clothing 

5. (1) No person shall be allowed to perform or to assist 
at sand blasting in the open air or to work within 30 feet of sand 
blasting apparatus in operation in the open air, unless he is wear- 
ing a suitable protective helmet and gauntlets. 

(2> No person shall be allowed to work in or remain in a 
sand blasting chamber unless he is wearing a suitable protective 
helmet, overalls and gauntlets, or to insert his arm or hand into 
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the chamber unless he is wearing a suitable gauntlet, while sand 
blasting is being carried on. 

(3) The occupier shall provide and maintain in good con- 
dition all helmets, gauntlets and overalls necessary for com- 
pliance with sub-rules (1) and (2). 

(4) A protective helmet shall not be considered suitable 
unless it carries the distinguishing mark of the person to whom 
it is issued and by whom it is intended to be used and is pro- 
vided with a sufficient supply of pure air for breathing and ven- 
tilation, together with suitable arrangements to permit the 
escape of the expired air. 

(5) No person shall wear a protective helmet that has been 
worn by another person unless and until such protective helmet 
shall have been thoroughly disinfected. 


BOMBAY CASTLE, 22ND AUGUST 1939 
No. 1220/34. In exercise of the powers conferred by Sub- 
section (4) of Section 33, Section 22 and Clause (a) of Section 32 
of the Factories Act, 1934 (XXV of 1934), the Government of 
Bombay is pleased to make the following rules, namely : — 

RULES 


Title and application 

1. (a) These rules may be called the Hazardous Occupa- 

tions (petrol gas generating plants) Rules, 1939. 

(b) They shall apply to all factories in which any opera- 
tion of generating petrol gas from petrol is carried on. 

Definitions 

2. In these rules unless there is anything repugnant in the 
subject or context — 

(a) “ The Act ” means the Factories Act, 1934. 

(b) Words and expressions used in these rules and defined 
In the Act shall have the same meaning as in the Act. 

Declaration of operations as hazardous 

3. All operations of generating petrol gas from petrol carried 
on in any factory are declared to be hazardous operations. 

Prohibition of the employment of women, children and 
Adolescents 

4. No woman, child or adolescent shall be employed in or 
shall be allowed to enter any building in which an operation of 
generating petrol gas from petrol is carried on. 

Protective Provisions 

5. In every factory to which these rules apply — 
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(i) The plant for generating petrol gas from petrol and 
associated piping and fittings shall be fitted with at 
least two efficient flame traps so designed and main- 
tained as to prevent a flash back from any burner to 
the plant. One of these traps shall be fitted as close 
to the plant as possible. The plant and all pipes and 
valves shall be installed and maintained free from 
leaks. 

(ii) All plants for generating petrol gas from petrol after 
the coming into force of these rules, shall be erected 
outside factory building proper in a separate well ven- 
tilated building (hereinafter referred to as the “gene- 
rating building”). In the case of such plants erected 
before the coming into force of these rules there shall 
be no direct communication between the room where 
such plants are erected (hereinafter referred to as “the 
generating room”) and the remainder of the Factory 
building. 

(iii) An efficient means of extinguishing petrol fires shall 
be maintained in an easily accessible position near the 
plant for generating petrol gas from petrol. 

(iv) Petrol gas shall not be manufactured except in a 
plant for generating petrol gas the design and construc- 
tion of which has been approved by the Chief Inspec- 
tor of Factories. 

(v) Every care shall be taken to prevent any petrol from 
escaping into any drain or sewer. 

(vi) No smoking shall be permitted in the generating room 
or building or in the vicinity thereof and a warning 
notice shall be posted in the factory prohibiting smok- 
ing and the carrying of matches into such room or 
building. 

(vii> All due precautions shall be taken to prevent un- 
authorised persons having access to any petrol and to 
a vessel containing or having actually contained the 
same. 

(viii) All electric fittings shall be of the enclosed flame-proof 
type and all electric leads shall either be carried in 
metal conduits or be lead-sheathed. 

(ix) All doors in the generating room or building shall be 
constructed to open outwards and no door shall be 
locked or obstructed while gas is being generated and 
any person is working in the generating room or 
building. 

(x) No vessel that has contained petrol shall be repaired 
in a generating room or building and no repairs to 
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any such vessel shall be undertaken unless adequate 
precautions have been taken to ensure that it has been 
rendered free from petrol or inflammable vapour. 

POLITICAL AND SERVICES DEPARTMENT 
BOMBAY CASTLE, 2ND MAY 1942 
Factories Act, XXV of 1934 

No. 5539/34. In exercise of the powers conferred by Sub- 
section (4) of Section 33 of the Factories Act, 1934 (XXV of 1934), 
the Government of Bombay is pleased to make the following 
rules, namely : — 


RULES 


Title and application 

1. (a) These rules may be called the Bombay Hazardous 

Occupations ( Sodium and Potassium bichromates) 
Rules, 1942. 

(b) They shall apply to all factories in which any operation 
for the manufacture or recovery of the bichromate of 
sodium or of potassium is carried on. 

Declaration of operation as hazardous 

2. All operations carried on in any factory for the manu- 
facture or recovery of the bichromates of sodium or of potassium 
are declared to be hazardous operations. 

Prohibition of the employment of children and adolescents 

3. No child or adolescent shall be employed on any opera- 
tion referred to in rule 2. 

Medical examination of employees 

4. The occupier of every factory in which any operation re- 
ferred to in rule 2 is carried on shall appoint a competent factory 
supervisor nominated by the factory owner who shall examine 
daily the hands, feet and legs of all persons employed on such 
operation. Such medical practitioner shall report forthwith every 
case of chronic sores found by him to the manager or occupier 
of the factory. 

Provisions for the protection of employees 

5. (1) (a) Wherever practicable the grinding and mixing 

processes in any operation referred to in rule 2 shall be 
carried on in separate rooms and the dust caused 
thereby shall be reduced to a minimum, 
ib) Suitable respirators to cover the nose and mouth and 
overalls and protective coverings for the hands and 
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feet shall be supplied by the occupier to and for wear 
by all the employees employed on such processes. The 
respirators shall be washed once a day and the filtering 
material either changed or washed at the same time. 

(2) Footwear shall be supplied by the occupier to and for 
wear by employees employed on rosting processes. 

*3) Protective coverings for the hands and feet shall be 
supplied by the occupier to and for wear by all the employees 
employed on lixiviating, filtering, concentration, crystallising and 
packing processes. 

(4) The floor on which any operation referred to in rule 2 
is carried on shall be of impervious material and shall be swept 
in a wet state. 

(5) Overalls referred to in sub-rule (1) (b) shall be washed 
or renewed once in every week. 

(6) A suitable room shall be provided for the storage of over- 
alls and other articles supplied to employees under this rule. 

(7) A sufficient supply of an ointment consisting of 8 parts 
of vaseline to one part of paraffin and 20 drops of carbolic acid 
to a pound of vaseline and paraffin shall be provided by the 
occupier and kept in the factory for use of the employees. 

(8) Washing and lavatory accommodation, with a sufficient 
supply oi soaj) and towels, on the scale indicated below, shall be 
provided by the occupier. All employees shall wash their hands 
and feet after finishing work and before taking meals — 

(a) a trough with a smooth impervious surface, fitted with 
waste pipe without plug, of a length as would allow at 
least two feet for every five employees and having a 
constant supply of water from taps or jets above the 
trough at intervals of not more than two feet ; or 

( b ) at least one lavatory basin for every five employees, 
fitted with a waste pipe and plug or placed in a trough 
having waste pipe, and having a constant supply of 
water. 

<9> No food shall be consumed in the factory buildings or 
near any place where any process referred to in rule 2 is carried 
on. 

(10) In addition to the provisions contained in rule 55 of 
the Bombay Factories Rules, 1935, the following additional pro- 
visions regarding fencing of vessels shall be observed, namely 

Every fixed vessel, whether pot, pan, vat, or other structure, 
containing any dangerous material, and not so covered as to 
eliminate all reasonable risk of accidental immersion of any por- 
tion of the body of a person employed shall be fenced as follows : 

(a) Each such vessel shall, unless its edge is at least 3 feet 
above the adjoining ground or platform, be securely 
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fenced to a height of at least 3 feet above such adjoin- 
ing ground or platform. 

(b) No plank or gang- way shall be placed across or inside 
any such vessel unless such plank or gang-way is — 

U) at least 18 inches wide ; and 

(ii) secured fenced on both sides, either by upper and low- 
er rails to a height of 3 feet or by other equally efficient 
means. 

(c) If any two such vessels are near each other and the 
space be ween them, clear of any surrounding brick- 
work or other work, is either — 

(i) less than 18 inches in width, 

or 

(ii) is 18 or more inches in width, but securely fenced on 
both sides to a height of at least 3 feet, secure barriers 
shall be placed so as to prevent any passage between 
them. 


NOTIFICATIONS 

I. The following facories situated in the Town and Island 
of Bombay and in the City of Ahmedabad are declared under 
section 4 (1) of the Factories Act, 1934 (XXV of 1934), to be 
non-seasonal factories for the purposes of the said Act : — 

By Notification, Political and Reforms Department, No. 
352/34 (a), dated 18th November 1935 

Town and Island of Bombay. 

( 1 ) The Hyderally Manufacturing and Press Factory. 
i2) The Madras Unted Press Factory. 

(3) The Press Factory of the New Prince of Wales Press 
Company Limited. 

(4) The Krishna Press Factory. 

(5) The Wadi Bunder Cotton Press Factory. 

16 ) The Ledget Cotton Press Factory. 

(7) The Cotton Seeds Cleaning Factory of the Hyderally 
Manufacturing Co. 

( 8 ) The Ladakchand Oghaddas Cotton Cleaning Factory. 

(9) The Swadeshi Cotton Cleaning Factory. 

Ahmedabad. 

( 1 ) The Press Factory of the Indian Gin and Press Co. Ltd. 

(2) The Press and Opener Factory of the Dudhia Ginning 
and Pressing Company. 

(3) The Press Factory of the Ahmedabad Pressing, Ginning 
and Manufacturing Co. 
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II. The following factories are declared under section 4 (2) 
of the Factories Act, 1934 (XXV of 1934), to be seasonal factories 
for the purposes of the said Act : — 

By Notification, Political and Reforms Department, No. 
352/34, dated 22nd April 1937 

The Pioner # Magnesia Works, Limited, situated at Khara- 
ghoda, district Ahmedabad. 

By Notification, Political and Reforms Department, No. 
351/34, dated 11th May 1937 : — 

All bhussa presses and bone mills in the Province of Bombay. 
By Notification, Political and Services Department, No. S. 129. 
dated 20th January 1940. 

<1) Military Grass Farm, Kirkee. 

(2> Military Fodder Depot, Telegaon. 


POLITICAL AND SERVICES DEPARTMENT 
BOMBAY CASTLE, 2ND APRIL 1942 
Factories Act, XXV of 1934 

III. No. 1822/34. In exercise of powers conferred by Sub- 
sections (1) and (2) of Section 5 of the Factories Act, 1934 (XXV 
of 1934) (hereinafter referred to as 14 the said Act ”) and in super- 
session of the Government Notifications specified in the foot-note 
below*, the Government of Bombay is pleased to declare — 

(a) That all the provisions of the said Act, applicable to 
factories, shall apply to the places specified in the First 
Schedule hereto annexed ; 

(b) that the provisions of Chapter V and of sections 9, 24, 
30, 31, 32(d) and (e), 35, 36, 39, 40, 41, 42, 45, 47(1), 


# Government Notification, Political and Reforms Department — 

(1) No. 352/34 (c), dated the 18th November 1935. 

(2) No. 412/34, dated the 30th January 1936. 

(3) No. 1224/34, dated the 23rd April 1936. 

(4) No. 772/34, dated the 3rd July 1936. 

(5) No. 1365/34, dated the 16th September 1936. 

(6) No. 1596 34, dated the 23rd February 1937. 

(7) No. 1365/34. dated the 31at March 1937. 

(8) No. 1868, dated the 5th October 1937. 

(9) No. 1822, dated the 8th November 1937. 

Government Notification, Political and Service* Department — 

(10) No. 1822/34, dated the 22nd June 1938. 

(11) No. 2937/34, dated the 13th March 1939. 

(12) No. 352/34, dated the 24th April 1939. 

(13) No. 1822/34, dated the 26th April 1939. 

(14) No. 2579/34, dated the 8th May 1939, 

(15) No. 2969/34, dated the 23rd June 1939. 

(16) No. 1822/34, dated the 23rd August 1939. 

(17) No. 2217/34, dated the 31at August *939. 

(18) No. 1664/34, dated the 27th January 1940. 

(19) No. 1822/34, dated the lat April 1940. 

(20) No. 2579/34. dated the 12th February 1941. 

(21) No. 1822/34 1, dated the lat September 1941. 

(22) No. 1822/34 III, dated the 2nd September 1941. 

(23) No. 1822/34-IV, dated the 2nd September 1941. 
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76 and 77 of the said Act, shall apply to the litho works 
situated at Minerva Mansions, Grant Road, Bombay, 
known as Oriental Litho Works, and owned by Mr. M. 
V. Ramnathkar ; 

(c) that such provisions of the said Act as are specified 
in column 4 of the Second Schedule hereto annexed 
against an entry in column 1 of the said Schedule shall 
apply to the class of places in the Province of Bombay 
specified in column 2 of the said Schedule against that 
entry whenever the number of workers who are work* 
ing therein or have worked therein on any one day of 
the twelve months preceding the date of this noti- 
fication is the number specified in column 3 of the said 
Schedule against that entry. 

THE FIRST SCHEDULE 

(1) The Metal Factory and Calendar Works, near Rajpur 
Gate, Ahmedabad, known as the Valji Bhanji Metal 
Factory and Calendar Works. 

(2) The Printing Press at Old Bombay Bank House, Soni 
Falia, Surat, known as the Gujarat Standard Printing 
Press. 

• 3) The Printing Press at Old Bombay Bank House, Soni 
Falia, Surat, known as the Jain Vijaya Printing Press. 

(4) The Printing Press at Chautta Bridge, Surat, known as 
the Surat City Printing Press. 

(5) The Cotton Ginning Factory at Newasa in the Ahmeda- 
nagar District, owned by Mr. Krishnaji Janardhan 
Behere. 

*6) The Factory at Nipani in the Belgaum District, owned 
by G. A. Ambale Brothers. 

(7) The Ginning Factory at Nidgundi in the Bijapur Dis- 
trict, known as B. H. Nagral Ginning Factory No. 1. 

(8) The Ginning Factory situated at Varkhedi, in the East 
Khandesh District and owned by Mr. Champalal 
Gordhandas. 

(9) The Oil Mill at Pachora in the East Khandesh District, 
owned by Mr. Mulchand Bhagwandas and Mr. Narsulal 
Ghasiram and known as the Mulchand Bhagwandas 
Oil Mill. 

(10) (i) The Dyeing Works at Taj Sheri, Ahmedabad, 

known as the Mahmoodji Aliji Dyeing Works, and (it) 
the Dyeing and Calendering Works at Tajpur, Ahmeda- 
bad, known as the Mahmoodji Aliji Dyeing and Calen- 
der Works, and both owned by Mr. Noor Mohmed 
Mahomoodji. 
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(ID The Oil Mill situated at Potla (Post Kola), in the Karad 
Taluka of the Satara District, known as the Annappa 
Narayan Kalyani Oil Mill and owned by Mr. Annappa 
Narayan Kalyani. 

(12) The Slate Works at Yerandvana, Poona 4, known as 
Shri Narsinha Saraswati Slate Works. 

(13) The Jalgaon Electric Supply Company, Limited, situat- 
ed at Jalgaon, in the East Khandesh District. 

(14) The Rice Flattening factory situated at Hubli in the 
Dharwar District, known as the Saraswati Rice Flatten- 
ing Factory and owned by Messrs. N. G. Narule, D. B. 
Kadabi, and P. D. Dinakar. 


THE SECOND SCHEDULE 


i 


(ilasse* of place* 


I 

I Number 

i of 

workers Prov^ou* of the said Art applied 
ieni|>loye(i 


1 The cUm of places wherein the pniccJit *20 or Ml the provisions of the said Set 
of manufacturing glass in tarried on mo** 1 * applicable to factories, 
without the use of powei. 


„ The class of place* wherein splints .ire Do 
~ . converted into matches without the 
j use of power. 


Do. 


;t The das* of places wherein cotton or 10 or l 
waste is cleaned with the n*r of mure: 
! power. i 

^ The clas* of place* wherein type i* cast. l)o 
polished. packed or otherwise 
adapted for use or foi sale with or 
' without the n*e process. i 


Do. 


Do. 


5 The das* of hand varn dyeing places |)g 
wherein lead compounds air used! 

) in the dyeing prt»ce*s. 


i 

i 


Do. 


A The class of places wherein gas is Do 

, manufactured for train lighting 
purposes with the use of power. 

7 The class of places wherein cloth : Do 

manufactured in mills i* subjected toj 
i the process of washing or bleaching , 

. or both, as part of or in aid of a 

| manufacturing piocess. whether with 
j or without the use of power. 

h The class of place, wherein the mam-i Do 
I facturing process of crushing andj 
| siring stone is carried on with tnej 
} use of power. 


Do. 


! Chapters IV and V and sections 9, 24. 

I 26 U>, 30. 31. 32 and fe). ?6 

and 77. 


All the provisions of the said Act 
applicable to factories. 


0 iThe class of place, wherein the proves* 
j of manufacturing leather good, or 
| articles is carried on without the use] 
I of power. 


Do 


| Chapter V and section* 9, 30. 35, 36, 
39. 40, 41, 42, 45, 47 {!), 76 and 77. 


IS 
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Number 

I s 

Classes of placet 

of 

Z 0 

workers 

employed 

1 

2 

a 


Provisions of the said Act applied 


Chapter V and section 9 , 24, 25, 26, 
30. 31, 32, (d) and (e). 35. 36, 39. 
40, 41, 42, 45, 47, (1), 76 and 77. 


10 The class of places wherein the pro* 10 or Chapter V and sections 9, 24, 30, 31, 

cess of manufacturing bread, biscuits more 32 (d) and (e), 35, 36, 39, 40, 41, 
or confectionary is carried on with 42, 45, 47 (1), 76 and 77. 

or without the use of power. 

11 The class of places wherein the pro- L)o Do. 

cess of printing, book-binding or type 
setting is carried on with or without 
the use of power. 

12 The class of places wherein the process Do Chapter V and section 9 , 24, 25, 26, 

of weaving cloth from cotton yarn 01 30, 31, 32, (d) and (e). 35, 36, 39, 

from artificial or natural silk or from 40, 41, 42, 45, 47, (1), 76 and 77. 

rayon i9 carried on with the use of 
power. 

jg The class of places wherein the process l)o Sections 9 , 30, 35 , 36 . 39 , 40, 41, > 12 , 

of weaving cloth from cotton yarn if 45 aut j 77 

carried on without the use of power. 

14 The class of places wherein the pro-e-*- iv, ... , 

14 of dyeing cloth, y.rn or .rtirlc i, ’".-"T, *?,' *'• 

carried on with or without the use of " * l ** n * >’* > ' ) 1'. * ' 

power. *»• 47 <>). .6 »nd ,7. 

The class of places wherein metal is Do Chapter V and sections 9. 24, 30, 31. 

manipulated into articles with or 32 (d) (e), 35. 36. 39, 10, 41. 42, 

without the use of power, 15. 47 (It. 7<> and 77. 

The class of places wherein the process 20 or Chapter V anil sections 9, 19. 20 , 30. 

of tanning is carried on without the more 35, 36. 39. 10. II, 12, 45, 47 (1), 

use of power. 76 and 77. 


of manufacturing bricks is carried on 
without the use of power. 


The class of places 


nmonly known 10 or 


Sections 

9. 30, 

35 

. 31). 

39, 

40, 

41, 

* 12 . 

45 

and 

77. 







Chapter 

V and 

sc 

ct ions 

0. 

21 . 

30. 

31. 

32 

(d) 

and ( 1 

r ) , 

35. 36 

1 . 39 

. 40, 

41, 

42. 

45, 

47 

( 1 ), 

76 

and ‘ 

'7. 




Chapter 

V and 

sections 

9. 

24. 

30. 

31. 

32 

(<D 

(e). 

55. 

36. 

39, 

10 . 

41. 

42, 

45. 

*47 

(It. 

7<> 

and ~ 

' 7 - 




Chapl 

irr 

V and 

*e. 

rtion* 

0. 

19. 

20 . 

30. 

35, 

36, 

39, 

10 . 

11 , 1 

12 , ■! 

15. 

47 

(D. 

76 

and 

77. 







Chapl 

ter 

V and 

sei 

i- tions 

9. 

30. 

35. 

36. 

39, 

40, 

41. 42 

, 41 

’>. 47 

( 1 ). 

76 

and 

77. 

All 

the 

provii 

nons of 

the 

sa 

iid 

Act 


as saw mills wherein the process of morel applicable to factories, 

cutting or otherwise treating wood 
is carried on with the use of power. 

19 The class of places wherein any manu Do Sections 9. 24. 30. 31. 32 Id) and (e) 

facturing process enumerated in the ^3 14), 35, 36, 39, 40, 41. 42. 45, 

Schedule to the Hazardous Occupa- 47 (1), 76 and 77. 

tions (Lead) Rules, 1937, is carried 
on and any place wherein any manu- 

facturing process involving the use 
of any lead compound as defined in 

Rule 3 of the said Rules is carried on 

whether with or without the use of 
power. 

20 The class of places commonly known Do Chapter V and sections 9, 24, 30 31 

as general engineering works wherein 32 (rf) « n d (e), 35. 36. 39, 40. 41, 42! 

the manufacturing process is carried 45, 47 (]) t 75 ftn( j 

on with the use .of power. 

21 The class of places wherein the menu* Do thc provision# of the said Act 

factoring process of extracting oil is applicable to factories, 

carried on with the use of power. 

o« The dam of place commonly known Do Chapters IV and V and sections 9. 24, 

as rice mills wherein the manufactur- 30, 31, 32 (d) and (e) f 76 and 77. 

fng p roc cm of cleaning rice from husk 
*• carried on with the use of power. 


Section* 9. 24. 30. 31. 32 Id) and (ct 
33 (4), 35. 36, 39, 40, 41. 42. 45, 
47 (1), 76 and 77. 


Chapter V and sections 9, 24, 30, 31, 
32 (d) and (e), 35. 36, 39, 40. 41, 42. 
45, 47 (1), 76 and 77. 
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It 


Number 


S v 

| CltMet of place* 

of . 

Provisions of tbe said Act applied 

X o 

workers 

employed 



1 

2 

8 

4 

28 

The class of places commonly khown 

10 or 

Chapters IV and V and section* 9. 


as ginning factories wherein ihe 

more 

24, 28, 30, 31, 32 (d) and (e), 76 and 


process of separating raw cotton from 
its seed is carried on with the use of 


77. 


power. 



24 

The class of places wherein any of the 
manufacturing processes incidental to 

50 or 

more 

Sections 9, 30. 35. 36, 39, 40, 41, 12 
45, 47 (1). 76 and 77. 


treating and|or packing caahewnuts is 



caried on without the use of power. 



25 

The class of place* wherein the manu- 

10 or 

All the provisions of the said Act 


factoring process of shelling ground- 
nuts or any other process incident'll 
to the said manufacturing process 
is carried on with the use of power. 

more 

applicable to factories. 



26 

The class of places wherein the process 

20 or 

Sections 9, 30, 36, 39 (1), 39(2), so 

of making “ bidia ” from tobacco is 

more 

far as it relates to sections 36, 3‘) 


carried on without the use of power. 


(3> to 39 ( 8) , 40, 41, 42, 76 and 77. 

27 

The clasa of places wherein the manu- 

10 or 

All the provisions of the said Act 
applicable to factories. 

facturing process of preparing j;ur 
from sugarcane juice or any other 
process incidental to the said nianu- 
acturing process is carried on with 
the use of power. 

more 







28 

The class of places wherein the process 

20 or 

Sections 9. 19. 20. 30. 36. 39 (1), 39 (2), 


of making “ jerda ” from tobacco is 

more 

so far as it relate* to sections 36. 


carried on without the use of power. 


39 (3) to 39 (8|, 40, 41. 42, 45, TO 
to 59, 76 and 77. 

20 

IThe class of places wherein the process 

Do 

Sections 9. 18. 19, 20, 21, 22, 23, 30, 

1 of tailoring for clothing required for 

i 

50 to 59 and 66. 


His Majesty* Naval, Military or Air, 



! forces is carried on without the use 
of power. 

1 



IV. By Notification, Political and Reforms Department, No. 
352/34 (d), dated 18th November 1935, the Governor in Council 
is pleased — 

* • • 

(3) to direct that — 

(a) the Chief Inspector of Factories shall be officially sub- 
ordinate to the Commissioner of Labour, Bombay ; and 

(b) the Senior and Junior Inspectors and the Lady Inspec- 
tor of Factories shall be subordinate to the Chief Ins- 
pector of Factories. They shall act as technical 
advisers to the District Magistrate in matters connected 
with factories and shall perform any special work in 
connection with factories which the District Magistrate 
may require them to do ; 

U) to declare that the notices and returns prescribed under 
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the said Act and Rules made thereunder shall be sent 
to— 

(a) the Senior Inspector of Factories at Ahmedabad, so 
so far as they relate to factories situated in the districts 
of Ahmedabad, Kaira, Broach and Panch Mahals, 
Surat and the Nawapur Taluka of the West Kandesh 
District ; 

(b) the Chief Inspector of Factories, Secretariat, Bombay 
so far as they relate to factories, situated in the Town 
and Island of Bombay and in the districts of Thana, 
Bombay Suburban, East and West Khandesh, Nasik, 
Kolaba and Ratnagiri 

By Notification, Political and Services Department, No. 
623/34, dated 7th June 1938 

The Government of Bombay is pleased to declare that the 
notices and returns prescribed under the Act and Rules made 
thereunder shall be sent to the Inspector of Factories, having 
his headquarters at Poona, so far as they relate to Factories 
situated in the districts of Ahmednagar, Poona, Sholapur, Satara, 
Belgaum, Bijapur, Dharwar and Kanara. 

V. By Notification, Political and Reforms Department, No. 
352/34 (e), dated 18th November 1935, it is declared that the 
District Magistrate [who is an Inspector of Factories for his 
district under sub-section (4) of section 10 of the Act] shall not 
pass any original orders or remarks under sections 13, 14, 15, 18, 
23, 24, 25, 26, 28 and 29 of the Act but shall confine his orders 
or remarks under those sections to the point or points to which 
the full-time Inspector of Factories has already directed the 
attention of the manager or occupier of the factory as the case 
may be. 

VI. Under Notification, Political and Reforms Department, 
No. 352/34 (/), dated 18th November 1935 as amended by Noti- 
fications, Political and Services Department No. 8937, dated 18th 
September 1940 and No. 352/34, dated 26th November 1941, the 
undermentioned officers are appointed to be additional Inspec- 
tors of Factories : — 

(1) All Sub-Divisional Magistrates in the Province of Bom- 
bay within the local limits of their respective Jurisdic- 
tions ; 

(2) The Resident Magistrate, Kalyan, for all the Railway 
premises in the Kalyan Taluka of the Thana District ; 

i3) All Mamlatdars and Mahalkaris in the Province of 
Bombay within the limits of their talukas, mahals or 
petas as the case may be ; and 
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(4) It is declared that the powers of every such additional 
Inspector shall be limited to the authority given by 
section 11 of the said Act to enter any factory within 
the limits of his jurisdiction as aforesaid and to make 
such examination of the premises and of any prescrib- 
ed notices, registers and muster rolls as may be neces- 
sary for satisfying himself that the requirements of 
Chapters IV and V of the said Act are being properly 
observed. 

VII. Under Notification, Political and Reforms Departments, 
No. 352/34 (fir), dated 18th November 1935 

(1) the Director of Public Health and all Assistant Directors 
of Public Health in the Province of Bombay, the Certifying 
Surgeon for the Town and Island of Bombay, the Certifying 
Surgeon, Ahmedabad, the Bombay Medical Service Officers 
specified in Schedule A hereto and the Subordinate Medical 
Service Officers of not less than seven years' service stationed at 
the places specified in Schedule B hereto annexed are appoint- 
ed as additional Inspectors of Factories within the limits of 
their respective jurisdictions ; • 

(2> it is declared that the powers of every such additional 
Inspector shall be limited to the power to enter any factory 
within the limits of his jurisdiction and to make such examina- 
tion of the premises and of any prescribed notices, registers and 
muster rolls as may be necessary for satisfying himself that the 
requirements of Sections 13, 14, 15 (2), 17, 18, 19, 20, 32 (b) and 
33 (4) of the Act are being properly observed ; and 

(3) it is directed that the defects found and remedies sug- 
gested for enforcing compliance with the requirements of Sec- 
tions referred to in Clause (2) shall be reported by such addi- 
tional Inspectors to the Chief Inspector of Factories who shall 
pass final orders in each case. 

SCHEDULE A. 

Bombay Medical Service Officers 

1. Nadiad. 4. Kalyan. 7. Kapadvanj. 

2. Gadag. 5. Bandra. 

3. Hubli. 6. Andheri. 

Under Notifications, Political and Reforms Department, 
No. 352/34-H, dated 12th April 1937 and 14th April 1937 

8. Bhiwandi. 9. Ahmednagar. 
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SCHEDULE B. 


Subordinate Medical Service Officers of not less than 
seven years’ service 


1. Viramgaum. 

2. Broach. 

3. Surat. 

4. Sholapur. 

5. Poona and 

Mundhwa. 

6. Karad. 

7. Gokak. 

8. Bijapur. 

9. Bagalkot. 


10. Ilkal. 

11. Hungund. 

12. Dhulia. 

13. Talegaon 

(Dabhada). 

14. Jalgaon. 

15. Amalner. 

16. Jambusar. 

17. Thana. 

18. Amod. 


19. Ilav. 

20. Thasra. 

21. Chalisgaon. 

22. Bardoli. 

23. Jalalpore. 

24. Bailhongal. 

25. Devgad. 

26. Belgaum. 

27. Umreth. 

28. Dhandhuka. 


VIII. By Notification, Political and Services Department, 
No. 1554/34-11, dated 26th March 1938 

(1) the Inspector appointed under Sub-section (3) of Sec- 
tion 14 of the Payment of Wages Act, 1936 (IV of 1936), in Gov- 
ernment Notification in the Political and Reforms Department, 
No. 1554/34, dated *the 30th August 1937, is appointed to be an 
additional Inspector of Factories within the limits of his Juris- 
diction specified in the said notification ; and 

(2) it is declared that the powers of such additional In- 
spector of Factories shall be limited to the authority given by 

' Secion 11 of the Factories Act, 1934 (XXV of 1934), to enter any 
factory within the limits of his jurisdiction as aforesaid and to 
make such examination of the premises, and of any prescribed 
notices, registers and muster rolls as may be necessary for satis- 
fying himself that the requirements of Chapters IV and V of 
the last mentioned Act are being properly observed. 

IX. Under Notification. Political and Services Department, 
No. 352/34, dated 13th November 1941. the undermentioned me- 
dical officers are appointed to be certifying surgeons for factories 
within the limits of the areas shown against their names : — 


Names or designations of 
Medical Officers 
1 

Mr. R. J. Tata, L.M. & S., F.R. 
F.P.S., D.P.H., D.T.M. & H. 


Mr. K. C. Gupta, M.B.BJ3. 


Areas 

2 

City of Bombay, Municipal 
Borough of Kurla and Muni- 
cipal District of Ghatkoper- 
Kirol. 

Daskroi Taluka and City Mahal, 
Ahmedabad. 
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The Medical Officer in charge of 
the Dispensary at Viramgaum 

The Medical Officer in charge of 
the Dispensary at Dhan- 
dhuka. 

The Subordinate Medical Ser- 
vice Officer in charge of the 
Dispensary at Prantij. 

The Medical Officer in charge 
of the Grant-in-aid Dispen- 
sary at Gogha. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Nadiad. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Kapadvanj. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Dakore. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Umreth. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Anand. 

The Civil Surgeon, Broach and 
Panch Mahals. 

The Medical Officer in charge 
of the Dispensary at Ilav. 


The Medical Officer in charge 
of the Dispensary at Amod in 
Broach and Panch Mahals 
District. 

The Medical Officer in charge 
of the Dispensary at Vagra. 


Viramgaum Taluka. 
Dhaudhuka Taluka. 


Prantij Taluka except the vil- 
lages of Demai and JDhan- 
sura. 

Town of Gogha. 


Nadiad Taluka. 


Kapadvanj Taluka and the 
villages of Demai and Dhan- 
sura in the Ahmedabad 
District. 

Thasra Taluka. 


Municipal District of Umreth 
and village of Ode. 

Borsad Taluka and Anand 
Taluka except the Municipal 
District of Umreth and the 
village of Ode. 

Municipal Borough of Broach 
and the villages of Derol, 
Nabipur and Palej. 

Village of Ilav in the Broach 
and ^anch Mahals District 
and the village of Vadoli in 
Olphad Taluka of the Surat 
District. 

Amod Taluka except the vil- 
lage of Samni. 


Vagra Taluka and the village 
of Samni in Amod Taluka. 
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Names or . designations of 

Medical Officers Areas 

1 2 

The Medical Officer of the The area covered by the B. B. 
BB. & C.I. Railway Company & C.I. Railway factories at 
at Dohad. Freeland Ganj. 


The Subordinate Medical Ser- 
vice Officer in charge of the 
Municipal Dispensary at An- 
kleshwar. 

The Subordinate Medical Ser- 
vice Officer in charge of Dis- 
pensary at Jambusar. 

The Civil Surgeon, Surat. 

The Medical Officer in charge 
of the Dispensary at Tad- 
keshwar in Surat District. 

The Medical Officer in charge 
of the Local Board Dispen- 
sary at Jalalpore. 

The Medical Officer in charge 
of the Local Board Dispen- 
sary at Pardi. 

The Medical Officer in charge 
of the Local Board Dispen- 
sary at Bardoli. 

The Civil Surgeon, Thana. 

The Medical Officer in charge 
of the Dispensary at Kalyan. 

The Bombay Medical Service 
Officer in charge of the Dis- 
pensary at Bhiwandi. 

The Medical Officer in charge 
of the Dispensary at Bandra. 

The Medical Officer in charge 
of the Local Board Dispensary 
at Andheri. 

The Bombay Medical Service 
Officer in charge of the C. R. 
Wadia Dispensary at Thana. 


Ankleshwar Taluka except the 
village of Ilav. 


Jambusar Taluka. 


Chorasi Taluka -and the vil- 
lage of Sayan. 

The village of Kim in Surat 
District. 

Jalalpore Taluka. 


Pardi and Bulsar Talukas. 


Bardoli Taluka and the village 
of Nawapur in the West 
Khandesh District. 

Thana Mahal. 

Kalyan Taluka. 

Bhiwandi Taluka. 


Municipal Borough of Bandra. 

The Municipal district of Parle- 
Andheri and the villages of 
Borivli and Kandivli in the 
Bombay Suburban District. 

Town of Mulund in the Bom- 
bay Suburban District. 
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Names or designations of 
Medical Officers 
1 

The Civil Surgeon, Ahmednagar 

The Civil Surgeon, Jalgaon. 

The Medical Officer in charge 
of the Dispensary at Amalner. 

The Medical Officer in charge 
of the Dispensary at Chalis- 
gaon in East Khandesh 
District. 

The Civil Surgeon, Dhulia. 

The Medical Officer in charge 
of the Dispensary attached 
to the Government Central 
Distillery, Nasik. 

The Subordinate Medical Ser- 
vice Officer at Peint. 

The Subordinate Medical Ser- 
vice Officer in charge of the 
Municipal Dispensary at 
Yeola. 

The Assistant to the Civil Sur- 
geon, Poona. 


The Subordinate Medical Ser- 
vice Officer in charge Dis- 
pensary, Talegaon-Dabhade. 

The Medical Officer in charge 
of Arsenal and Ammunition 
Factory Establishments, 
Kirkee. 

The Medical Officer, Central 
Prison, Yeravda. 

The Medical Officer in charge 
of the Dispensary at Karad. 

The Civil Surgeon, Sholapur 


Areas 

2 

Ahmednagar Taluka. 
Jalgaon Taluka. 

Amalner Taluka. 

Chalisgaon Taluka. 


Dhulia Taluka. 

The areas covered by the Se- 
curity Printing Press and the 
Government Central Distil- 
lery at Nasik Road. 

Peint Peta. 

Yeola Taluka. 


The Municipal Borough of 
Poona City, Poona canton- 
ment, the municipal district 
of Poona Suburban and the 
villages of Yerandavana, 
Pashan, Dapori and Hadap- 
sar in the Poona District. 

Mawal Taluka. 


The area covered by the Kirkee 
Arsenal and Ammunition 
Factories at Krkee, district 
Poona. 

The Town of Yeravda. 

Karad Taluka. 

Sholapur Taluka. 
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Names or designations of 
Medical Officers 
1 

The Medical Officer in charge 
of the Municipal Dispensary 
at Barsi. 

The Civil Surgeon, Belgaum. 

The Medical Officer in charge 
of the Dispensary at Gokak. 

The Medical Officer in charge 
of the grant-in-aid Munici- 
pal Dispensary at Bailhongal. 

The Civil Surgeon, Bijapur. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Bagalkot. 

The Medical Officer in charge 
of the Municipal Dispensary 
at Hkal. 

The Medical Officer in charge 
of the Local Board Dispensary 
at Hungund. 

The Medical Officer in charge 
of the Dispensary at Gadag. 

The Medical Officer in charge 
of the Dispensary at Hubli. 

The District Medical Officer of 
the M. Sc S.M. Railway, Hubli. 

The Medical Officer in charge 
of the Dispensary at Devgad. 

♦The Medical Officer in charge 
of the Dispensary at Vada, 
District Thana. 


Areas 

2 

Barsi Taluka. 

Belgaum Taluka. 

Gokak Taluka. 

Sampgaon Taluka. 

Bijapur Taluka. 

Bagalkot Taluka. 

Municipal District of Hkal in* 
the Hungund Taluka, district 
Bijapur. 

Hungund Taluka except the 
Municipal District of Hkal. 

Gadag Taluka. 

Hubli Taluka except the area 
occupied by the M. Sc S.M. 
Railway factories. 

The area covered by the M. Sc 
S.M. Railway factories in the 
Province of Bombay. 

Devgad Taluka. 

Vada Taluka. 


X. By Notification, Political and Reforms Department, No. 
377/34, dated 25th November 1937, as subsequently amended by 
Government Notification, Political and Services Department, No. 
352/34/H, dated 30th August 1938, the Government of Bombay 
is pleased to appoint the Medical Officers mentioned in column 
2 of the Schedule hereto, in the employ of the concerns specified 


•Inserted vide G.N., P. * 9.D., No. 359/84 of 16th December 1943. 
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against them in column 3 of the said schedule, to be Certifying 
Surgeons for the purposes of the Hazardous Occupations (Lead) 
Rules, 1937, within the local limits specified against them in 
column 4 of the said schedule : — 


SCHEDULE 


No. 

Designation of Medical 
Officers 

Name of 
concerns 

Local Limit 

1 

2 

3 

4 

1 

The District Medical Officer 
(Health), 335, Parel Road, 
By cull a, Bombay. 

G. I. P. Railway 

Transportation workshop at 
Wadi Bunder and Parel 
and Matunga Workshops 
of the G.I.P. Railway. 

2 

1 

Assistant Medical Officer, 
(Health), 335, Parel Road, 
Byculia, Bombay. 

Do 

Do do 

3 

The Medical Officer, Parel, 
Bombay. 

B. B. & C. I. Rail- 
way 

Train lighting workshop at 
Parel and Bombay Central 
and Parel Worshop of the 
B. B. Sc C. I. Railway. 

4 

The Chief Medical Officer ... 

1)0 

The Agent's Office Printing 
Press, C'hurchgate. 

5 

The Officer in charge H.M.’s 
j Indian Naval Dockyard 
j Dispensary, Bombay. 

H. M.’s Indian 
Naval Dockyard 

I Bombay 

II. M.’s Indian Naval Dock* 
j yard. Bombay. 


XI. By Notification, Political and Reforms Department, 
No. 352/34 (i), dated 18th November 1935, factories noted 
below have been exempt from the provisions of the Sub- 
section (1) of Section 41 of the Factories Act, 1934 (XXV of 
1934), in respect of workers other than children or adolescents 
not possessing certificates of fitness to work in a factory as 
adults employed therein for definite periods of work laid down 
in the notice required by Sub-section (3) of Section 39 of the 
said Act : 

Provided that this exemption shall not apply to any factory 
in which all the adult workers are not required to work within 
the same periods, nor to workers, exempted from the provisions 
of Sections 34 and/or 36, under Clauses (b) and (c) of Sub- 
section (2) of Section 43 or under Sub-section (2) of Section 44 
of the said Act. 

(а) Government factories, 

(б) Cotton spinning and weaving factories, 

(c) Hosiery factories, 

(d) Silk factories, 

(e) Woollen factories, and 

(/) Hallway Workshops. 

XII. By Notification, Political and Reforms Department, 
No. 352/34 ( j ), dated 18th November 1935, it is directed that in 
respect of all factories except cotton spinning and weaving mills 
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the limits of working hours for women and children shall be 
varied from between 6 a.m. and 7 p.m. to between 6-30 a.m. and 
7-30 p.m. during the period from November 1st to March 31st, 
both days inclusive. 

XIIL By Notification, Political and Reforms Department, 
No. 352/34 (/c), dated 18th November 1935, the Chief Inspector of 
Factories, Senior and Junior Inspectors of Factories have been 
appointed under Scetion 492 (1) of the Code of Criminal Proce- 
dure, 1898 (V of 1898), to be Public Prosecutors throughout the 
Province of Bombay for the purpose of conducting prosecutions 
under the Factories Act, 1934 (XXV of 1934). 

XIV. By Notification, No. L.-3050, Government of India, De- 
partment of Industries and Labour, dated 8th August 1935, re- 
published in Government Notification, Political and Reforms De- 
partment, No. 377/34, dated 13th August 1935, the Governor- 
General in Council is pleased to make the following rule : — 

RULE 

The Manager of every factory shall furnish to the Inspector 
of Factories or other officer designated by the Provincial Gov- 
ernment in this behalf the following returns, namely : — 

I. On or before the 15th January of each year, an annual 
return in duplicate ip the form set forth in the schedule hereto 
annexed : 

Provided that in the case of a factory in which work is carried 
on only during a certain season or certain seasons of the year, 
the Manager shall, if so required by the Provincial Government, 
or, if the Provincial Government so directs, by the Chief Inspec- 
tor of Factories, submit the annual return within fifteen days 
after the close of that season or of the last of those seasons as 
the case may be. 

n. Before the end of each calendar month, a return giving 
notice of all the days on which it is intended to close the factory 
during the next ensuing month. This return shall be submitted 
whether the factory is or is not working during the calendar 
month preceding the month to which the return relates : 

Provided that the Provincial Government may dispense with 
this return in the case of any specified factory or of any class of 
factories or of the factories in any particular area. 

SCHEDULE 


Name of factory. Year ending 31st Dec. 193 

Season(s) ending ~193~~\ 

Name of Occupier. Name of Manager. 
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1. District 

2. Postal Address 

3. Nature of Industry 

f Men. 

] Women. 

I 

4. * Average number of workers j Adolescents : — 

employed daily. l Male. 

Female. 

Boys. 

I Girls, 
f Men. 

5. Normal hours worked per week. ^ Women. 

Children. 

6. Number of days worked in the year. 

7. vWhat rest intervals were given to adults ? 

8. Were rest intervals given to children ? 

9. Wete week-days sometimes substituted for Sundays as weekly 

holidays ? 

f 34 ? 

10. Were the majority of workers j 35 ? 

exempted from the provisions ^ 36 ? 
of sections. | 37 ? 

^38 ? 

11. Was the factory exempted under the second proviso to 

section 41 (1) ? 

12. (Fish curing and fish canning factories only) 

Was the factor^ exempted under Section 4572) ? 

XV. By Notification, Political and Reforms Department, 
No. 352/34-11, dated 9th October 1935, the Governor in Council 
is pleased to dispense with the submission of the monthly return 
of holidays, in the case of all factories in the Province of Bombay: 

(1) which regularly observe Sundays as holidays, or 

(2) which regularly observed a fixed day in the week as a 
holiday, or 

* The average daily number should be calculated by dividing the aggregate number of 
attendances on working days by the number of working days in the year. In reckoning 
attendances, attendances by temporary ns well as permanent employees should be counted 
and all employees should be included, whether they are employed directly or under contrac- 
tors. Attendances on separate shifts (c. g. night and day shifts) should be counted sepa- 
rately Days on which the factory was closed, for whatever cause, and days on which the 
manufacturing processes were not carried on should not be treated as working days . 

t Enter “one hour”, “two half-hours”, “one half-hour” or “none”, as the cose may be. 
If none of these categories applied to all Uie adult employees, enter the category applicable 
to the majority of adult employees. Where the majority received an interval exceeding one 
hour, enter “one hour”. 



190 


LABOUR AND FACTORY LEGISLATION 


(3) which observe holidays according to a list approved by 
the Inspector of Factories : 

Provided, however, that where the Manager of any factory 
makes any departure from such a holiday or list of holidays as 
aforesaid, prior intimation shall be given to the Inspector of 
Factories. 

Cocaine eye-drops. 

Managers of Factories. 
Possession of — by, for use in 
first-aid boxes. 

GOVERNMENT OF BOMBAY 

REVENUE DEPARTMENT 

Resolution No. 4362/33 

BOMBAY CASTLE, 26TH SEPTEMBER 1935 

Letter from the Commissioner of Excise (Mr. J. P. Brander, 
I.C.S.), No. 73-31/35, dated the 14th September 1935 

* * * * * 

Resolution 

Government are pleased to direct that managers of 
factories should be allowed to possess, in their first-aid boxes 
eye-drops containing 0.5 per cent of cocaine under permits 
issued by the Collector and in such quantities as he may deem 
fit considering the requirements of each factory. 

2. The managers of factories should be required to 
maintain accounts of cocaine eye-drops obtained and used 
by them in the forms* submitted by the Commissioner of 
Excise which are approved. 

•Printed on page 189. 


Accompaniments to Government Resolution, Revenue Department, 
No. 4362/33, dated the 26th September 1935. 

PERMIT FOR THE POSSESSION OF COCAINE EYE-DROPS BY 
MANAGERS OF FACTORIES. 

The Manager of # 

is hereby authorised to possess eye-drops containing in the ag- 
gregate grains of cocaine in the first-aid box which 

he is required to maintain in accordance with the rules framed 
under the Factory Act. 

The manager shall maintain in the appended form an ac- 
count of the quantities of the cocaine eye-drops received, used 
and held in balance by him. 
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This permit will hold good up to the evening of 31st March 
193. 


Collector of 


Form of account of cocaine to be kept by managers of factories 
who have been granted special permits for possession for use 
in first-aid-boxes. 


Cocaine eye-drops 


Remarks 


Grains 


Opening balance ... Names of persons from 

whom and dates on 
which purchased. 

Purchase during the month 


Total ... 


Used during the month 


Closing balance carried to next month 


The Indian Boilers Act, 1923 

INDIA ACT NO. V OF 1923. 1 

An Art to consolidate and amend the Law relating to 
Steam-boilers. 

WHEREAS it is expedient to consolidate and amend the 
law relating to steajn-boilers ; it is hereby enacted as fol- 
lows : — 

Short title, extent and commencement. 

1. (1) This Act may be called the Indian Boilers Act, 
1923 . 

1 For Statement of Objects and Reasons, see Gasette of India, 1982, Pt, V, p. MS; and 
for Report of Joint Committee, see ibid,, 1923, Pt. V, p. 15 
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(2) It extends to the whole of British India, including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on such date 1 as the 
2 [Central Government] may, by notification in the 3 [Offi- 
cial Gazette'], appoint. 

2. In this Act, unless there is anything repugnant in 
the subject or context, — 

(a) “ accident ” means an explosion of a boiler or 
steam-pipe or any damage to a boiler or steam-pipe which 
is calculated to weaken the strength thereof so as to render 
it liable to explode ; 

4 [(aa) “Board” means the Central Boilers Board con- 
stituted under Section 27A ;] 

(b) “ boiler ” means any closed vessel exceeding five 
gallons in capacity which is used expressly for generating 
steam under pressure 5 * * * and includes any mounting 
or other fitting attached to such vessel, which is wholly or 
partly under pressure when steam is shut off ; 

(c) “ Chief Inspector ” and “ Inspector ” mean, respec- 
tively, a person appointed to be a Chief Inspector and an 
Inspector under this Act ; 

6 (cc) “Feed-pipe” means any pipe or connected fitting 
wholly or partly under pressure through which feed water 
passes directly to a boiler ; 

(d) “ owner ” includes any person using a boiler as 
agent of the owner thereof and any person using a boiler 
which he has hired or obtained on loan from the owner 
thereof; 

(e) “ prescribed ” means prescribed by regulations or 
rules made under this Act ; 

(/) “ steam-pipe ” means any main pipe exceeding three 
inches in internal diameter through which steam passes 
directly from a boiler to a prime-mover or other first user, 
and includes any connected fitting of a steam-pipe ; and 

1 Thin Act came into force on 1st January 1024, see Gen. R. it O., Vol. V, p. 184. 

2 Sub*, by the A. O. for *'G. G. in C.” 

3 Subs, by the A. O. for “Gazette of India/* 

4 ln«. by the Indian Boilers (Amendment) Act, 1087 (11 of 1087), s. 8. 

ft The words “for use outside such vessel** rep. by the Indian Boilers (Amendment) Act, 
1929 (9 of 1829), s. 2. 

0 Added vide G. of B. Gazette Part IV, pp. 171-172 of 80/8/48 
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<p) “structural alteration, addition or renewal” shall 
not be deemed to include any renewal or replacement of a 
petty nature when the part or fitting used for replacement 
is not inferior in strength, efficiency or otherwise to the 
replaced part or fitting. 

1 (2A) Application of the Act to feed-pipes — 

Every reference in this Act (except where the word 
“ steam-pipe ” is used in clause “ f ” of Section 2), to a 
steam-pipe or steam-pipes shall be deemed to include also a 
reference to feed-pipe or feed-pipes respectively. 

Limitation of application. 

3. (1) Nothing in this Act shall apply in the case of 

any boiler or steam-pipe — 

(a) in any steam-ship as defined in Section 3 of the 
2 Indian Steam-ships Act, 1884, or in any steam-vessel as 
defined in Section 2 of the Inland Steam-vessels Act, 
1917 ; or 

(b) belonging to or under the control of His Majesty’s 
Navy or 3 [the Royal Indian Navy] ; or 4 

. (c) 5 appertaining to a sterilizer or disinfector of a type 

such as is commonly used in hospitals, if the boiler does 
not exceed 20 gallons in capacity. 

(2) The 6 [Safety Controlling Authority] may, by 
notification in the 7 [Official Gazette ], declare that the pro- 
visions of this Act shall not apply in the case of boilers 
or steam-pipes, or of any specified class of boilers or steam- 
pipes, belonging to or under the control of any railways 8 
administered 9 [by the Federal Railway Authority or by 
any Provincial Government] or by any railway company 

1 Added ride G. of B. Gu*., Part IV. pp. 171-172 of 80/8/ M. 

2 See now the Indian Merchant Shipping Act, 1928 (21 of 1923), s. 2. 

8 Sut*. by the A. O. for “the Royal Indian Marine Service/* 

4 Added vide G. of B. Gazette, Part IV, p. 56 of 19/3/42. 

« Ibid. 

6 Subs. by the A. O. for “G. G. in (V* 

7 Sub*, by the A. O. for “Gazette of India.” 

8 For list of Railways notified under this section, see Gen. R. A 0.» Vol. V*, p. 134. 

9 Subs, by the A. O. for “by the Govt.*’. 

18 
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as defined in clause (5) of Section 3 of the Indian Railways 
Act 1890. 

1 [In this sub-section, “ Safety Controlling Authority ” 
has the same meaning as in the Indian Railways Act, 1890.] 

Power to limit extent. 

4. The 2 [Provincial Government] may, by notification 
in the 3 [Official Gazette], exclude 4 any specified area from 
the operation of all or any specified provisions of this Act. 

Appointment of Chief Inspectors and Inspectors. 

5. (1) The 5 [Provincial Government] may appoint 
such persons as it thinks fit to be Inspectors for the Pro- 
vince for the purposes of this Act, and may define the local 
limits within which each Inspector shall exercise the powers 
and perform the duties conferred and imposed on Inspec- 
tors by or under this Act. 

(2) The 6 [Provincial Government] shall likewise ap- 
point a person to be Chief Inspector for the Province, who 
may, in addition to the powers and duties conferred or im- 
posed on the Chief Inspector by or under this Act, exercise 
any power or perform any duty so conferred or imposed 
on Inspectors. 

(3) Every Chief Inspector and every Inspector shall 
be deemed to be a public servant within the meaning of the 
Indian Penal Code. 

Prohibition of use of unregistered or imcertificated boiler. 

6. Save as otherwise expressly provided in this Act, 
no owner of a boiler shall use the boiler or permit it to 
be used — 

(a) unless it has been registered in accordance with 
the provisions of this Act ; 

( b ) in the case of any boiler which has been transfer- 
red from one Province to another, until the trans- 
fer has been reported in the prescribed manner ; 

1 Ins. by the A. O. 

2 Subs, by the A. O. for “G. G. in C.” 

8 Subs, by the A. O. for “Gazette of India.” 

4 The Andaman and Nicobar Islands have been excluded from the operation of the pro* 
visions of this Act, see Gen. R. & O., Vol. V, p. 185. 

ff Subs, by the A. O. for “L. G.” 
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(c) unless a certificate or provisional order authoris- 
ing the use of the boiler is for the time being in 
force under this Act ; 

(d) at a pressure higher than the maximum pressure 
recorded in such certificate or provisional order ; 

(e) where the ^Provincial Government] has made 
rules requiring that boilers shall be in charge of 
persons holding certificates of competency, unless 
the boiler is in charge of a person holding the 
certificate required by such rules : 

Provided that any boiler registered, or any boiler cer- 
tified or licensed, under any Act hereby repealed shall be 
deemed to have been registerd or certified, as the case may 

be, under this Act : 

2 * * * 

Registration. 

7. (1) The owner of any boiler which is not regis- 

tered under the provisions of this Act may apply to the 
Inspector to have the boiler registered. Every such appli- 
cation shall be accompanied by the prescribed fee. 

(2) On receipt of an application under sub-section (1) 
the Inspector shall fix a date, within thirty days or such 
shorter period as may be prescribed from the date of the 
receipt, for the examination of the boiler and shall give 
the owner thereof not less than ten days’ notice of the date 
so fixed. 

(3) On the said date the Inspector shall proceed to 
measure and examine the boiler and to determine in the 
prescribed manner the maximum pressure, if any, at which 
such boiler may be used, and shall report the result of 
the examination to the Chief Inspector in the prescribed 
form. 

(4) . The Chief Inspector, on receipt of the report may — 

(a) register the boiler and assign a register number 

thereto either forthwith or after satisfying him- 
self that any structural alteration, addition or re- 


1 Subs, by the A. O. for “L. G " 

2 Deleted by Repealing and Amending Act, 1939 (84 of 1989). 
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newal which he may deem necessary has been made 
in or to the boiler or any steam-pipe attached 
thereto, or 

(b) refuse to register the boiler : 

Provided that where the Chief Inspector refuses to re- 
gister a boiler, he shall forthwith communicate his refusal 
to the owner of the boiler together with the reasons there- 
for. 

(5) The Chief Inspector shall, on registering the boiler, 
order the issue to the owner of a certificate in the pres- 
cribed form authorising the use of the boiler for a period 
not exceeding twelve months at a pressure not exceeding 
such maximum pressure as he thinks fit and as is in ac- 
cordance with the regulations made under this Act. 

(6) . The Inspector shall forthwith convey to the owner 
of the boiler the orders of the Chief Inspector and shall 
in accordance therewith issue to the owner any certificate 
of which the issue has been ordered, and, where the boiler 
has been registered, the owner shall within the prescribed 
period cause the register number to be permanently marked 
thereon in the prescribed manner. 

Renewal of certificate. 

8. (1) A certificate authorising the use of a boiler shall 

cease to be in force — 

(a) on the expiry of the period for which it was grant- 
ed ; or 

(b) when any accident occurs to the boiler ; or 

(c) when the boiler is moved, the boiler not being a 
vertical boiler the heating surface of which is less 
than two hundred square feet, or a portable or 
vehicular boiler ; or 

(d) when any structural alteration, addition or rene- 
wal is made in or to the boiler ; or 

(e) if the Chief Inspector in any particular case so 
directs, when any structural alteration, addition, 
or renewal is made in o!r to any steam-pipe attach- 
ed to the boiler ; or 

(/) on the communication to the owner of the boiler 
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of an order of the Chief Inspector or Inspector 
prohibiting its use on the ground that it or any 
steam-pipe attached thereto- is in a dangerous con- 
dition. 

(2) Where an order is made under clause (f) of sub- 
section (1) the grounds on which the order is made shall 
be communicated to the owner with the order. 

(3) When a certificate ceases to be in force, the owner 
of the boiler may apply to the Inspector for a renewal 
thereof for such period not exceeding twelve months as 
he may specify in the application. 

(4) An application under sub-section (3) shall be ac- 
companied by the prescribed fee and, on receipt thereof, 
the Inspector shall fix a date, within thirty days or such 
shorter period as may be prescribed from the date of the 
receipt, for the examination of the boiler and shall give 
the owner thereof not less than ten days’ notice of the 
date so fixed : 

Provided that, where the certifiacte has ceased to be 
in force owing to the making of any structural alteration, 
addition or renewal, the Chief Inspector may dispense with 
the paymet of any fee. 

(5) On the said date the Inspector shall examine the 
boiler in the prescribed manner, and if he is satisfied that 
the boiler and the steam-pipe or steam-pipes attached there- 
to are in good condition shall issue a renewed certificate 
authorising the use of the boiler for such period not exceed- 
ing twelve months and at a pressure not exceeding such 
maximum pressure as he thinks fit and as is in accordance 
with the regulations made under this Act : 

Provided that if the Inspector — 

(a) proposes to issue any certificate — 

(i) having validity for a less period than the 
period entered in the application, or 

(ii) increasing or reducing the maximum pressure 
at which the boiler may be used, or 

(b) proposes to order any structural alteration, addi- 
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tion or renewal to be made in or to the boiler or 
any steam-pipe attached thereto, or 

(c) is of opinion that the boiler is not fit for use, the 
Inspector shall, within forty-eight hours of making 
the examination, inform the owner of the boiler in 
writing of his opinion and the reasons therefor 
and shall forthwith report the case for orders to 
the Chief Inspector. 

(6) The Chief Inpsector, on receipt of a report under 
sub-section (5), may, subject to the provisions of this Act 
and of the regulations made hereunder, order the renewal 
of the certificate in such terms and on such conditions, if 

'any, as he thinks fit, or may refuse to renew it : 

Provided that where the Chief Inspector refuses to re- 
new a certificate, he shall forthwith communicate his re- 
fusal to the owner of the boiler, together with the reasons 
therefor. 

(7) Nothing in this Section shall be deemed to pre- 
vent an owner of a boiler from applying for a renewed cer- 
tificate therefor at any time during the currency of a cer- 
tificate. 

Provisional orders. 

9. Where the Inspector reports the case of any boiler 
to the Chief Inspector under sub-section (3) of Section 7 
or sub-section (5) of Section 8, he may, if the boiler is not 
a boiler the use of which has been prohibited under clause 
(/) of sub-section (1) of Section 8, grant to the owner 
thereof a provisional order in writing permitting the boiler 
to be used at a pressure not exceeding such maximum pres- 
sure as he thinks fit and as is in accordance with the re- 
gulations made under this Act pending the receipt of the 
orders of the Chief Inspector. Such provisional order shall 
cease to be in force — 

(a) on the expiry of six months from the date on which 

it is granted, or 

(b) on receipt of the orders of the Chief Inspector, or 

(c) in any of the cases referred to in clauses (b) (c), 
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(d), (c) and (f) of sub-section (1) of Section 8, 
and on so ceasing to be in force shall be surrendered to 
the Inspector. 

Use of boiler pending grant of certificate. 

10. (1) Notwithstanding anything hereinbefore con- 
tained, when the period of a certificate relating to a boiler 
has expired, the owner shall, provided that he has applied 
before the expiry of that period for a renewal of the cer- 
tificate, be entitled to use the boiler at the maximum pres- 
sure entered in the former certificate pending the issue of 
orders on the application. 

(2) Nothing in sub-section (1) shall be deemed to 
authorise the use of a boiler in any of the cases referred to 
in clauses (b), (c), (d), (e) and (f) of sub-section (1) of 
Section 8 occurring after the expiry of the period of the 
certificate. 

Revocation of certificate or provisional order. 

11. The Chief Inspector may at any time withdraw or 
revoke any certificate or provisional order on the report 
of an Inspector or otherwise — 

(a) if there is reason to believe that the certificate or 
provisional order has been fraudulently obtained 
or has been granted erroneously or without suffi- 
cient examination ; or 

(b) if the boiler in respect of which it has been granted 
has sustained injury or has ceased to be in good 
condition ; or 

(c) where the 1 [Provincial Government] has made rules 
requiring that boilers shall be in charge of persons 
holding certificates of competency, if the boiler is 
in charge of a person not holding the certificate 
required by such rules ; or 

(d) where no such rules have been made, if the boiler 
is in charge of a person who is not, having regard 
to the condition of the boiler, in the opinion of the 
Chief Inspector competent to have charge thereof : 

1 Subs, by A. O. for "I.. G." 
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Provided that where the Chief Inspector withdraws or 
revokes a certificate or provisional order on the ground 
specified in clause (d), he shall communicate to the owner 
of the boiler his reasons in writing for the withdrawal or 
revocation, and the order shall not take effect until the 
expiry of thirty days from the receipt of such communi- 
cation. 

Alterations and renewals to boilers. 

12. No structural alteration, addition or renewal shall 
be made in or to any boiler registered under this Act un- 
less such alteration, addition or renewal has been sanc- 
tioned in writing by the Chief Inspector. 

Alterations and renewals to steam-pipes. 

13. Before the owner of any boiler registered under 
this Act makes any structural alteration, addition or rene- 
wal in or to any steam-pipe attached to the boiler, he shall 
transmit to the Chief Inspector a report in writing of his 
intention, and shall send therewith such particulars of the 
proposed alteration, addition or renewal as may be pres- 
cribed. 

Duty of owner at examination. 

14. (1) On any date fixed under this Act for the 
examination of a boiler, the owner thereof shall be bound — 

(a) to afford to the Inspector all reasonable facilities 
for the examination and all such information as 
may reasonably be required of him ; 

(b) to have the boiler properly prepared and ready for 
examination in the prescribed manner ; and 

(c) in the case of an application for the registration 
of a boiler, to provide such drawings, specifications, 
certificates and other particulars as may be pres- 
cribed. 

(2) If the owner fails, without reasonable cause, to 
comply with the provisions of sub-section (1), the Inspector 
shall refuse to make the examination and shall report the 
case to the Chief Inspector who shall, unless sufficient cause 
to the contrary is shown, require the owner to file a fresh 
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application under Section 7 or Section 8, as the case may 
be, and may forbid him to use the boiler notwithstanding 
anything contained in Section 10. • 

Production of certificates, etc. 

15. The owner of any boiler who holds a certificate or 
provisional order relating thereto shall, at all reasonable 
times during the period for which the certificate or order 
is in force, be bound to produce the same when called upon 
to do so by a District Magistrate, Commissioner of Police 
or Magistrate of the first class having jurisdiction in the 
area in which the boiler is for the time being, or by the 
Chief Inspector or by an Inspector or by any Inspector 
appointed under the Indian Factories Act, 1911, 1 or by any 
person specially authorised in writing by a District Magis- 
trate or Commissioner of Police. 

Transfer of certificates, etc. 

16. If any person becomes the owner of a boiler dur- 
ing the period for which a certificate or provisional order 
relating thereto is in force, the preceding owner shall be 
bound to make over to him the certificate or provisional 
order. 

Powers of entry. 

17. An Inspector may, for the purpose of inspecting 
or examining a boiler or any steam-pipe attached thereto 
or of seeing that any provision of this Act or of any regu- 
lation or rule made hereunder has been or is being observed, 
at all reasonable times enter any place or building within 
the limits of the area for which he has been appointed in 
which he has reason to believe that a boiler is in use. 

Report of accidents. 

18. (1) If any accident occurs to a boiler or steam- 
pipe, the owner or person in charge thereof shall, within 
twenty-four hours of the accident, report the same in writ- 
ing to the Inspector. Every such report shall contain a 
true description of the nature of the accident and of the 

1S«e now the fmtthn Factories Act 1084 (25 of 1984). 
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injury, if any, caused thereby to the boiler or to the steam- 
pipe or to any person, and shall be in sufficient detail to 
enable the Inspector to judge of the gravity of the accident. 

(2) Every person shall be bound to answer truly to 
the best of his knowledge and ability every question put 
to him in writing by the Inspector as to the cause, nature 
or extent of the accident. 

Appeals to Chief Inspector. 

19. Any person considering himself aggrieved by — 

(a) an order made or purporting to be made by an 
Inspector in the exercise of any power conferred 
by or under this Act, or 

(b) a refusal of an Inspector to make any order or 
to issue any certificate which he is required or 
enabled by or under this Act to make or issue, 

may, within thirty days from the date on which such order 
or refusal is communicated to him, appeal against the order 
or refusal to the Chief Inspector. 

Appeals to appellate authority. 

20. Any person considering himself aggrieved by an 
original or appellate order of the Chief Inspector — 

(a) refusing to register a boiler or to grant or renew 
a certificate in respect of a boiler ; or 

(b) refusing to grant a certificate having validity for 
the full period applied for ; or 

(c) refusing to grant a certificate authorising the use 
of a boiler at the maximum pressure desired ; or 

(d) withdrawing or revoking a certificate or provisional 
order ; or 

(e) reducing the amount of pressure specified in any 
certificate or the period for which such certificate 
has been granted ; or 

(/) ordering any structural alteration, addition or re- 
newal to be made in or to a boiler or steam-pipe 
or refusing sanction to the making of any structural 
alteration, addition or renewal in or to a boiler, 
may, within thirty days of the communication to him of 
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such order, lodge with the Chief Inspector an appeal to an 
appellate authority to be constituted by the 1 [Provincial 
Government] under this Act. 

Finality of orders. 

21. An order of an appellate authority under Section 
20 and, save as otherwise privided in Sections 19 and 20, 
an order of the Chief Inspector or of an Inspector shall be 
final and shall not be called in question in any Court. 

Minor penalties. 

22. Any owner of a boiler who refuses or without 
reasonable excuse neglects — 

(i) to surrender a provisional order as required by 
Section 9, or 

(ii) to produce a certificate or provisional order when 
duly called upon to do so under Section 15, or 

(iii) to make over to the new owner of a boiler a 
certificate or provisional order as required by 
section 16, 

shall be punishable with fine which may extend to one 
hundred rupees. 

Penalties for illegal use of boiler. 

23. Any owner of a boiler who, in any case in which 
a certificate or provisional order is required for the use of 
the boiler under this Act, uses the boiler either without any 
such certificate or order being in force or at a higher pres- 
sure than that allowed thereby, shall be punishable with 
fine which may extend to five hundred rupees, and, in the 
case of a continuing offence, with an additional fine which 
may extend to one hundred rupees for each day after the 
first day in regard to which he is convicted of having per- 
sisted in the offence. 

Other penalties. 

24. Any person who — 

(a) uses or permits to be used a boiler of which he is 
the owner and which has been transferred from 


1 Sub*, by the A. O. for “L. C.' 
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fone Province to another without such transfer 
having been reported as required by section 6, or 

(b) being the owner of a boiler fails to cause the 
registered number allotted to the boiler under this 
Act to be marked on the boiler as required by 
sub-section (6) of section 7, or 

(c) makes any structural alteration, addition or renewal 
in or to a boiler without first obtaining the sanction 
of the Chief Inspector when so required by section 
12, or to a steam-pipe without first informing the 
Chief Inspector, when so required by section 13, or 

(d) fails to report an accident to a boiler or steam-pipe 
when so required by section 18, or 

( e ) tampers with a safety valve of a boiler so as to 
render it inoperative at the maximum pressure at 
which the use of the boiler is authorised under this 
Act, 

shall be punishable with fine which may extend to five 
hundred rupees. 

Penalty for tampering with register mark. 

25. (1) Whoever removes, alters, defaces, renders 
invisible or otherwise tampers with the register number 
marked on a boiler in accordance with the provisions of this 
Act or any Act repealed hereby, shall be punishable with 
fine which may extend to five hundred rupees. 

(2) Whoever fraudulently marks upon a boiler a 
register number which has not been allotted to it under 
this Act or any Act repealed hereby, shall be punishable 
with imprisonment which may extend to two years, or 
with fine, or with both. 

Limitation and previous sanction for prosecutions. 

26. No prosecution for an offence made punishable by 
or under this Act shall be instituted except within six months 
from the date of the commission of the offence, and no such 
prosecution shall be instituted without the previous sanc- 
tion of the Chief Inspector. 
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Trial of offences. 

27. No offence made punishable by or under this Act 
shall be tried by a Court inferior- to that of a Presidency 
Magistrate or a Magistrate of the first class. 

Central Boilers Board. 

^27 A. (1) A Board to be called the Central Boilers 
Board shall be constituted to exercise the powers conferred 
by section 28. 

(2) The Board shall consist of fourteen members, 
namely : — 

(a) a chairman to be nominated by the 2 [Central 
Government] ; 

(b) one member to be nominated by each of the 
3 [Provincial Governments] of Madras, Bombay, 
Bengal, the United Provinces, the Punjab, Bihar, 
the Central Provinces 4 [and Berar], Assam, the 
North-West Frontier Province, Sind and Orissa ; 

(c) one member, holding office for a period of three 
years, to be nominated alternately by the 
3 [Provincial Government] of Delhi and the 
3 [Provincial Government] of Ajmer-Merwara ; 
and 

(d) one member to be nominated by the Chief 
Commissioner of Railways. 

(3) Any vacancy occurring in the Board, otherwise 
than by the expiry of the term of office of the member 
referred to in clause (c) of sub-section (2), shall be filled 
as soon as may be by a nomination made by the authority 
by whom the member vacating office was nominated. 

(4) The Board shall have full power to regulate by 
by-laws or otherwise its own procedure and the conduct of 
all business to be transacted by the Board. 

(5) The powers of the Board may be exercised 
notwithstanding any vacancy in the Board.] 

1 S. 27a vu in*, by the Indian Boilers (Amendment) Act, 1087 (11 of 1987), 8. 4. 

2 Sub*, by the A. O. for"G. G. in C.” 

8 Sub*, by the A. O. for “Local Governments,” 

4 Ins. by the A.O. 
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Power to make regulations. 

28. The 1 [Board] may, by notification in the Gazette 
of India, make regulations 2 consistent with this Act for all 
or any of the following purposes, namely : — 

(a) for laying down the standard conditions in respect 
of material, design and construction which shall be 
required for the purpose of enabling the registration 
and certification of a boiler under this Act ; 

3 [(aa) for prescribing the circumstances in which, the 
extent to which, and the conditions subject to 
which variation from the standard conditions laid 
down under clause (<x) may be permitted;] 

(b) for prescribing the method of determining the 
maximum pressure at which a boiler may be used ; 

(c) for regulating the registration of boilers, prescribing 
the fees payable therefor, the drawings, specifica- 
tions, certificates and particulars to be produced 
by the owner, the method of preparing a boiler for 
examination, the form of the Inspector’s report 
thereon, the method of marking the register 
number, and the period within which such number 
is to be marked on the boiler ; 

(d) for regulating the inspection and examination of 
boilers and steam-pipes, and prescribing forms of 
certificates therefor ; 

(e) for ensuring the safety of persons working inside 
a boiler ; and 

(]) for providing for any other matter which is not, in 
the opinion of the 1 [Board], a matter of merely 
local or provincial importance. 

Power to make rules. 

29. The 4 [Provincial Government] may, by notification 
in the 6 [Official Gazette], make rules 6 consistent with this 

1 Subs, by the Indian Boilers (Amendment) Act, 1937 (11 of 1987), s. 5, for “G.G.In C.** 

2 For the Indian Boiler Regulations, 1924, see Gen. R. A O., Vol. V, p. 186. These 
Regulations, which were made bv the G. G. in C. shall be deemed to have been made by the 
Board see the Rules and Regulations Continuance Act, 1987 (24 of 1987). 

3 Ins. by Act 11 of 1987, s. 6 

4 Subs, by the A. O. for “L. G.” 

5 Subs, by the A. O. for “Local Official Gazette/* 

6 For such rules for Coorg, see Notification No. 87, dated 81st March 1928. In the 
Coorg District Gazette, 1925, Ft. I, p. 26. 
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Act and the regulations made thereunder for all or any of 
the following purposes, namely : — 

(a) for prescribing the qualifications and duties of the 
Chief Inspector and of Inspectors, i* * * for 
prescribing or constituting authorities to which 
they shall respectively be subordinate, and the 
limits of the administrative control to be exercised 
by such authorities ; 

(b) for regulating the transfer of boilers ; 

(c) for providing for the registration and certification 
of boilers in accordance with the regulations made 
under this Act ; 

(d) for requiring boilers to be in charge of persons 
holding certificates of competency, and for 
prescribing the conditions on which such 
certificates may be granted ; 

(e) for prescribing the times within which Inspectors 
shall be required to examine boilers under section 
7 or section 8 ; 

(/) for prescribing the fees payable for the issue of 
renewed certificates and the method of determining 
the amount of such fees in each case ; 

( g ) for regulating inquiries into accidents ; 

(h) for constituting the appellate authority referred to 
in section 20, and for determining its powers and 
procedure ; 

(i) for determining the mode of disposal of fees, costs 
and penalties levied under this Act ; and . 

(j) generally to provide for any matter which is, in 
the opinion of the 2 [Provincial Government], a 
matter of merely local importance in the Province. 

3 * * * * * * 

Penalty for breach of rules. 

30. Any regulation or rule made under section 28 or 
section 29 may provide that a contravention thereof shall 

1 The words "for regulating their salary, allowances and conditions of service” rep. by 
the A. O. 

2 Subs, by the A. O. for “L. G ” 

8 The proviso was rep. by the A. O. 
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be punishable with fine which may extend to one hundred 
rupees. 

Publication of regulations and rules. 

31. (1) The power td make regulations and rules 
conferred by sections 28 and 29 shall be subject to the 
condition of the regulations and rules being made after 
previous publication. 

(2) Regulations and rules so made shall be published 
in the Gazette of India and the local Official Gazette, 
respectively, and, on such publication, shall have effect as if 
enacted in this Act. 

Recovery of fees, etc. 

32. All fees, costs and penalties levied under this Act 
shall be recoverable as arrears of land-revenue. 

Applicability to the Crown. 

33. Save as otherwise expressly provided, this Act 
shall apply to boilers and steam-pipes belonging to the 
Crown. 

Exemptions. 

34. ’[(1) The 1 2 [Provincial Government] may, by 
notification in the 3 [0j(ficial Gazette ], exempt from the 
operation of this Act, subject to such conditions and restric- 
tions as it thinks fit, any boilers or classes or types of boilers 
used exclusively for the heating of buildings or the supply 
of hot water.] 

Power to suspend in case of emergency. 

1 [(2)]In case of any emergency, the 2 [Provincial 
Government] may, by general or special order in writing, 
exempt any boiler or steam pipe from the operation of all 
or any of the provisions of this Act. 

35. [Repeal of enactments.] Rep. by the Repealing, 
Act, 1927 (XII of 1927), s. 2 and Sch. 

THE SCHEDULE. — [Enactments Repealed.] Rep. by 
the Repealing Act. 1927 (XII of 1927), s. 2 and Sch. 


1 The original s. 94 was renumbered as sub-section (2), and sub-section (1) was ins., by 
he Indian Boilers (Amendment) Act, 1929 (9 of 1929). s. 8. 

2 Subs, by the A. O.for “L. G ” 

3 Subs, by the A. O. for “Local Official Gazette.?' 
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For details regarding standard conditions for the Design 
and Construction of Land Boilers and for materials of 
construction etc., reference may be' made to Indian Boiler 
Regulations 1924. (Not reproduced in this book). 


The Indian Boilers Act 

THE BOMBAY BOILER RULES 
GENERAL DEPARTMENT 
BOMBAY CASTLE, 15TH DECEMBER 1924 

No. 4667-11. In exercise of the powers conferred by Section 
29 of the Indian Boilers Act, 1923 (Act No. V of 1923), and in 
supersession of all previous rules under the Bombay Boiler In- 
spection Act, 1891, as amended by Bombay Boiler Inspection 
(Amendment) Act, 1923 (Bom. Act No. VII of 1923), the Governor 
in Council is pleased to make the following rules, namely : — 

THE BOMBAY BOILER RULES, 1924 
I.— PRELIMINARY 


Division into parts 

1. These rules are divided into three parts as follows, 
namely : — 

PART I. — Boiler Inspection Administrative Rules ; 

PART II— Boiler Attendants* Rules ; and 
PART III. — Engineers* Examination Rules. 

All the three Parts, with the exception of Section IX of Part 
II, shrill come into force from the date of this notification. Sec- 
tion IX of Part II shall come into force from the 1st July 1925. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) “the Act’* means the Indian Boilers Act, 1923 ; 

(b) “ Section ** means a section of the said Act ; 

(c) “ Regulation ** means a regulation framed by the Board 
under Section 28 of the said Act ; 

(d) “Rule** means a rule framed by the Government of 
Bombay, under Section 29 of the said Act ; 

(e) “ Commissioner ’’ means the Commissioner of Labour, 
Bombay, or any deputy appointed by him under any 
rule allowing the appointment of a deputy. 


14 
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Payment ef fees 

3. AU lees payable under the Act shall be deposited by the 
payer in a Government Treasury or the Reserve Bank of India 
in the Province of Bombay. 

Applications under Sections 7 and 8 of the Act to which the 
treasury or bank receipt is affixed shall be deemed to be accom- 
panied by the prescribed fee. 

All fees, costs and penalties levied under the Act shall be 
disposed of in such manner as the Provincial Government shall 
from time to time direct. 

Location of offices 

4. The location and charge of the offices for the undermen- 


tioned areas shall be as follows : — 


Area 

location 

O fficer-in * Charge 

For the Province 

Secretariat, Bombay 

Chief Inspector 

For the Collectoratej of Ahmed - 

Boiler Inspection Office, 

Inspector. 

abad, Kaira, Broach, and 

Ahmedabad. 


Fanch Mahals and Surat 

PART I 



B OILER INSPECTION ADMINISTRATIVE RULES 

II. — DUTIES OF THE CHIEF INSPECTOR 
Administrative control 

5. The Chief Inspector shall work under the administrative 
control of the Commissioner of Labour, Bombay, and shall sub- 
mit to him — 

(a) an Annual Report on the administration of the Act ; 

(b) such other reports and returns as may be called for. 

Duty of general control 

6. The Chief Inspector is vested with all the powers of an 
Inspector under the Act. His main duty, however, consists in 
supervising and controlling the work of the Inspectors, and he 
should only actually inspect or examine boilers in exceptional 
cases, or where he considers that the work of an Inspector re- 
quires a personal check. 

Specific duties 

7. The Chief Inspector shall — 

(a) personally check the registration particulars and calcu- 
lations submitted by Inspectors for all boilers inspected 
for registration as prescribed in Part II of the Regula- 
tions and enter under his own signature the approved 
working pressure and all orders required by Section 7 ; 

( b ) enter under his own signature any subsequent entries 
required in the registration book ; 
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<c) obtain from the provin’ce of registry the registration 
book of any boiler the. transfer of vhiqh is reported 
. under Section 6 (b) ; 

id) fix thej frea under, the control of each Inspector ; 

{et approve the programmes of all inspectors subordinate 
to him with due regard to the convenience of owners 
generally ; 

- </) examine and countersign the Inspector's Memorandum 
of Inspection Book of each boiler after each inspection ; 

(g) examine and pass orders on the diaries and returns of 
inspectors ; 

ih) pass orders in all cases in which an Inspector proposes 
to increase or reduce the pressure allowed for any boiler 
under Section 8, or to revoke, cancel or refuse to renew 
the certificate of a boiler under Section 11, or to order 
important repairs, structural alterations, or renewals in 
a boiler under Section 8 ; 

(i) pass orders in all cases in which it is reported that after 
due notice the boiler has not been properly prepared 
for inspection ; 

(j) deside all appeals against the order of an Inspector 
under Section 19 ; 

( k ) sanction prosecutions under the Act ; 

(Z) inquire into serious accidents to boilers. 

Instructions to owners 

8. It shall be the duty of the Chief Inspector to advise 
owners as regards the maintenance, working and cleaning of 
boilers ; he should issue a set of instructions on the lines indi- 
cated in Form C of the Appendix. These instructions should be 
hung up in each boiler house. 

Registers to be kept 

9. The Chief Inspector shall keep in his office — 

(a) a Register in Form A of all boilers registered in* the pro- 
, vince, or the registry of which ;has been transferred 

from another province ; 

(b) the Registration Book and Memorandum of Inspection 
Book of all boilers borne on his register ; 

(c) a Register of appeals ; 

id) a Register of accidents,; 

(e) a Register of registration and inspection fees received. 

Control of bills 

lb. The Chief Inspector shall be the controlling or counter- 
signing authority in respect of all contingent bills and 'of travel- 
ling allowance bills of officers subordinate to him. " 
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m.— DUTIES pF INSPECTORS 

Subordinate to Chief Inspector 

11. Inspectors shall be directly subordinate to and under the 
control of the Chief Inspector ; they should ordinarily be ap- 
pointed to take charge of specific areas. 

General duties of Inspectors 

12. The main duties of the Inspector, as laid down in the 
Act, are the inspection and examination of boilers and steam- 
pipes. Inspections shall be carried out in strict accordance with 
Part II of the Regulations and Chapters IV and V of these rules. 

Inspectors to see that boilers are worked according to law 

13. In addition to the inspection and examination of boilers, 
it is the duty of Inspectors to search for unregistered or uncerti- 
ficated boilers within their areas, and to see that certificated 
bcilers are worked in accordance with the terms of their certi- 
ficates, and with any regulation or rule under the Act for their 
safe working. 

Inspectors to advise owners 

14. At the time of inspection, Inspectors shauld advise the 
owner and the person in charge of the boiler of the management 
and upkeep of the boiler with special reference to the amount 
of cleaning required in view of the quality of water used. 

Specific duties 

15. Inspectors shall — 

(a) when in charge of an area beyond the limits of the City 
of Bombay and adjacent districts, for which inspections 
are arranged from day to day by the Chief Inspector, 
prepare a programme of inspections with regard to the 
convenience of owners generally in the most suitable 
order of places to save time and expenditure in cross 
journeys and submit it at such periods as may be pres- 

* cribed at least 14 days before the first date fixed in the 
programme to the Chief Inspector for approval to en- 
able the 10 days’ notice required under Sections 7 and 8 
to be given to the owner ; 

(b) maintain a Memorandum of Inspection Book for each 
boiler under their charge and submit it to the Chief In- 
spector for examination and countersignature after each 
inspection ; 

(c) keep a diary for weekly submission to the Chief Inspec- 
tor, showing places visited, boilers registered or inspect- 
ed with fees paid thereon, variations from the pro- 
gramme and any other important particulars ; 
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id) receive applications for registration or inspection under 
Sections 7 or 8, proposals for repairs, alterations, or re- 
newals under Sections 12 and 13, and reports of accidents 
under Section 18 ; 

(e) inquire into accidents to boilers and steam-pipes and 
report to the Chief Inspector ; 
if) report to the Chief Inspector cases of unreported acci- 
dents discovered at the time of inspection ; 

Kg) submit for the orders of the Chief Inspector — 

(i) the Memorandum of Inspection Books of all 
boilers proposed for registration under Section 7 ; 

(ii) proposals for increasing or decreasing the pres- 
sure of a boiler after inspection under Section 8 ; 

(iii) proposals for necessary repairs, structural altera- 
tions or renewals to a boiler under Section 8 or 12 , 

(iv) proposals for revoking, cancelling or refusing to 
renew a certificate under Section 11 or 8 ; 

(v) report when boilers have not been properly pre- 
pared for inspection under Section 14 ; 

(vi) proposals for prosecutions under the Act. 

Inspections at special times 

16. No examination of a boiler shall be made by an Inspector 
for the purpose of registering or issuing a certificate for a boiler 
on a Sunday or gazetted public holiday or between the hours of 
sunset and sunrise without the specific orders of the Chief In- 
spector in each case. In such cases an extra fee equal to the 
usual registration or inspection fee for the boiler may be charged 
and half of the extra fee may be paid to the Inspector. 

Attendance during hearing of appeals 

17. Under orders of the Chief Inspector, Inspectors shall 
attend during the hearing of appeals with regard to boilers under 
their charge before the Chief Inspector or the Appellate Authority. 

Registers' to be kept 

18. Every Inspector in charge of an office shall keep : 

(a) a Register in Form A of all registered boilers situated 
within his jurisdiction ; 

Kb) a Register of accidents ; 

(cj a Register of registration and inspection fees received. 

IV —ADMINISTRATIVE INSTRUCTIONS FOR REGISTRATION 
Importance of registration 

19. Technical regulations for the registration of boilers and 
tfie scale of fees for registration are prescribed iii Part n of tfi h 
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Regulations. The details of measurements .recorded at the time 
of registration constitute a permanent record for the boiler and 
determine the original pressure at which the boiler is allowed to 
work. It is accordingly essential that the work should be done 
with the greatest care and precision. 

Receipt of applications 

20. Applications for registration shall be made under Sec- 
tion 7 (1) either to the Chief Inspector, or to the Inspector of 
the local area in which the boiler is situated and shall be accom- 
panied under Rule 3 by a receipt for the prescribed fee. No ap- 
plication shall be accepted without the receipt. No boiler shall 
be registered if on measurement the fee is found to be deficient, 
until the deficit has been paid. Any excess payment will be re- 
funded at the time of registration. 

Necessity of avoiding delay. 

21. It is essential that no delay should occur in registration. 
In large towns, the measurements under Section 7 (3) should 
ordinarily be completed and the report submitted to the Chief 
Inspector within 7 days of the receipt of the application ; in no 
case should the interval exceed 30 days. The Chief Inspector 
should issue his orders under Section 7 (4) without delay. 

Register of registered boilers 

22. The Chief Inspector shall maintain a Register of regis- 
tered boilers in serial order in form A in two parts ; in Part I 
(boilers originally registered in the province) the registered num- 
ber of a boiler shall be the one immediately following the last 
serial number in the Register. Gap number due to boilers being 
broken up or transferred to another province shall not be filled 
up. In Part II (boilers originally registered in other provinces) 
entries shall be made as prescribed in Rule 24. Inspectors in 
charge of an office shall keep a similar Register for all boilers 
within their jurisdiction. 

Procedure on transfer of a boiler 

23. Whenever a boiler is transferred from another pro- 
vince into the Province of Bombay the owner shall, under Sec- 
tion 6 (b) apply to the Chief Inspector for the registration of the 
transfer ; the boiler cannot be used until registration has been 
effected. The Chief Inspector shall then obtain from the pro- 
vince from which the boiler was transferred the Registration Book 
and Memorandum of Inspection Book of the boiler. No fee shall 
be charged for recording transfers. 

Entry of transferred boiler in Register 

24. On receipt of the Registration, and Memorandum of In- 
spection Books, the Chief Inspector shall enter the boiler under . 
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its original number in Part II of his Register, and shall instruct 
the Inspector of the local area in which the boiler is situated to 
enter it similarly in his Register. The. Registration Book and the 
Memorandum of Inspection Book shail be kept in the Chief In- 
spector’s Office. 

Note of transferred and dismantled boilers 

25. Whenever a boiler has been transferred to another pro- 
vince or broken up, the fact shall be noted in the Register. In 
the case of a boiler that has been permanently dismantled the 
Registration Book and the Memorandum of Inspection Book 
shall be destroyed. 

V. — ADMINISTRATIVE INSTRUCTIONS FOR INSPECTION 

Procedure at inspections : internal inspection 

26. Detailed instructions for the inspection of boilers are 
contained in Part II of the Regulations. The following general 
procedure at inspection should be observed : — 

At a thorough inspection of a boiler the Inspector should, 
wherever the size and construction of the boiler permit, go inside 
it and make a thorough inspection of all its internal parts. But 
before doing so he should satisfy himself that proper provision 
has been made for disconnection from any other boiler under 
steam. 

Should he find that proper provision for disconnection has not 
been made or that the boiler has not been properly cleaned or 
scaled or that it is unreasonably hot he should decline to proceed 
with the inspection and should report the facts to the Chief In- 
spector for orders under Section 14 (2) of the Act. 

When a boiler is of such a size or its construction is such that 
the Inspector cannot go inside it there must be sufficient sight 
holes or hand holes provided to enable him to see the principal 
internal parts. If any important part of a boiler is so constructed 
that the Inspector cannot examine it he should report the facts 
to the Chief Inspector for orders. 

External inspection 

27. Boilers must be examined externally as well as internally; 
particular attention should be paid to the external parts of the 
boilers where in contact with seating blocks and brick-work, espe- 
cially when the situation is damp. Having regard to many serious 
defects discovered, Inspectors should take care, in order to ensure 
proper inspection, that boilers, of which the whole of the outside 
cannot be readily examined, are cleared whenever they consider 
it necessary of any concealing covering, supports or fittings. 
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? Saddle tanks and engine fittings of locofrietive type boilers 
should be removed for inspection of the parts Underneath at the 
first inspection and at any reasonable period afterwards if the 
Inspector cannot satisfy himself. If the owners in any special 
case have any good reasons for not wishing to clear covered parts 
the case should be submitted to the Chief Inspector for orders. 
The Inspector must keep in mind that he is not to certify as 
efficient any boiler regarding the condition of which he cannot 
thoroughly satisfy himself. 

Casual working inspections 

28. At the inspection of one of a battery of boilers the In- 
spector should take the opportunity of examining the other 
boilers under steam with special reference to the water gauges, 
pressure gauges and safety valves. 

Proposals for reduction of pressure 

29. When the Inspector decides that a boiler in one or more 
of its parts is no longer fit for the pressure approved for it he 
should, without delay, report his proposals for reducing the pres- 
sure to the Chief Inspector and at the same time submit his cal- 
culations for the wasted parts for check and approval of pressure. 
With regard to pitting and wasting of shell plates the Inspector 
must bear in mind that shell plates ordinarily are considerably 
stronger in the body of the plate, owing to being unpierced, than 
at the seams and consequently may become reduced in thickness 
to an appreciable extent in the body of the plate, i.e., elsewhere 
than at the seams, and still be stronger than the seams. 

Repairs to boilers 

30. Under Section 12 of the Act the sanction of the Chief 
Inspector to all repairs proposed for boilers must be obtained 
beforehand. 

A few water tubes or smoke tubes, however, may in an emer- 
gency be renewed pending the sanction of the Chief Inspector 
but all such cases must be reported immediately to the Chief 
Inspector who may, if he deems fit, notify his sanction to the 
owner without verification of the renewals by an Inspector. 

Generally in repairing boilers the object to be obtained is to 
make up for damage or wastage by suitable compensation, either 
by renewal or repair of the part affected. Covering patches ap- 
plied with the object of hiding defects are a source of danger 
and must not be passed. 

Welding by electric and oxy-acetylene processes may be em- 
ployed in the repair of boilers, but, as the efficiency of the weld- 
ing depends largely on the skill and care of the operator each 
case will have to be decided on its merits. 



lABotm a m fmsmf tm 


217 


Proper attention must be paid to the afthe&llftg of welded 
parts. An Inspector should, wherever possible, be present during 
some part, at least, of the welding operations. 

Extensive repairs such as rehe^al of furnaces, end platek, 
parts of shell, fireboxes, girders, etc., should be supervised, so far 
as his other duties permit, by the Inspector, and at such times 
when fireboxes and smoke tubes of locomotive type boilers are 
withdrawn, advantage of the opportunity should be taken to 
inspect the internal parts otherwise inaccessible to close 
inspection. 

Repairs to boilers are prescribed in Part II, Chapter I, Regula- 
tion 164, of the Regulations. 

I.n tries in Memorandum of Inspection Books 

31. An Inspector shall, as soon as convenient after an in- 
spection, make the necessary entries in the Memorandum of In- 
spection Book for the boiler and submit the book to the Chief 
Inspector. Care should be taken to preserve the books and to 
keep them clean. Inspection notes should briefly state to what 
extent boilers were cleared of brick-work, lagging or concealing 
parts ; the general condition of the boiler ; parts requiring atten- 
tion or repair and if special preparation is required at the next 
inspection. 

Inspectors should also note in the Memorandum of Inspection 
Books all casual visits, inspections of steam pipes, visits for in- 
spection of repair, inquiry into accidents, etc., and so provide a 
useful record of the history of the boiler for the information and 
guidance of Inspectors at subsequent inspections. 

In making inspections it is important that the Inspector 
should pay particular attention to entries made in the Memo- 
randum of Inspection Book at previous inspections. 

Entries in certificates 

32. In addition to the entries required to be made under Re- 
gulation 162 in a certificate for a boiler the Inspector should 
state in the remarks column his requirements, if any, with regard 
to hydraulic test, removal of lagging, brick-work or other con- 
cealing part for the next inspection to enble the owner to have 
the same properly prepared at that time. He should also state 
in the same place his requirements regarding the repair or re- 
newal of any part that may be considered fit only for the period 
of the certificate. 

In the repairs column should be entered the year of repair and 
description of repair effected. Only important repairs should be 
noted. 
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His remarks should be brief. In the absence of remarks on 
the condition of boiler, the boiler will be considered to be in good 
condition. 

Engraving of Registry Number 

33. Paper slips of the proper size bearing the registry nunir 
ber allotted for a boiler will be supplied by the Chief Inspector. 
The slip should be pasted on the part of the boiler pointed out by 
the Inspector and the device traced through with a cutting tool. 
The engraving should then be completed by the removal to the 
prescribed depth of the metal between the traced lines. 

Arranging for inspections 

34. In arranging for inspections particular attention should 
be paid to the provisions of rule 15 (a). The notice required by 
Sections 7 (2) and 8 (4) shall be sent in Form B. If a hydraulic 
test is necessary in addition to the ordinary inspection ample 
notice must be given to the owner. 

Issue of certificates and provisional orders 

35. In cases in which the Inspector is empowered to issue a 
certificate under Section 8 without further reference, the cer- 
tificate should ordinarily be issued within 48 hours of the com- 
pletion of the inspection. Where he proposes to issue a provi- 
sional order, the Inspector must satisfy himself that the boiler is 
fit to be worked at the maximum pressure and for the period en- 
tered in the provisional order. The fact of issue of a provisional 
order must be reported immediately to the Chief Inspector. 

Provisional orders to be issued after hydraulic test 

36. Provisional orders should be issued in every case of re- 
gistration after hydraulic test of boiler if the Inspector is satisfied. 

The steam test may be witnessed at any convenient time with- 
in the period of the provisional order after which, if test was 
satisfactory, the certificate under Section 7 (6) is to be issued. 

Forms of provisional orders and certificates 

37. Provisional orders and certificates are prescribed in 
Forms V and VI respectively of the Regulations. 

.The period specified in any provisional order or certificate 
shall begin on the day following that on which the enabling 
thorough inspection or hydraulic test is made. Where a certifi- 
cate supersedes a provisional order during the period of its cur- 
rency, the period of the certificate shall be retrospective and 
shall begin from the same time as that of the provisional order. 

Duplicate certificates 

38. A duplicate of any certificate granted under Section T 
or Section 8 which is at the time in force shall be granted by the 
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Chief r Jixspector on the application of the owner of the boiler if 
the Chie£ Inspector is satisfied that the duplicate is required for 
a bona fide purpose and the fee prescribed under Rule 45 is paid. 

Fees for inspection 

39. Fees for inspection shall be calculated on the basis of 
boiler rating, as prescribed in Part II, Chapter I, Regulation 153 
of the Regulations. The following fees are prescribed : — 

Registration fees 

Fees for registration and first inspection of boilers axe pres- 
cribed in Regulation 159 of the Regulations. 

Inspection fees 

Fees for ordinary inspection of boilers shall be levied in ac- 


cordance with the following scale : — 

Rs. 

For boiler rating not exceeding 100 40 

For boiler rating exceeding 100 but not exeeding 300 45 

For boiler rating exceeding 300 but not exceeding 500 50 

For boiler rating exceeding 500 but not exceeding 700 60 

For boiler rating exceeding 700 but not exceeding 900 70 

For boiler rating exceeding 900 but not exceeding 1,100 80 

For boiler rating exceeding 1,100 but not exceeding 1,300 90 

For boiler rating exceeding 1,300 but not exceeding 1,600 95 

For boiler rating exceeding 1,600 but not exceeding 2,000 100 

1 [For boiler rating exceeding 2,000 but not exceeding 4,000 120 

For boiler rating exceeding 4,000 but not exceeding 6,000 130 

For boiler rating exceeding 6,000 1401 


Provided that when any owner is willing to accept a renew- 
ed certificate for less than twelve months in order to approximate 
the date of annual inspection to the date on which other boilers 
in the locality are inspected, a certificate for such period less 
than twelve months as may be necessary for such approximation 
of dates may be granted at a reduced fee to be calculated at one- 
twelfth of the ordinary fee for each full month, portion of a 
month not being reckoned. 

Fee to cover inspection and tests 

40. A fee paid for the inspection of a boiler shall cover 
thorough inspection, hydraulic test and steam test where such 
are necessary, subject to the provisions of Section 14 (2). 

Second fee in default 

41. A second fee will be leviable for reinspection in any case 
where the inspection of a boiler is begun, but, owing to the fault 

1 Amended vide G. of B. Gaeette, Part IV A, p. 48 of 13/8/41. 
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or neglect of the owner or person in charge, is not cdihpletfctt 
within a period of six months from the date of cMnmenceMeirt 
of inspection. 

Sanction of Chief Inspector to second fee 

42. No extra fee shall be levied except with the sanction of 
the Chief Inspector. 

Special fee for inspections out of season 

43. For any inspection of a boiler situate at a place beyond 
the limits of the cities of Bombay and Ahmedabad which is visit- 
ed by an Inspector one or more times in a year for the purpose of 
inspecting boilers, if an owner or person in charge of a boiler 
fails to avail himself of the services of the Inspector during the 
usual periods for visiting the district and applies for inspection 
at a time which would necessitate a special journey by the In- 
spector then before the Inspector undertakes such a journey the 
owner or person in charge shall, in addition to the registration 
or inspection fee, pay such sum into the Government Treasury 
to cover the rail, conveyance and travelling allowance charges 
of the Inspector from the nearst headquarters as the Chief 
Inspector may determine. 

Fee for copy of Registration Book — 

44. For each copy . . Rs. 5 

Duplicate certificate fees 

45. Fees for duplicate certificates under Rule 38 : — 

For each Rs. 3 

Refund of fees 

46. Fees paid in excess and fees paid for an inspection which 
for any reason not due to any fault or omission of the owner or 
person in charge of the boiler has not been made, shall be re- 
funded if a refund is applied for within one year from the date 
of payment. 

VI . — ACCIDENTS 
Investigation of accidents 

47. On the receipt of a report of an accident to a boiler or 
steam-pipe under Section 18, the Inspector should, with the least 
possible delay, proceed to the place to investigate the accident. 
If the report is received by the Chief Inspector, he should forward 
it at once to the Inspector within whose jurisdiction the accident 
has occurred for necessary action. 

Procedure during inquiry 

48. The Inspector at his inquiry shall make a careful ex- 
amination of the damaged parts, and shall take such fneasure- 
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merits $pd make sych sketches for the purpose of his report, 
as he may deem necessary. He shall inquire into the circum- 
stances attending the accident and note the time of its occurrence, 
its nature and extent, the injury caused to persons and the 
damage done to property. The report should be in the style of 
the Reports of Preliminary Enquiries under the British Boiler 
Explosions Act, 1882 and 1890. 

Power to hold inquiry in writing 

49. Inspectors are authorized to take the written state- 
ments of witnesses and all persons immediately concerned with 
the accident. In order to comply with the provisions of Section 
18 (2), the Inspector should present to the owner or person in 
charge of the boiler a series of written questions on all points 
that are material to the enquiry. 

Use of boiler after accident 

50. The Inspector must decide whether the use of the 
boiler can be permitted at the same or at a lower pressure 
without repairs or pending the completion of any repairs or 
alterations that he may order. In no case should he issue a 
provisional order or renewal certificate, until his orders have 
been carried out. 

Procedure in case of serious accidents 

51. The report should be sent without delay to the Chief 
Inspector ; if he considers that the investigation has been suffi- 
cient, he will record the facts in his Register of accidents and 
enter a brief account of the accident in the Registration Books, 
a copy being made in the Memorandum of Inspection Book. If, 
however, the accident is of a serious nature and in all cases in 
which an explosion has occurred, the Chief Inspector should, 
after receipt of the Inspector’s report, proceed to investigate 
the accident personally either alone or with the assistance of 
a member of the panel of assessors appointed under Rule 64 
who may be appointed for this purpose by the Commissioner. 
Reports of such inquiries should be recorded as indicated above. 

Remuneration of Assessor 

52 . The Assessor shall be remunerated at such rate as may 
be prescribed by the Provincial Government and be allowed the 
travelling expenses incurred by him in attending the inquiry. 

Reference in Annual Report 

53. A brief account of all accidents and their causes should 
be included in the Chief Inspector's Annual Report. 

Unreported accidents 

54 . If in the course of an inspection or at any other time, 
the Inspector discovers damage which comes within the dehni- 
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tion of an accident, but "which has not -been ^reported he should 
report the facts -at once -to the Chief Inspector for action under 
Section 24 (tf). 


VII.— APPEALS 


Filing of appeal 

55. Every petition of appeal shall be made in writing either 
in English or in the vernacular. 

Presentation of appeal 

56. An appeal may be presented either personally or by 
registered post to the Chief Inspector. 

Form of appeal 

57. The petition of appeal shall be accompanied by the 
original order, notice or report appealed against, or by a certi- 
fied copy thereof, or where no such order, notice or report has 
been made in writing, by a clear statement of the facts appealed 
against, the grounds of appeal and the referring Section of the 
Act. 

Fixing date for hearing 

58. On receipt of an appeal, the Chief Inspector shall, if 
the appeal is to be heard by himself, at once fix a date for 
hearing the appeal ; and if it is to be heard by the appellate 
authority, obtain a date for the hearing pf the appeal from the 
President of the Court. It is important that there should be no 
delay in the decision of appeals, as the stoppage of a boiler is 
likely to put the owner thereof to great inconvenience. The 
decision should ordinarily be given within 10 days from the re- 
ceipt of the petition of appeal. 

Procedure before hearing 

59. When the date for hearing has been fixed, the Chief 
Inspector shall at once issue a notice to the appellant stating 
the date for hearing and informing him that if he wishes to 
be heard in support of the appeal or to produce evidence he must 
be present either in person or. by authorized agent with his 
evidence on the date fixed. The notice shall, be sent by re* 
gistered post to such address as shall he entered in the petition 
of appeal. 

Presence of Inspector 

60. In all appeals the Chief Inspector shall decide whether 
the presence of; the Inspector is necessary, and shaU issue orders 
accordingly. . 
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Attendance of witnesses 
t 61. The Appellate Court shall have power to secure the 
attendance of witnesses and to make- local inquiries under the 
provisions of the Code of Civil Procedure. 

Ex. parte decisions 

62. If the appellant is not present on the date fixed, the 
appeal may be decided in his absence. 

President of Appellate Court 

63. The Provincial Government shall appoint an officer to 
be President of the Appellate Court for such period as it thinks 
fit. The President shall be an officer who has exercised the 
powers of a judge or magistrate or a person who is a barrister, 
advocate, pleader or a graduate in law of any University in the 
Eritish Empire and has exercised or is exercising the powers of 
a Court within the meaning of Section 3 of the Indian Evidence 
Act, 1872. 

Panel of Assessors 

€4. The Provincial Government shall constitute a panel of 
assessors for the purpose of assisting in the hearing of appeal. 
Assessors must be fully qualified mechanical engineers. 
Constitution of Appellate Court 

65. Whenever the date for an appeal before the Appellate 
Court has been fixed, the Chief Inspector shall, under the orders 
of the President of the Court, arrange for the attendance of 
3 members of the panel constituted under the preceding rule 
to act as assessors. 

Cost in appeals 

66. In appeals before the Appellate Court, the President 
is authorized to fix the costs and recover them from the appellant 
in any case in which the appeal is dismissed ; in all cases of 
appeal in which a local inspection is required by the appellant 
he shall deposit in advance the full costs of such inspection. 

Fees required for certificates granted on appeal 

67. Any order on appeal authorizing the registering of a 
boiler or the grant or renewal of a certificate shall be deemed 
to be subject to the payment of such fees as are prescribed by 
rules or regulations framed under the Act. 

VIII.— INQUIRIES INTO CONDUCT OF PERSONS IN 
CHARGE OF BOILERS 

Commissioner to hold inquiry 

•68. If the Commissioner has reason to believe, from any 
cause whatever, that an inquiry should be made to ascertain 
Whether a person in charge of a boiler is Incompetent or ad*- 
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dieted to drugs or drunkenness or has be$n guilty o I any serious 
rpi§coug\jgt 9? n$$ligenqe it sh&U be fcis duty to inquire into 
such ql&gatipn. 

He may either mafce such inquiry personally or cause it to 
be made by a deputy. 

Appointment of Assessor 

09. The Commissioner shall appoint as assessor in such 
inquiry either one of the panel of assessors for hearing appeals 
under Section 20 or any fully qualified mechanical engineer who 
appears to the Commissioner to be a fit and proper person to be 
an assessor. 

Person concerned to be present at inquiry 

70. The inquiry shall be held in the presence of the person 
whose conduct forms the subject of the inquiry who shall be 
allowed to make any statement he may wish to make and to 
produce evidence in his defence. He shall on demand forthwith 
give up his certificate to the Commissioner and abide the result 
of the inquiry. 

Record of inquiry 

71. The Commissioner shall forward to the Provincial Gov- 
ernment the record of the inquiry together with the opinions of 
the officer conducting the inquiry and of the assessor and shall 
make such recommendation with regard to the suspension or 
cancellation of the person’s certificate as he may think fit. 

Remuneration of Assessor 

72. The assessor shall be remunerated at such rate as may 
be prescribed by the Provincial Government and be allowed the 
travelling expenses incurred by him in attending the court. 


PART II. 

H01I4PR ATTENDANTS’ RULES 

IX.— PERSONS IN CHARGE OF BOILERS 

No boiler to be used without competent person in charge 

73. Subject to the proviso below no boiler as defined in 
Section 2 (b) that is liable to inspection under the Act shall be 
used (see Rule 78) within the Province of Bombay unless there 
is a fit and proper person in immediate attendance and charge 
who is employed by the owners for the purpose of attending to 
the working of the boiler : 

Provided that the restrictions contained in this Rule shall 
not apply to a boiler of such capacity and used for such purpose 
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as may be specified by the Provincial Government by notification 
in the Bombay Government Gazette. 

Competent person must possess certificate ; extent of qualifi- 
cation 

74. No person who does not possess a certificate of com- 
petency or a certificate of service granted under these Rules or 
under the Bombay Boiler Inspection Act, 1917, shall be deemed 
a fit and proper person to be in attendance and charge of a 
boiler • and no holder of any such certificate shall be deemed a 
fit and proper person to be in attendance and charge of any 
boiler except to the extent of his qualification indicated by his 
said certificate. 

Holder to produce certificate when called for by authorised 

person 

75. The holder of a certificate shall at any reasonable time 
during his charge of a boiler produce his certificate when called 
upon to do so by any of the persons empowered under Section 15 
to call for the production of the certificate or provisional order 
of the boiler. 

Owtaer to furnish Chief Inspector with particulars of certificate 

76. Any owner of a boiler who engages a person to be in 
charge of it shall at once furnish to the Chief Inspector parti- 
culars of the person with the grade, number, date and place 
of issue of his certificate. 

Limits of daily period of attendance, reliefs aUowed and sphere 

of action 

77. The hours of a boiler attendant are regulated by the 
Factories Act, 1934 (XXV of 1934), and the rules framed and 
exemptions granted thereunder. 

An attendant in charge of boilers for which a certificate of 
the first class is required may be relieved of charge in any one 
day for not more than two periods which combined are not to 
exceed two hours in duration by a person holding a certificate 
of the second class. ) 

In special cases, the holder of a first class certificate may, 
with the consent in writing of the Chief Inspector or District 
Inspector, be relieved by a person holding a certificate of the 
second class for a period which may extend to seven consecutive 
days. 

A person in charge of a boiler will be held to be in Imme- 
diate attendance and charge of thf same when he is within 
one hundred and fifty feet of such boiler. * v _ c.:s 

15 
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When boiler is deemed to be in use 

73. A boiler will be deemed to be in use when there is active 
fire In the furnace, firebox or fireplace for the purpose of heat- 
ing the water in the boiler. When the fire is removed, extin- 
guished, or effectively banked so that no appreciable heat passes 
from the fire to the water and all steam and water connections 
are closed, a boiler will be deemed to be not in use. 

X.— CERTIFICATES 

Capabilities of holders of certificates 

79. Certificates of competency granted under these rules 
shall be of two classes. A certificate of the first class shall 
qualify the holder thereof to be in charge of a set of connected 
boilers of any kind or capacity or of so many separate or con- 
nected boilers belonging to the same owner so situated that no 
one of them is distant more than 150 feet from any other of 
them, and a certificate of the second class shall qualify the 
holder thereof to be in charge of any single separate boiler. 

Equivalence of certificates 

80. Holders of certificates of proficiency granted under 
Part III of these Rules and holders of certificates of compet- 
ency or of service as first and second class engineers granted 
under the Bombay Boiler Inspection Act will, for the purpose of 
Rule 74, be deemed to hold certificates of competency of the 
first class under Part II of these Rules and holders of certifi- 
cates of competency or of service as third class engineers grant- 
ed under the Bombay Boiler Inspection Act will be deemed to 
hold certificates of competency of the second class under Part II 
of these rules. 

Exchange certificates 

81. Any person in possession of a certificate of competency 
granted by any competent authority in British India or in the 
United Kingdom, or in any British Dominion or Colony, shall be 
entitled to receive a certificate of competency as aforesaid with- 
out undergoing examination. 

The certificate granted under this rule shall be of such class 
as the board of examiners or a majority of the members of the 
said board on consideration of the nature of the certificate in 
the person's possession shall determine. 

Service certificates 

82. The board may, in the case of any person who satisfies 
it that he has served for a period of not less than ten years 
as a boiler attendant or head fireman in working . charge of a 
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set of boilers or that he has served for a period of not less than 
six years in working charge of a separate boiler prior to the 
date on which these rules come into force and that he is possess- 
ed of competent practical skill for such work, grant to him a 
certificate of service to the effect that he is qualified to the like 
extent as the holder of a certificate of competency of the first 
class or of the second class respectively. 

Such certificate of service shall be signed as in the case of 
a certificate of competency. 

A certificate of service so granted shall have the same effect 
as a certificate of competency granted under these rules. 


XI. — BOARD OF EXAMINERS 

Examinations to be held by board of examiners 

83. Examinations shall be held periodically by a board of 
examiners at such places and on such dates as the Provincial 
Government shall determine, for the purpose of determining 
the fitness of persons who desire to qualify as attendants on 
boilers. 

Nomination of Members 

84. The Provincial Government shall from time to time 
nominate competent engineers having knowledge of prime 
movers and boilers to be members of the board of examiners 
for the said examinations. 

Passed applicants to receive certificate 

35. Every applicant for examination who is declared by 
the said board to have passed an examination shall receive a 
certificate of competency in accordance with the board’s decision 
as to his qualifications, which shall be signed by the members 
of the board. 

Board empowered to refuse issue of certificate 

86. The board is empowered to refuse the issue of a certi- 
ficate of competency or service to any candidate who in the 
opinion of the majority of the members appears too old or 
physically unfit through deformity, constitutional weakness, bad 
eyesight, deafness or loss of a limb to perform properly the 
duties of a boiler attendant. 

Any such candidate may appeal to the Commissioner against 
the decision of the board and the Commissioner may send the 
candidate before a Medical Board or Civil Surgeon for medical 
examination in which case the board shall either issue or refuse 
to issue a certificate in accordance with medical opinion. 
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President of the Board 

87. The Commissioner of Labour, Bombay, shall ordinarily 
be ex-officio President of the board of examiners. 

He may delegate his powers as President in Bombay or any 
other place at which examinations are held and his deputy 1 [shall 
see that the examinations are conducted as prescried in these 
rules.] 

Meetings of Members 

88. Members of the board shall meet at the request of the 
Commissioner or his deputy for the purpose of conducting ex- 
aminations 2 [in such place and at such time as may be specified 
in the notice of meeting.] 

Minimum number of Members 

89. Each examination shall be conducted by not less than 
two members of the Board . 

Board’s endorsement on application form 

90. The board shall endorse on the printed application form 
of each candidate the result of his examination for a certificate 
of competency or its decision in regard to applications for ex- 
change and service certificates. The endorsed application shall 
be returned to the President at the close of the examinations. 

Fees to Members 

91. Each member of the board shall be entitled to a fee 
of sixty rupees for each meeting of the board lasting more 
than three hours or a fee of thirty rupees for each meeting 
lasting less than three hours at which any duty prescribed in 
these rules in relation to the certificates of competency as 
boiler attendants has been performed and which he had attend- 
ed from the beginning to the end : 

a* * ♦ * 

XII.— EXAMINATIONS 
Kinds of examinations 

92. Examinations shall be of two kinds, one for each class 
of certificate of competency which the board is empowered to 
grant, namely, certificates of competency as first cla,ss boiler 
attendant and as second class boiler attendant. 

Times and places of examination 

93. Examinations shall be held at Bombay, and at such 
other places as the Provincial Government may, from time to 
time, determine. 


1 Corrected vide G.N., P. & S. D. No. 7715 of 22/9/42 

2 Added, Ibid. 

8 Omitted, Ibid. 
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Examinations at Bombay shall be held on the second Mon- 
day in the months of February, June and October. 

Postponement of examination 

94. When a gazetted holiday falls on the date fixed for the 
examination, or when for any unforeseen reason an examina- 
tion cannot be held on the date fixed for it, the Commissioner 
may fix some other day for holding the examination, which 
shall be duly notified, to the candidates for examination. 

Clerical assistance at examinations 

95. Every examination shall be attended by one or more 
clerks from the Commissioner’s office who shall do such clerical 
work as may be necessary and shall act as interpreter when re- 
quired by the board. 

XIII.— APPLICATIONS FOR EXAMINATION 
Form oi application 

96. Every applicant for examination must make applica- 
tion in Form I prescribed in the Appendix. He shall fill in 
those parts of the form that are to be filled in by a candidate and 
either sign or mark his thumb impression, on the form in the 
presence of the Commissioner or his deputy or a Magistrate or 
Justice of the Peace who shall append his signature in token 
of attestation. 

Lodging application 

97. The applications must be lodged at the office of the 
Commissioner not later than fifteen days before the date fixed 
for the examination and be accompanied by — 

(a) originals and copies of all testimonials ; 

(b) a receipt from a Government Treasury or the Reserve 
Bank of India situated in the Province of Bombay for 
the amount of the fee prescribed hereunder for the 
examination at which the applicant wishes to appear ; 
and 

(c) any certificate granted to the applicant under these 
Rules or the Bombay Boiler Inspection Act or by an 
authority deemed competent under these Rules. 

Fees for examination 

98. Candidates for examination for certificates of com- 
petency shall pay fees as follows — 

Rs. 

Examination for 1st class certificate . . 15 

Examination for 2nd class certificate . . 10 
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Remission of fee 

99. Candidates once admitted to examination shall not be 
entitled to any remission of fees if they fail to pass or to pro- 
ceed with the examination. Where a candidate is unavoidably 
absent from the examination on the date fixed the Commis- 
sioner may allow him to appear without payment of a second 
fee at any one of the subsequent examinations held within one 
year of such first examination. 

Fees of candidates found ineligible 

100. Candidates found ineligible for any examination may 
be allowed to appear without payment of a second fee at any 
one of the subsequent examinations held within one year from 
the date of payment of fee or they may apply for a refund of 
the fee within the same period. 

XIV.— TESTIMONIALS 

Candidates must produce satisfactory testimonials 

101. No applicant shall be admitted to examination who 
cannot produce satisfactory testimonials certifying to his experi- 
ence, ability, sobriety and general good conduct for the whole 
period of his qualifying service. Breaks in the qualifying service 
perod must be accounted for satisfactorily. Should a candidate 
allow more than one year to elapse between the end of the pe- 
riod covered by his last testimonial and the date of his appli- 
cation for examination he will not be allowed to sit for exami- 
nation until he produces a testimonial for a further period of 
service of six months. 

Essentia] statements 

102. Testimonials must clearly state the capacity in which 
the candidate was employed, whether as boiler attendant, head 
fireman, donkeyman or fireman and show the dates between 
which the candidate was so employed. 

Signature and countersignature 

103. Testimonials must be signed by the engineer under 
whom the candidate was employed or, if not employed under an 
engineer, by the responsible person under whom he worked and 
must be countersigned by the mill manager or by owner, agent 
or secretary of the mill or factory or workshop as the case may 
be. 


Railway service 

104. Testimonials for service on railway locomotives must 
be signed by the responsible officer under whom the candidate 
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served and be countersigned by the head of the department 
concerned. 

Sea Service 

105. Testimonials for service on steamships may be signed 
by the chief engineer and countersigned by the master of the 
vessel or may be in the form of a seaman's discharge issued by a 
Shipping Master. 

Candidates for certificates of service 

106. Testimonials of candidates for certificates for service 
under these Rules must comply with the requirements specified 
herein for testimonials of candidates for examination. 

Doubtful testimonials to be authorised 

107. In any case of doubt the board may require a candi- 
date's testimonials to be authenticated by the testimony of some 
credible person having personal knowledge of the facts required 
to be established. 

False testimonials 

108. Where the Commissioner is satisfied that any testi- 
monial tendered by a candidate is false he may by written order 
debar such candidate from being admitted to any subsequent 
examination held under these rules and if upon tender of such 
testimonial a candidate has already been admitted to examina- 
tion he shall be deemed to have failed in such examination. 

Filing of copies and return of originals 

109. Applications and copies of testimonials submitted by 
candidates shall be filed in the office of the Commissioner. The 
original testimonials shall be returned to the candidates at the 
close of the examination. Copies of testimonials shall be 
obtainable on payment of copying charges on application to the 
Commissioner. 


XV.— AGE AND TRAINING 

Age and training of second class candidates 

110. A cadidate for a certificte of competency as a boiler 
attendant of the second class must not be under twenty years 
of age and shall not be admitted to examination unless he proves 
to the satisfaction of the board that he — 

(a) has served for not less than three years as a fireman 
or attendant on a steam boiler or as a driver on a 
combined steam engine and boiler ; or 
has fulfilled the requirements of any of the prescribed 
courses of training which would qualify him for admis- 
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sion to the examination for third class engineers under 
the Bombay Boiler Examination Rules, 1903, if at the 
time of introduction of these rules he had begun and 
was engaged in such training. 

Age and training of first class candidates 

111. A candidate for a certificate of competency as a boiler 
attendant of the first class must not be under twenty-five years 
of age and shall not be admitted to examination unless he pos- 
sesses or is able to claim a certificate of competency or of ser- 
vice as third class engineer granted under the Bombay Boiler 
Inspection Act, or proves to the satisfaction of the board that he 
has received such training as is required under the preceding 
Rule in the case of a candidate for a certificate of the second 
class and possesses or is able to claim a certificate of competency 
of the second class or a certificate of service of the second class 
and in addition thereto — 

(a) has served for not less than two years as an engineer 
with a third class certificate of competency or of ser- 
vice ; or 

(b) has served for not less than three years as a boiler 
attendant with a second class certificate of compet- 
ency or of service in sole working charge of a boiler 
of Lancashire, Cornish, Watertube or Marine type of 
not less than 500 square feet heating surface ; or 

(c) has served for not less than three years as fireman 
serang on a battery of two or more boilers of Lanca- 
shire, Cornish, Watertube or Marine type each of not 
less than 500 square feet heating surface ; or 

(d) has served for not less than three years as a fireman 
serang or tindal on a steamship with one or more 
boilers each of not less than 500 square feet heating 
surface. 

Service not in strict conformity with Rules 

112. In any case in which the service of a candidate does 
not strictly comply with any one of the clauses specified under 
Rules 110 and 111 but is not less than the total period required 
under either Rule the board of examiners may accept such 
service on its merits as the board may deem fit. 

XVI.— EXAMINATION SUBJECTS 


Second class 

113. To be entitled to a second class certificate of com- 
petency a candidate must satisfy the examiner that — 

( a ) he clearly understands — 
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(i) the working and management of a steam boiler ; 

(ii) the use and purpose of the various valves, cocks- 
mountings and fittings.; 

(iii) the precautions to be taken and procedure to be 
observed before starting fires and when raising 
steam ; 

(iv) the use of a feed pump and injector ; 

(v) the use and purpose of a salinometer and thermo- 
meter ; 

(vi) the need for periodical cleaning and pure water- 
supply and for the prevention of scale and other 
deposit on the heating surfaces ; 

(vii) the need for periodical inspection of boilers and 
the manner in which they should be prepared for 
thorough inspection, hydraulic test and steam test ; 

(viii) the precautions to be taken before entering or 
allowing another person to enter a boiler that is 
connected to another boiler under steam ; 

(ix) the use of the best means of firing for the preven- 
tion of smoke ; 

(x) the danger of water lodging in steam pipes and 
the precautions to be observed in draining ; 

(xi) the procedure to be followed in the event of short- 
ness of water, bulging or fracture of furnaces or 
flat plates or, bursting of tubes or of any accident 
to a boiler or steam pipe, and that 

he is able — 

(i) to stoke a boiler, including cleaning and banking 
fires, in a workmanlike manner ; 

(ii) to show how avoidable smoke may be prevented ; 

(iii) to blow through and test correctness of water 
gauge glasses and test cocks ; 

(iv) to replace a gauge glass and show how a false 
water level might be shown ; 

(v) to ease a safety valve and use a blow down cock 
or valve ; 

(vi) to adjust a high steam and low water safety valve 
and renew a fusible plug ; 

(vii) to joint a manhole or handhole door or any cover 
or flange in the steam or feed pipes ; 

(viii) to pack pump or valve chest glands ; 

(ix) to grind and adjust cocks and valves ; 

(x) to take a donkey pump or injector to pieces and 
replace in working order. 
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First class 

114. To be entitled to a first class certificate of competency 
a candidate must satisfy the examiner, in addition to the sub- 
jects prescribed for second class candidates, that he has at least 
a rudimentary knowledge of — 

(i) the principal elementary facts relating to combustion, 
heat and steam ; and that he is able to some extent, 
to explain ; 

(ii) the principal causes and effects of corrosion and in- 
crustation and the usual remedies employed ; 

(iii) the object of the use of boiler fluids ; 

(iv) the principles on which feed pumps and injectors 
work ; 

(v) the principles on which appliances for the prevention 
of smoke work ; 

(vi) the purpose of superheaters, economisers, feed heaters, 
feed filters, forced and induced draught appliances 
and mechanical stokers. 

XVII.— MODE OF EXAMINATION 
Nature of examination 

115. Every examination shall be of such a nature as to test 
the practical knowledge of the candidate and to ascertain his 
competency to manage a boiler or boilers. 

Examination in writing optional 

116. The examination shall be conducted orally but any 
candidate may, if he desires, write his answers to such written 
questions as may be given to him by the examiner. 

Examination where held 

117. The examination shall be held either in a factory, mill 
or workshop in which boilers are used or partly in such factory, 
mill or workshop and partly in the examination room. 

Practical test essential 

118. Every candidate must demonstrate on an actual boiler 
or fitting or model his ability to perform any or all of the practi- 
cal tests under Rule 113 (b). 

Hours of examination 

119. Examinations shall be conducted in the examination 
room between the hours of 11 a.m. and 5 p.m. unless otherwise 
notified by the Commissioner and elsewhere at such time as the 
examiner may fix. 
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XVIII.— GRANT OF CERTIFICATES 
Forms of certificates 

120. Certificates of competency, exchange and service shall 
be in Forms II, III and IV in the appendix to these Rules. 

Surrender of lower grade certificate 

121. No certificate of the first class shall be granted to the 
holder of a second class certificate after examination under these 
Rules unless and until he has surrendered to the Commissioner 
the certificate of the lower grade. 

Exchange certificate 

122. An exchange certificate of competency shall be granted 
only in respect of and on production of a certificate issued after 
examination by a competent authority (Rule 81). The fact of 
the fresh certificate having been granted shall be endorsed on 
.the original qualifying certificate before its return to the owner. 

Identification requirements 

123. Every certificate granted under these Rules whether of 
competency, exchange or service shall bear a bust photograph of 
the holder, for which the candidate must sit after passing the 
examination or obtaining the board’s acceptance as the case may 
be, and his signaure or thumb impression and such other parti- 
culars as may be required for the purpose of identification. 

The Commissioner’s office shall arrange for the attendance 
of persons to be photographed. No extra charge shall be made 
to the candidates for the photographs. 

Duplicate of certificates recorded 

124. Duplicates of all certificates granted to boiler attend- 
ants under these Rules shall be recorded in the office of the 
Commissioner. 

Grant of duplicate certificates 

125. Whenever any boiler attendant proves to the satis- 
faction of the Commissioner that he has, without fault on his 
part, lost or been deprived of any certificate granted him under 
these Rules, or under the Bombay Boiler Inspection Act, a dupli- 
cate of the certificate to which by the record so kept as aforesaid 
he appears to be entitled shall be furnished to him, which shall 
have for all purposes the same validity as the original certificate. 

Applications for duplicate certificates 

126. Applications for duplicates of certificates under the 
preceding Rule shall be lodged with the Commissioner, together 
with a declaration describing the lost certificate. 
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Fee for duplicate certificate 

127. Applicants for duplicates of certificates of any class 
or kind granted under these Rules or under the Bombay Boiler 
Inspection Act shall pay a fee of Rs. 5 for each certificate. 

Invalidity of original certificate 

128. On the issue of a duplicate certificate the original cer- 
tificate shall be deemed invalid and if found should be returned 
to the office of issue for cancellation. 

XIX. — EXCHANGE CERTIFICATES 

Applications for exchange certificates 

129. Applications under Rule 81 for certificates of compet- 
ency corresponding to foreign certificates in the possession of the 
applicants shall be in Form I of the Appendix. Each applicant 
shall duly fill in the form which, together with the original foreign 
certificate in his possession and its copy and a receipt from a 
Government Treasury or the Reserve Bank of India in the Pro- 
vince of Bombay for the amount of the fee prescribed below, 
shall be lodged with the Commissioner at least ten days before 
any meeting of the board of examiners : 

Provided that, where the Commissioner is satisfied that de- 
lay in the issue of a certificate would cause hardship and is not 
due to the applicant’s negligence, the Commissioner may receive 
such application at any other time. In such case the Commis- 
sioner shall refer the application to at least four members of the 
board of examiners in Bombay or to at least two members else- 
where and, on receipt of their signature to the certificate shall 
deliver the certificate to the applicant after the usual process 
of identification has been carried out. 

Fee for exchange certificates 

130. Applicants for certificates of competency in exchange 
shall pay a fee of Rs. 5 for each certificate irrespective of class. 

XX. - CERTIFICATES OF SERVICE 

Applications for certificates of service 

131. Applications under Rule 82 for certificates of service 
shall be in Form I of the Appendix. Each applicant shall duly 
fill in the form which, together with his testimonials and their 
copies and a receipt from a Government Treasury or the Reserve 
Bank of India in the Province of Bombay for the amount of the 
fee prescribed below, shall be lodged with the Commissioner at 
least ten days before any meeting of the board of examiners. 
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The proviso to Rule 129 shall also be applicable to this Rule. 

Candidates’ practical skill may be tested 

132. If on scrutiny of the testimonials of an applicant for a 
certificate of service under Rule 82, the board of examiners has 
doubts about the competence of the applicant for the charge and 
management of a boiler, or if it is necessary to determine the class 
of certificate for which he is qualified, the board of examiners 
may subject the applicant to such practical examination as it 
deems fit. 

Fee for certificate of service 

133. Applicants for certificates of service shall pay a fee of 
Rs. 5 for each certificate irrespective of class : 

Provided that any fee so paid by an applicant who is found 
to be ineligible for the grant of a certificate by reason of the 
insufficiency of his testimonials of previous service, may, if ap- 
plied for within one year of the date of payment, be returned to 
him in full. 


XXI . — PENALTIES 


Penalties 

134. The owner of any boiler liable to inspection under the 
Act who shall — 

(a) work the same or permit the same to be worked at any 
time, except whilst he has in his employ in immediate 
attendance and charge for the purpose of attending to 
the working of the boiler a fit and proper person to be 
in attendance and charge thereof ; 

and any such person in charge or any other person who shall — 

(b) work the same or permit or cause it to be worked in 
contravention of Section IX of these Rules, shall be 
punishable with fine which may extend to one hundred 
rupees for each offence and in the case of a continuing 
offence with an additional fine which may extend to one 
hundred rupees for each day after the first day in re- 
gard to which he is convicted of having persisted in the 
offence. 

Cognisance of offences 

135. All offences against these Rules shall be cognisable in 
the city of Bombay by a Presidency Magistrate, and elsewhere by 
a Magistrate of the first class. 

Limitation and previous sanction for prosecution 

136. No charge shall be brought against any person of any 
offence punishable under these Rules except within six months 
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from the date of commission of the offence and no prosecution 
shall be instituted without the previous sanction of the Chief 
Inspector. 


PART III 

XXII. — ENGINEERS’ EXAMINATION RULES 

Examinations where and when held 

137. Examinations for persons desirous of obtaining certifi- 
cates oi proficiency as engineers to be in charge of steam engines 
and boilers shall be held at such times and in such places as may 
be notified in the Bombay Government Gazette : 

Provided that unless the Commissioner of Labour, Bombay, 
shall by notification in the Bombay Government Gazette make 
an announcement to the contrary, they shall be held at Bombay 
by the Board of Examiners appointed under these rules on the 
second Monday in February, June and October at the same times 
and places as those prescribed in Part II for boiler attendants : 

Provided also that such examinations shall be held at least 
once in any calendar year in Bombay if any candidate appearing 
to the Commissioner to be eligible applies for admission to them. 

Fees to Members 

137- A. i Each member of the Board shall be entitled to a fee 
of seventy-five rupees for each meeting of the Board lasting more 
than three hours or a fee of thirty rupees for each meeting last- 
ing less than three hours at which any duty prescribed in these 
rules in relation to certificates of proficiency as engineers has 
been performed and which he had attended from the beginning 
to the end. 

Application procedure 

138. The same general procedure with regard to testimonials, 
applications and kindred matters shall be observed for these 
examinations. 

Kinds of examination 

139. Examinations for engineers shall be of two kinds, one 
for first class certificates of proficiency and one for second class 
certificates of proficiency for which fees of Rs. 30 and Rs. 20, 
respectively, are prescribed. 

Testimonials 

140. Candidates must produce satisfactory testimonials 
which must clearly state the kind of work on, and the capacity 
in, which the candidate was employed, whether as apprentice 
engineer, engine fitter, assistant engineer or engineer and show 


1 Added vide C.N., P. & S. D., No. 7716 of 22/9/42. 
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the dates between which the candidate was so employed. Only 
service as an engineer, or engineer fitter on steam machinery or 
as a mechanical engineering student will be considered by the 
board for admission to examinations for certificates of profi- 
ciency. 

Testimonials must be signed as in the case of applicants for 
certificates of competency as boiler attendants, that is, they must 
be signed by the responsible person under whom the candidate 
worked and be countersigned by the owner, agent or manager 
of the workshop or factory or person of corresponding status 
elsewhere. 

Candidates who have undergone a course of training at an 
engineering college or technical institute must produce either the 
diploma of the institution or a certificate from the Principal or 
Superintendent of the institution for the time served. 

XXIII.— AGE AND TRAINING 

Age and training of second class candidates 

141. A candidate for a certificate of proficiency of the 
second class must not be under 21 years of age and shall not be 
admitted to examination unless he proves to the satisfaction of 
the board that he has served or undergone, for not less than five 
years, the service or training specified in clauses (a), (b) and 
(c) below, of which not less than three years must have been in 
accordance with either clause (a) or clause (b) and not less than 
two years in accordance with clause (c) — 

( a ) as a full-time apprentice engineer or engine fitter in a 
suitable workshop on the making or repairing of steam 
engines or accessories ; or 

(b) a full course of training in an engineering college or 
technical institute recognized by the Provincial Govern- 
ment as suitable for training of mechanical engineers ; 
and 

(c) as engineer or assistant engineer in a mill or factory 
or steamship with engines and boilers, the boilers being 
not less than two in number and each of not less than 
500 sq. ft. heating surface. 

Unsuitable workshops, minimum equipment 

14z. No seasonal factory, cotton ginning factory or cotton 
pressing factory shall be recognised as a suitable workshop for 
the training of apprentice engineers or engine fitters nor shall 
any other workshop be recogised that is not equipped with at 
lease two turning lathes, on? planning shapes or slotting machine. 
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one drilling machine, one smiths hearth and tools and all the 
necessary fittings and machine tools. 

Doubtful suitability 

143. In any case of doubt of the suitability of a workshop 
the board may require a candidate to provide proof that the 
workshop in which he served was sufficiently equipped with 
machines and tools and that the work carried on was in making 
or repairing steam engines or accessories. 

Definition of apprentice service 

144. For the purpose of these Rules service as an apprentice 
engineer means the regular performance of such duties in a 
workshop where steam engines or accessories are made or repair- 
ed as will enable a person to obtain under efficient supervision a 
practical knowledge of the various operations in the making or 
repairing of steam engines and to acquire practical experience 
in the use of tools and in the making and fitting together of 
parts of machinery. 

Although some practical knowledge of moulding, blacksmith- 
ing and drawing office work is highly desirable not more than 
six months will be allowed for time spent in any one of these 
branches in making up the total apprentice service. 

Definition of engine fitters’ service 

145. Service as engine fitter means journeyman’s service in 
making or repairing steam engines or accessories. Such service 
may include service as turner, if employed on the same kind of 
work, but not more than one-half of the qualifying period will be 
allowed for time spent as turner in making up the total journey- 
man’s service. 

Short periods of service 

146. No period of less than six months spent in any work- 
shop or factory as apprentice engineer or journeyman fitter shall 
count as time qualifying for admission to examination. 

Breaks in student’s course 

147. A course of training begun at an approved engineering 
college or technical institute may be continued and completed at 
any other approved college or institution but only complete and 
continuous annual courses will be allowed for in making up the 
full course. 

In such cases candidates must produce a certificate from 
each Principal or Superintendent of the institution concerned 
ior the time spent under him. 
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Service as engineer 

148. Service as an engineer or assistant engineer means 
service in those capacities only which afford opportunities of 
obtaining practical experience as an engineer on steam engines, 
boilers and steam plant generally in their working and mainte- 
nance. It does not include service as a fireman, boiler attendant, 
engine attendant or engine driver. 

Age and training of first class candidates 

149. Subject to the proviso below, a candidate for a certi- 
ficate of proficiency of the first class must not be under 23 years 
of age and shall not be admitted to examination unless he proves 
to the satisfaction of the board that he has received such train- 
ing as is required by Rule 141 in the case of a candidate for a 
certificate of the second class and possesses or is able to claim a 
certificate of the second class and in addition thereto has served 
after having obtained such certificate for not less than one year 
as engineer in charge of steam plant, the boilers being not less 
than two in number and each of not less than 500 square feet 
heating surface. 

Proviso for direct admission 

Provided that any applicant who has fulfilled the training 
requirements prescribed in Rule 141 for candidates for a certi- 
ficate of the second class and in addition has served for not less 
than three years in the position prescribed in this Rule, may be 
admitted direct to examination for a certificate of the first class 
although he has not obtained a certificate of the lower grade. 

XXIV. — EXAMINATION SUBJECTS 
Subjects for second class 

150. To satisfy the board in examination and be entitled to 
a certificate of proficiency of the second class a candidate must — 

(o) write a legible hand, understand the use of arithmetic 
to the extent of addition, subtraction, multiplication, 
division and proportion and be able to apply the same 
to the calculation of elementary stresses, pressures, areas, 
volumes, quantities and weights ; 

(bi be able to give a description of the principal types of 
steam boilers used on land and to state the purposes and 
reasons for which different types of boilers ar$ em- 
ployed ; 

(c) be able to give a description of and explain the functions 
of boiler mountings, feed pumps, feed injectors, feed 
filters, feed heaters, economisers, superheaters and 
forced draught and induced draught appliances ; 


16 
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id) know the cause and effects of, and the usual remedies 
for incrustation and corrosion in boilers ; 

{€) be able from data and formulae supplied to calculate 
the percentage of strength of a single or double riveted 
seam of a boiler-shell and the safe working pressure to 
be allowed for shells, furnaces, fireboxes, flat plates and 
stays in accordance with the Indian Boiler Regulations. 
He must also be able to calculate the load on a dead 
weight safety valve the weight and position of ball on a 
lever-and-weight safety valve and the total heating 
surface of a boiler from given data ; 

</) possess a creditable elementary knowledge of the pro- 
minent facts relating to combustion, heat and steam 
and be able to calculate consumption of coal and water 
and to estimate the quantity of steam that may be ge- 
nerated from a given grate area or heating surface in 
any of the ordinary types of land boilers ; 

ig) be able to give a description of the principal types of 
steam engines in general use on land and pass a credit- 
able examination in their constructive details and in the 
function of each part including governor and flywheel ; 

ih) be able to explain the whole cycle of operations of the 
steam from the time it leaves the boiler until it returns 
in the form of feed water, through an ordinary com- 
pound slide valve engine and condenser ; 

ii) be able to calculate direct tension and compression 
streeses in engine bolts and rods, the force exerted by 
pistons, pump buckets and plungers, the duty of pumps 
and the cubic capacities or weight of contents of tanks, 
bunkers and coal bins or stacks ; 

ij) be able to explain the method of testing and altering 
the setting of an ordinary slide valve and of testing the 
alignment of shafting, driving wheels and flywheels and 
adjusting them ; 

(k) be able to state how a temporary or permanent repair 
could be effected in case of derangement or breakdown 
of a part of an engine or its accessories ; 

(Z) be able to make an intelligible sketch and to read a 
working drawing of a steam engine, boiler or boiler 
mounting ; 

(m) have a knowledge of some of the appliances used for 
the prevention or abatement of smoke and the principles 
on which they are based ; and 

(n) if required by the examiner, demonstrate by a practical 
test in the examination room or in a workshop his 
ability as a workman in the use of tools and appliances. 
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Subjects for first class 

151. To satisfy the board in examination and be entitled to 
a certificate of proficiency of the first class a candidate must, if 
not in possession of or able to claim a certificate of the second 
class, be able to satisfy the requirements prescribed under the 
preceding Rule for second class candidates and all candidates 
must — 

(a) write a legible hand, understand the use of arithmetic 
and algebra to the extent of addition, subtraction, multi- 
plication, division, proportion, vulgar and decimal 
fractions, extraction of square and cube roots and 
simple equations and be able to apply the same to the 
calculation of stresses, pressures, areas, volumes, quanti- 
ties and weights ; 

(b) be able to give a description of the principal types of 
steam boilers used on land and to state the purposes and 
reasons for which different types of boilers are em- 
ployed ; 

(c> be able, from data and formulae supplied, to calculate 
the safe working pressure for any part of a boiler in 
accordance with Indian Bailer Regulations ; 

(d) understand how to correct defects in boilers due to 
accident, decay and other causes and know the means 
of repairing such defects ; 

(e) know the causes and effects of and the usual remedies 
for incrustation and corrosion in boilers ; 

(/) be able to give a description of and explain the functions 
of boiler mountings, feed pumps, feed injectors, feed 
filters, feed heaters, economisers, superheaters and 
forced draught and induced draught appliances ; 

(g) possess a creditable knowledge of the prominent facts 
relating to combustion, heat and steam ; 

( h ) have a knowledge of the principal appliances in use for 
the prevention of smoke and the principles on which 
they are based and be able to give a description of the 
principal mechanical stokers and oil fuel systems in 
use ; 

(0 be able to estimate the evaporative capacity of a boiler 
from its fire grate area and total heating surface and the 
horse-power that would be developed in the principal 
types of engines when supplied with steam at a certain 
pressure from the boiler ; 

(j) pass a creditable examination in the various construc- 
tions of steam engines in general use and in the details 
and use of each part ; 
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(fc) be able to explain the method of testing and altering 
the setting of engine valves and of testing the align- 
ment of shafts and adjusting them ; 

(l) be able to calculate the direct stress, the torsional stress 
and the bending stress in round bars and shafts and 
the bending stress in rectangular bars and levers with 
given loads ; 

(m) be able to explain jet and surface condensation, super- 
heating and the working of steam expansively ; 

(n) be able to take off and calculate indicator diagrams, re- 
cognise faults in them and suggest the appropriate re- 
medies ; 

(o) be able to make an intelligible hand sketch or a work- 
ing drawing of one or more of the principal parts of a 
steam engine or boiler or boiler mounting and to mark 
in without a copy all the necessary dimensions in figures 
so that the sketch or drawing could be worked from ; 

(p) be able to read a working sketch or drawing of any 
part of a steam engine, boiler or boiler mounting ; 

(q) be able to explain the general construction of auxiliary 
machinery, viz., pumps, electric light engines, dynamos 
and plant, gas and oil engines and gas producers and 
the elementary principles on which they act ; 

(r) be able to state the general methods employed in laying 
foundations for engines, machinery, boilers and chim- 
neys and the suitable area and height of chimneys to 
promote efficient combustion and prevention of smoke ; 
and 

(s) be able to state how a temporary or permanent repair 
could be effected in case of derangement of a part of 
the machinery or boiler. 

XXV.— MODE OF EXAMINATIONS 
Nature of examination 

152. Examinations for certificate of proficiency as engineers 
to be in charge of steam engines and boilers shall be of such a 
nature as to test the practical and technical knowledge of the 
candidates and to ascertain their fitness for the charge of steam 
plant and machinery. 

Order of subjects for second class examination 

153. Examinations for second class certificates shall be con- 
ducted in the following order and stages : — 

(a> to write answers within a prescribed time to ten ques- 
tions in arithmetic set with reference to clauses (a), (e), 
(/) and (0 of Rule 150 ; 
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(b) to write answers to ten questions set by the examiners 
appertaining to the subjects specified in clauses (b), 

(c), ( d ), (/), (p), (7i), ij) f ( k ) (i), (m) of Rule 150, 
eight of which shall be compulsory, and 

(c) to answer orally questions appertaining to clauses (b), 

(c), (d), (/), ( 0 ), (A), if), (fc), «), (m) and 

(n) of Rule 150, to make the sketch or read the working 
drawing prescribed in clause ( l ) of Rule 150 and, if re- 
quired by the examiner, to undergo the practical test 
specified in clause (n) of Rule 150. 

Assessment of work 

154. The value of the work done in all three sections pres- 
cribed under clauses (a), (b) and (c) of Rule 153, namely, mathe- 
matics, written questions and oral questions (including practical 
test) will be assessed in accordance with the following scale : — 

Marks 0 to 55 — weak, denoted by W. 

Marks 56 to 64 — consider, denoted by C. 

Marks 65 to 74 — good, denoted by G. 

Marks 75 to 100 — superior, denoted by S. 

In order to pass, a candidate’s work should be “ good 99 or 
“ superior ” in the oral examination. A “ consider ” in mathe- 
matics or “ written questions ” sections may be counter-balanced 
by a “ superior ” in the oral section. Two “ considers ” or one 
“ weak ” will entail failure. 

Order of subjects for first class examination 

155. Examinations for first class certificates shall be con- 
ducted in the following order and stages : — 

(a) to write answers within a prescribed time to ten ques- 
tions in mathematics set with reference to clauses (a), 

(c) , ( 0 ), (t), (l) and (n) of Rule 151; 

( b ) to write answers to questions set by the examiners ap- 
pertaining to ten of the subjects specified in clauses (b), 

(d) , (e), (/), ( 0 ), (b), (;), (fc), On), (n), (q), (r) and 
(s) of Rule 151, eight of which will be compulsory ; 

(c) to make within a prescribed time a hand sketch or work- 
ing drawing of a part of an engine or boiler or boiler 
mounting in accordance with clause (o) of Rule 151 ; 
and 

(d) to answer orally questions appertaining to clauses (b>, 

(d), (e), (/), ( 0 ), ( h ), ( 7 ), (fc), ( 77 i), (n), (o), (p), (q), 
(r) and ( s ) of Rule 151. 

Assessment of work 

156. The value of the work done in all four sections pres- 
cribed under clauses (a), (b), (c) and (d) of Rule 155, namely. 
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mathematics, written questions, drawing and oral questions will 
be assessed in the manner prescribed in Rule 154 for second class 
candidates. In order to pass, a candidate’s work should be “ good " 
in all four sections but it must be good or “ superior ” in the oral 
examination. A “consider” in mathematics or drawing section 
may be counterbalanced by a “ superior ” in the other sections. 
Two “ considers ” or one “ weak ” will entail failure. 

Roles for examination room 

157. Candidates for certificates of proficiency will be allowed 
in the time allotted to cancel any part of their work, and, when 
required, additional paper will be supplied by the examiner, but 
they will not be allowed to work out the problems on a slate or 
on waste paper. The additional sheets shall be attached to and 
form part of the exammation paper to be given in by the can- 
didate. 

Written answers and drawings shall be made out in the pre- 
sence of the examiner and shall be given up, whether complete 
or not, on the expiration of the prescribed time. 

The examination in rough working drawing for first class 
candidates may, at the candidates’ option, be either a hand 
sketch clearly dimensioned and complete in the necessary views 
and sections or a drawing to scale. 

Drawing boards, tee-squares and drawing paper will be pro- 
vided at the examinations but candidates will have to bring their 
own drawing instruments. 

If a candidate leaves the room before answering any ques- 
tion or before completing any paper which has been given to him 
he cannot afterwards be permitted to answer or complete the 
paper as the case may be but the examiner may substitute another 
question or another paper. 

Any candidate discovered to have taken into the examina- 
tion room any book, paper, document or memoranda of any 
description or to have copied from or afforded or given or re- 
ceived any assistance or any information to or from or com- 
municating in any way with another candidate during the time 
of examination shall be regarded as having failed in his exami- 
nation and shall not be allowed to proceed further with the 
examination. 

Time Table 

158. Examinations for first and second class engineers shall 
be timed as follows unless otherwise notified by the Commissioner 
who shall also prescribe intervals if necessary — 

Monday . . Mathematics, 11 a.m. to 5 p.m. 

Tuesday . . Written answers, 11 a.m. to 4-30 p.m. 
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Wednesday . . Drawing, 11 a.m. to 4 p.m. 

Wednesday .. Oral examination (2nd class), 11 a.m. to 

5 p.m. 

Thursday . . Oral examination, 11 a.m. to 5 p.m. 

The examinations may be continued from day to day, until 
all candidates have been dealt with : 

Provided that if a candidate finishes his mathematical, written 
or drawing examination before the time prescribed for its com- 
pletion the examiners may forthwith begin or continue as the case 
may be the oral examination of the candidate and proceed with 
it till 5 p.m. on that day and continue or complete it on any 
subsequent day of the examination. 

Grant of certificate of proficiency 

granted a certificate in accordance with the class in which he 
passed at such early date within two weeks after the close of 
the examination as is practicable. 

159. If a candidate passes the examination he shall be 

Form of certificate of proficiency 

160. Certificates of proficiency as engineers to be in charge 
of steam engines and boilers shall be in Form V of the appendix 
to the Rules. 

Duplicate certificates of proficiency 

161. Duplicates of all certificates granted under these Rules 
shall be recorded in the office of the Commissioner. 

APPENDIX TO PART I OF THE BOMBAY BOILER RULES 

FORM A. 


Boiler Inspection Department. 

Register of Boilers 
(Rules 9, 18 and 22) 


1 1 * 
Registry 1 Type of 
No. | Boiler 

a 

Boiler 

rating 

4 

Name of 
manu- 
facturer 

1 5 

Year and 
place of 
'construction 

6 '7 

Date of Name 
registra- j of 
Uon j owner | 

8 

Place 
where in 

use 

! 

0 

1 Remarks 
(Transfers, 
etc.) 

! 

I 

! 

! 

j 

1 

f 

I i 

1 

; 

| 

1 

| 

1 j 

i 1 

i 1 

- 1 

i ! 

i 

1 

i 




In Hurt II of the Register, Column 1 should contain the registry number* and letters. 
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FORM B. 

INDIAN BOILERS ACT, 1923 (ACT V OF 1923) 

Notice for Examination of Boiler under Sections 7 and 8 

(Rule 34) 

No. of 19 

Boiler Inspection Office, 
Dated, the 19 


To 


In reply to your application dated you are 

hereby informed that Boiler Registry No. at the 

abovenamed premises will be ‘SuHda^^d* 1 b y the Gov " 
ernment Inspector on the 

To enable the examination to be made, you are bound — 

(a) to afford to the Inspector all reasonable facilities for 
the examination and all such information as may 
reasonably be required of you ; 

(b) to have the boiler properly prepared and ready for ex- 
amination in the prescribed manner ; and 

(c) in the case of an application for the registration of a 
boiler, to provide such drawings, specifications, certifi- 
cates and other particulars as may be prescribed. 


Voucher No. 
No. 


in acknowledgement of receipt 


for Rs. 


accompanies. 


Inspector of Boilers. 

(See reverse for preparation required) 
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[Reverse of Form B.] 


PREPARATION FOR EXAMINATION 
See Part II, Chapter I, of the Regulations. 

(Regulation 150) 

(A) Preparation for Inspection 

At every examination of a boiler for the grant or renewal of 
a certificate, the boiler shall be empty and thoroughly clean in 
all its parts. All doors of manholes, handholes and sightholes 
and cleaning plugs and all caps in the headers and mud-drums 
of water tube boilers, all firebars, bearers, front plates, bridge 
plates, firebridges, brick arches, oil fuel burners and mechanical 
stoker fittings shall be removed. All valves and cocks compris- 
ing the boiler mountings shall be opened up and taken apart and 
the valves or cocks ground, when necessary, before the Inspector’s 
visit. 

Provision shall, if required by the Inspector, be made for the 
removal of lagging or brickwork or other concealing part and for 
the drilling of plates and for verifying the pressure gauge and 
safety valve dimensions and weights. All smoke tubes, exterior 
of water tubes, smoke-boxes, and external flues shall be swept 
clean. 

Provision shall be made for the effective disconnection of all 
steam and hot water communication with any other boiler under 
steam, as prescribed in Part III of the Regulations. This shall 
be effected either by the removal of a length of pipe from the 
steam and feed piping or by the insertion of substantial blank 
flanges. Where blank flanges are employed, they shall be inserted 
between the flange of the chest and the pipe attached to it. No 
blank flange shall be inserted between a safety valve chest and 
the boiler. 


Note — These provisions as to effective disconnection shall extend to every case wherein a 
person is sent or with the assent of the owner or person in charge goes into a boiler for any 
purpose. See Part III of the Regulations. 
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(Regulation 152) 

(B) Preparation for Hydraulic Test 

The chests of all mountings subject to steam pressure shall 
be in place and shut tight or blank flanged. The safety valves 
shall either be jammed down or removed and the chest-opening 
blank flanged. The attachment* for the Inspector’s pressure 
gauge and the nipplet for connecting the Inspector's test pump 
hose shall be in order. All doors shall be properly jointed and 
tightened up. The boiler shall be completely filled with water, 
care being taken to allow all air to escape and, if possible a pre- 
liminary test not exceeding the working pressure of the boiler 
shall be taken before the Inspector’s visit to test the tightness 
of the joints. When a boiler is hydraulically tested for the first 
time, it shall be entirely cleared of lagging or brickwork ; at 
subsequent tests the lagging or brickwork or portions thereof, 
shall be removed if required by the Inspector. 


Preparation Now Required. (A), (B). 


Note — The last certificate for the boiler should be shown to the Inspector. 


•Tapped |* Whitworth bolt and nut thread. 
tTapped \ m Whitworth bolt and nut thread. 
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FORM C 
(See Rule 8.) 

GENERAL WORKING OF BOILERS 
INSTRUCTIONS TO BOILER ATTENDANTS 

These instructions should be frequently and carefully studied, 
with a view to keeping in mind the precautions to be observed, 
and the ordinary procedure to be followed in the safe working 
of boilers. 

PRECAUTIONS BEFORE STARTING THE FIRES 

Before starting the fires in a boiler, the attendant should : — 

(1) see that there is sufficient water in the boiler and that 
the gauge cocks are working -freely ; 

(2) ease safety valves, or open cock on top of boiler to 
allow air to escape ; 

(3) see that the blow-off cock is fully closed and tight : 

(4) see that the safety valves and feed check valve are 
free and workable ; 

(51 see that water is not leaking from any part of the 
boiler ; 

(6) note if the pressure gauge pointer is at zero ; 

(7) see that the feed pump is in working order. 

He must not rely on the supposition that the water he has 
previously put in is still in the boiler, as it may have run out 
without his knowledge through a leak or open cock, nor can he 
be sure that the gauge glass shows the true water level until 
he has tested it. This is done in the following manner ; shut 
off the lower gauge cock and empty the glass by the drain cock : 
then shut the drain cock and open the gauge cock ; if every- 
thing is in order, the water will then rise in the glass to the 
same height as before. 

Raising steam 

In getting up steam in all types of boilers the operation 
should be as gradual as circumstances will allow. Nothing turns 
a new boiler into an old one sooner than getting up steam too 
quickly. Forcing the fires when starting work is liable to cause 
straining of the seams and tubes of the boiler. In the case of 
large boilers generally, steam should not be got up in less than 
six hours. Before getting up steam, the water level should be 
observed, to ensure that water is at the proper height in the glass, 
the pressure gauge noted, and the safety valves tried to see they 
are free. The blow-off cock should be examined to see that it 
is completely shut and tight. 
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Pressure gauge 

The pressure or steam gauge should be kept in order, and 
be in such a position as to be easily seen by the boiler attendant. 
There should be a plain mark on it showing the highest pressure 
allowed for the boiler, and the dial should be kept clean so that 
the figures may easily be read. 

Steam pressure 

Ordinarily the safety valve will prevent the steam from ris- 
ing much above the working pressure, but if the steam gauge 
shows so rapid an increase of pressure as to indicate danger 
of exceeding the highest limit, water should be immediately 
fed into the boiler and the dampers partially closed in order 
to diminish the effect of the fire. If, however, the water has 
fallen so low that there is danger of an accident from this 
cause, the fires should be withdrawn before feeding in water, 
the safety valves eased, and if the engine is at rest it should 
be started so as to reduce the pressure. 

The safety valves are provided to guard against over pressure. 

They should be moved by hand every day so as to prevent 
them from sticking. If moved only occasionally, they are liable 
to leak. 

The valve can be tested by raising it a little, and when let 
down, it should close perfectly tight. It should never be open- 
ed by a sudden knock or pull. If it does not close tight turn it 
on its seat until it fits, or when its construction does not permit 
this, raise it slowly a few times and let it down again, but on no 
account must the valve be screwed down further or loaded more 
than what has been allowed by the Inspector. 

Safety valves must never be overloaded, and spring valves 
should have ferrules or other provision against the valves being 
screwed down too far. In case of an accident resulting from 
wilful overloading the culprit might be held criminally respon- 
sible at the official inquiry or inquest. 

Low water safety valves 

If there is a low water safety valve, test it occasionally by 
lowering the water level to see that the valve begins to blow 
at the right point. It should give warning “ before ” the water 
level has sunk too low, and before damage can be done. When 
the boiler is opened, examine the floats and lever and see that 
they are free and that they give the valve the full rise. With 
the ordinary type of high-steam and low water safety valve the 
float should be down at its lowest position and the valve full 
open when the boiler is empty. 
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The water gauges 

These will be kept in best order by frequently blowing through. 
The cocks are thus kept in good working condition without 
leaking. Blow through the drain cock at the bottom of the 
gauge, and shut and open the steam and water cocks every few 
hours. These cocks should be blown through more frequently 
when the water is dirty. Should either of the passages become 
choked, or whenever the water in the gauge glass moves slug- 
gishly the passages must be cleaned. This is best done with 
a wire. The gauge glass is so arranged that its top cock con- 
nects with the steam space and its bottom cock is below the 
water line. The water line will ordinarily be near the middle 
of the glass tube. Always test the glass water gauges thoroughly, 
the first thing in the morning and at the commencement of 
every shift. This is done by first opening the drain cock and 
then shutting the upper cock which should give water ; the 
upper cock should then be opened and the bottom cock closed 
— which should give steam ; during this test the drain cock 
should be kept open. 

If water and steam do not appear in proper order the cocks 
are choked and the passages should be cleaned. To lessen the 
risk of breaking the gauge glass the water cock should always 
be reopened after the steam cock. 

Gauge glasses with a narrow white stripe running the whole 
length of the glass on the side next the boiler the recommended 
as they show the water line more clearly, especially when the 
water is dirty. 

The boiler regulations framed by the Board require every 
water gauge glass to be fitted with a guard to prevent injury to 
the attendants. See that it is always in place, and clean, when 
there is steam in the boiler. 

Special Note 

It does not follow that there is plenty of water in the boiler 
because there is plenty of water in the gauge glass. The passages 
may be choked, and empty gauge glasses are sometimes mis- 
taken for full ones, and explosions have resulted therefrom. 
Hence the importance of keeping the gauge cocks perfectly tight 
and clean and of blowing through the test cocks frequently. 

A large number of accidents have been due to inoperative 
Water gauges, and to negligence of the attendant in not care- 
fully reading the water level. 

< 

The Blow-off Cock 

The Blow-off should be used daily if the water is at all 
dixjty or sedimentary, especially with Locomotive type and Ver- 



254 


LABOUR AND FACTORY LEGISLATION 


tical Boilers, as their narrow water spaces are liable to get chok- 
ed with mud, which soon hardens into a solid mass. The amount 
of water to be blown out depends on the size of the boiler and 
can be determined only from experience. When blowing out, 
the best result is obtained if the water has been at rest for 
some time (say before the engine is started) thus giving the 
sediment time to settle ; if the feed water is clean merely turn 
the cock round. 

The Scum Cock 

When scum cocks are fitted, if the feed water is dirty, a 
little should be blown off daily ; if the water is clean, merely 
turn the cock round. Before opening the scum cock, see that 
the water is at the height indicated by the water-level pointer, 
otherwise the scumming will be ineffective. Water should be 
blown from the surface through the scum cock when steam is 
being drawn off, i.e., when the engine or other machinery is 
working. 

Manhole and other Door Joints 

When making such joints the jointing materials should 
never be of round-sectioned packing. Care must be taken that 
the spigot of the door is centrally placed in the hole, as many 
accidents have resulted from packing being blown out between 
the spigot and side of hole, even when the clearance was only 
l/8th of an inch. The nuts must be carefully and evenly tight- 
ened. Further tightening should be made during the process 
of heating up the boiler when raising steam. 

steam pipes 

When properly arranged, should give no trouble. Frequently, 
however, they are so designed as to contain pockets, in which, 
while out of use, condensed steam accumulates. Such water is 
exceedingly dangerous and great care should be taken to see 
that the pipes are properly drained before the stop-valve is 
opened otherwise “ water hammer ” will take place even with the 
best designed steam pipes, and disastrous explosions, causing loss 
of life and property may occur. 

Scale and Grease 

Roughly speaking, scale offers a hundred times as much 
resistance to the passage of heat as does a similar thickness of 
steel or iron. A half inch furnace plate covered with l/10th 
inch scale is as efficient a heat retarder as a steel furnace 10 
inches thick. Grease is about ten times worse than scale. In 
a boiler at work the temperature of a clean furnace plate is 
only slightly in excess of that of the water in the boiler ; but 
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if scale or grease is interposed between the water and the plate, 
the latter acquires a temperature more nearly approximately 
that of the flame with which it is in contact. If the fire is fierce 
(artificial draught) the furnace tube may grow so hot that it 
elongates considerably. If in addition, cold air is admitted dur- 
ing each firing, a concerting action of the furnace takes place, 
which is one of the worst causes of boiler wear and tear. 

Wear and Tear 

Can be reduced and the life of a boiler prolonged if scale 
and grease are prevented from accumulating in a boiler. The 
combined effects of scale or grease and artificial draught are 
disastrous. Scale or grease also causes waste of fuel. 

Grease 

A mixture of sedimentary water, soda, and grease produces 
an adhesive scum. Where this is suspected, the water level 
should never be lowered below the furnace top unless the boiler 
is afterwards entered and this scum cleaned off the furnace plate 
before firing again. 

Scale Removal 

The customary method is not a satisfactory one. The boiler 
is emptied and then cooled down by opening all the manholes, 
and the result is that the scale, which would otherwise be soft, 
hardens through contact with the air, and requires laborious 
chipping off. 

A very effective, but slower method, is to retain the water 
in the boiler until cool, and not to run it out until the men are 
ready to enter the boiler with water hose, brushes and scrapers. 
The scale will then be soft and easily removable. 

If time is a consideration, the cooling can be accelerated by 
adding cold feed to the hot water in the boiler and slowly run- 
ning off the cooled water. Another method is to blow off the 
boiler with the lowest possible pressure (not more than 20 lbs.) 
and to keep it closed until cold. The scale will then be easily 
removed. 

Treatment of Feed water 

Many feed waters require soda or other chemicals to arrest 
corrosion or to change the nature of the scale. 

There is no harmless chemical which will remove scale or 
sediment when it has once got into the boiler and the only effec- 
tive process is to purify the feed water before it enters the boiler. 
By this means, the sediment, and generally, too, the added 
chemicals, can be deposited in tanks or in filters, and therefore 
never goes into the boiler. Excepting when the water obtain- 
able is very good, water-purifying apparatus ought to pay any 
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boiler owner, particularly at those works where three boilers are 
in constant work. Boiler owners wishing to have definite advice 
as to the best treatment of their feed water should have it ana- 
lysed at some Chemical Laboratory and ascertain the best treat- 
ment in the particular circumstances. 

Special attention is drawn to the not infrequent but very 
bad practice of allowing the waste steam from the Engine Cylin- 
ders or Pumps to be drained into the boiler Feed Water Tanks. 
The waste steam from cylinders is always mixed with a certain 
amount of oily matter, which will be deposited in the feed water 
tanks and ultimately be pumped into the boiler, with possibly 
disastrous results, as it will be obvious to every careful boiler 
attendant that should the oil be deposited on the furnace crowns, 
they may become over-heated and collapse. 

It should be the first care of the Boiler Owner, and the 
Boiler Attendant to see that the feed water is kept as pure as 
possible. Impure feed water means additional expense on the 
upkeep of the boiler. 

Preservation of Boilers when not in use 

Steam boilers when not in use are liable to deterioration 
from corrosion, and, unless well cared for and made rust-proof, 
they may depreciate more rapidly than when in use. They 
should be thoroughly drained and thoroughly dried and all 
valves, cocks and openings closed so as to exclude moisture. 
Another plan is to fill the boiler with water to which about 
1/100 per cent, caustic soda has been added. 

SPECIAL INSTRUCTIONS FOR BOILER NO. 

This boiler should be opened up and thoroughly cleaned 

after a period of work which should not exceed 

A record of such cleanings should be maintained and produced, 
when required by the Inspector. 

Dated 


Inspector of Boilers. 
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APPENDIX TO PARTS II AND III OF THE BOMBAY BOILER 

RULES, 1924 

FORM I. 

(See Rules 96, 129 and 131) 

INDIAN BOILERS ACT, 1923 (ACT V OF 1923) 
Application for an Engineer’s Certificate of Proficiency or for a 
Boiler Attendant’s Certificate of Competency or of Service. 
Name, etc., of Applicant 


Name in full 


Permanent address 


Place of birth Date of birth 


Particulars of all previous certificates (if any) 


Number of 
certificate 

Proficiency, 

Competency, 

or 

Service 

Grade 

Where 

issued 

Date 

of 

issue 

If at anv time 
suspended 
or cancelled, 
state by 
what Court 
or Authority 

Date 

Cause 


\ 



| 

i 


1 ' 

i 

i ! 


Certificate now required 


Grade 

Proficiency, Competency or 
Service 

Address to which certificate may 
be sent 


| 



Statement of previous failures (if any) 

If applicant has failed in a previous examination for the 
certificate now required, he must here state the date and place 
of each examination in which he has failed. If he has not failed, 
he must state so in writing across this division. 


Date of examination 

Place of examination 

Subjects in which he failed 





17 
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DECLARATION BY APPLICANT 

(Take Notice) — Any person who makes, procures to be made, 
or assist in making any false representation for the purpose of 
obtaining for himself or any other person a Certificate of Pro- 
ficiency, Competency or Service, will be criminally prosecuted. 




Dated at , this of 19 

Signed in the presence of : — 


I do hereby declare that the particulars contained in Divisions (A), (B),(C),(D) 
and (F) of this Form are correct and true to the best of my knowledge and belief; 
and that the papers enumerated in Division (F) and submitted with this Form are 
TRUE AND GENUINE documents, given and signed by the persons whose names 
respectively appear on them, and further that those names are truly and correctly 
stated against each of the said papers as entered in Division (K); and further that the 
copies of the said papers, also submitted with this Form, are true and correct copies 
thereof. I further declare that the Statement (F) contains a true and correct account 
of the whole of my services without exception. And I make this Declaration con- 
scientiously believing the same to be true. 


Signature of applicant. 
Present address. 


[Reverse of Form I.] 

(F) — LIST OF TESTIMONIALS AND STATEMENT OF SERVICE 


(Testimonials to be numbered consecutively as below) 
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Total Service ... 








Time served for which no certificates 








are now produced 


... 
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CERTIFICATE OF EXAMINERS 


£ 

.9 


CJ 

H 

fe* 


G i 


O) 

S 

o 


Certified that 

has been examined for a certificate of proficiency as 
engineer or a certificate of competency as Boiler At- 
tendant of the class at this day 

of 19 , and has satisfied us of his fitness 

to hold a certificate of the FIRST, SECOND CLASS. 
He has therefore PASSED, FAILED. 

Certified that has produced 

before us at this day of 

19 . a certificate of competency of the class 

as and we are of opinion that he should be 

granted a certificate of competency of the FIRST, 
SECOND CLASS in exchange. 


Certified that has produced 

before us at this day of 

19 , satisfactory testimonials 

•9 covering the required period of service and we are of 
£ opinion that he should be granted a certificate of 
service of the FIRST, SECOND CLASS. 


PERSONAL DESCRIPTION OF APPLICANT 


H 


Nationality 
Religion or caste 

Height ft. ins. Complexion 

Colour of hair ; eyes 

Personal marks or peculiarities 

r 

Board of Examiners ^ 

L 


To 


Commissioner 


Date 

J f Certificate, No. of the 

§ and duplicate recorded on 


class issued 
19 . 


Commissioner. 
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APPENDIX TO PARTS II AND III OF THE BOMBAY 
BOILER RULES, 1924 

FORM II 

Form of Certificate of Competency to be granted under Rule 120. 
BOMBAY BOILER RULES, 1924. 

Certificate No. 


Certificate of Competency as First Class 
(or Second Class) Boiler Attendant. 


To 


Having satisfied us of your competency to fulfil the duties of 
Class Boiler Attendant in accordance with the 
Rules now in force we do hereby, in pursuance of the said Rules, 
namely, The BOMBAY BOILER RULES, 1924, grant you this Cer- 
tificate of Competency of the Class. 


Photograph. 


By order of the Governor of Bombay, 


Board of Examiners < 


This 


day of 


19 
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(Reverse of Form II.) 

CERTIFICATE NO. 19 

Signature of Owner 
Date and Place of Birth 
Address of Owner 
Personal description 
Nationality 
Religion or Caste 
Height without shoes 
Complexion 

Colour of hair ; eyes 

Marks or peculiarities 

Thumb impression 


Certificate No. issued under by signature this 

day of 19 

This certificate is given upon an Ordinary Examination passed 
at on the day of 19 

Date of issue 

Commissioner. 

N, B . — Any person other than the owner hereof becoming possessed of this Certificate 
should transmit it forthwith to the office of issue. 
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APPENDIX TO PARTS II AND III OF THE 
BOMBAY BOILER RULES, 1924. 

FORM III 

Form of Certificate of Competency to be granted under Rule 120. 
BOMBAY BOILER RULES, 1924. 

Certificate No. 


Photograph. 


Certificate of Competency as First Class 
(or Second Class) Boiler Attendant . 


To 


Having produced before us a Certificate of Competency as 
Class issued to you by 

on we do hereby, in pursuance 

of the BOMBAY BOILER RULES, 1924, grant you this Certificate 
of Competency of the Class in exchange. 


By order of the Governor of Bombay, 


Board of Examiners 
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[Reverse of Form III.] 

CERTIFICATE NO. 19 

Signature of Owner 
Date and Place of Birth 
Address of Owner 
Personal description 
Nationality 
Religion or Caste 
Height without shoes 
Complexion 

Colour of hair ; eyes 

Marks or peculiarities 

Thumb impression 


Certificate No. issued under my signature this 

day of 19 

This certificate is given upon production of Certificate of 
Competency No. issued at after examination 

on the day of 19 

Commissioner. 

Date of issue 

N. B. — Any person other than the owner hereof becoming possessed of this CertiftegA*. 
should transmit it forthwith to the office of issue. _ . 
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APPENDIX TO PARTS II AND III OF THE 
BOMBAY BOILER RULES, 1924. 

FORM IV. 

Form of Certificate of Service to be granted under Rule 120. 
BOMBAY BOILER RULES, 1924. 


Certificate No. 


Photc graph. | 


Certif icate of Competency as First Class 
(or Second Class ) Boiler Attendant. 


To 

Having satisfied us that you have served for the period re- 
quired in accordance with the Bombay Boiler Rules, 1924, prior 
to the coming into force of the Rules and being of opinion that 
you are possessed of competent practical skill, we hereby, in pur- 
suance of the said Rules, grant you this Certificate of Service of 
the Class. 


By order of the Governor of Bombay, 


f 


Board of Examiners 


This 


day of 


19 
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[Reverse of Form IV.] 


CERTIFICATE NO. 19 

Signature of Owner 
Date and Place of Birth 
Address of Owner 
Personal description 
Nationality 
Religion or Caste 
Height without shoes 
Complexion 

Colour of hair ; eyes 

Marks or peculiarities 


Thumb impression 


Certificate No. issued under my signature this 

day of 19 

This certificate is given upon production of satisfactory testi- 
monials of service in accordance with Rule 82 of the Bombay 
Boiler Rules, 1924. 

Commissioner. 

Date of issue 


N.B . — Any person other than the owner hereof becoming possessed of this Certificate 
should transmit it forthwith to the offioe of issue. 
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APPENDIX TO PARTS II AND III OF THE 
BOMBAY BOILER RULES, 1924. 

FORM V. 

Form of Certificate of Proficiency to be granted under Rule 160. 

BOMBAY BOILER RULES, 1924. 

Certificate of Proficiency of the First 
(or Second Class) 

To 

Having satisfied us of your proficiency as an engineer to be 
in charge of steam engines and boilers, we do hereby, in pur- 
suance of the BOMBAY BOILER RULES, 1924, grant you this Cer- 
tificate of Proficiency of the FIRST (or SECOND) CLASS. 


By order of the Governor of Bombay, 


Board of Examiners J 


l 


19 


This 


day of 
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[Reverse of Form V.] 

CERTIFICATE NO. 19 

Signature of Owner 
Date and Place of Birth 
Address of Owner 
Personal description 
Nationality 
Religion or Caste 
Height without shoes 
Complexion 

Colour of hair ; eyes 

Marks or peculiarities 

Certificate No. issued under my signature this 

day of 19 

'This certificate is given upon an Examination passed at 
on the day of 19 

Commissioner. 

Date cf issue 

N.B . — Any person other than the owner hereof becoming possessed of this Certificate 
should transmit it forthwith to the office of issue. 


GENERAL DEPARTMENT 

BOMBAY CASTLE, 5TH JULY 1926 

No. 1325. — The following list of Engineering Colleges and 
Technical Institutes recognized by Government under rules 141(b) 
of the Bombay Boiler Rules, 1924, is published for general in- 
formation — 


PROVINCE OF BOMBAY 

(1) College of Engineering, Poona. 

(12) Do Do Workshops, Poona. 

(3) R. C. Technical Institute, Ahmedabad. 

(4) F. S. Parekh Technical Institute, Surat. 
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(5) Victoria Jubilee Technical Institute, Bombay. 

(6) Kala Bhavan, Baroda. 

(7) J. N. Tata Hunarshala, Navsari (Baroda State). 
i(8) Government Central Workshops, Dapuri, Kirkee. 

2 (9) The King Edward VII Technical School, Dhulia. 

3(10) Nadirshaw Edulji Dinshaw Civil Engineering College, 
Karachi. 

4 (11) The O’Brien Technical Institute, Kolhapur. 

6(12) The Morvi Technical Institute, Morvi. 

BENGAL PRESIDENCY 

(1) Bengal Engineering College, Sibpur, Howrah. 

(2) Calcutta Technical School, Calcutta. 

(3) Kanchrapara Technical School, Kanchrapara, E.B. Rly. 

MADRAS PRESIDENCY 

(1) College of Engineering, Guindy. 

(2) Government School of Technology, Madras. 

UNITED PROVINCES 

(1) Government Technical School, Lucknow. 

(2) Do Do Gorakpur. 

(3) Do Do Jhansi. 

(4) Engineering College, Benares Hindu University, Benares. 
6(5) The Technical College, Dayalbagh, Agra. 

PUNJAB 

(1) Maclagan Engineering Class A, Moghalpura, Lahore. 

CENTRAL PROVINCES 
(l'i Government Engineering School, Nagpur. 

BURMA 

(1) Government School of Engineering, and Technical Insti- 
tute, Insein. 


BIHAR AND ORISSA 
(1) Jamalpur Technical School, Jamalpur. 

MYSORE 

7(1) The College of Engineering, Bangalore. 

1 Added under Government Notification, G.D., No. 1825, dated the 27th July 1026. 


2 

Do 

do 

P.D. , No. 7691, dated the 11th November 1980. 

8 

Do 

do 

P.AR.D., No. 7691, dated the 8th March 1984. 

4 

Do 

do 

P. & R. D., No. 7691, dated the 4th July 1984. 


5 Added vide G. of B. Gazette, Part IV A.P. 11 of 21/1/48. 

6 Added under Govt. Not. P. D., No. 7691, dated the 4th February 1988. 

7 Do do G.D. No. 1825 of 11/2/27. 
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The Indian Dock Labourers’ Act, 1934* 

INDIA ACT No. XIX- of 1934 . 

WHEREAS a Revised Draft Convention concerning the 
protection against accidents of Workers employed in load- 
ing and unloading ships was adopted at Geneva on the 27th 
day of April 1932 ; And whereas it is expedient to give effect 
in British India to the said Convention ; It is hereby 
enacted as follows : — 

Short Title, Extent, Commencement & Application. 

1. (1) This Act may be called Indian Dock Labourers’ 
Act, 1934. 

(2) It extends to the whole of British India. 

(3) It shall come into force on such date as the Governor 
General in Council by Notification in the Gazette of India, 
appoints. 

(4) It shall not apply to any ship of War of any 
Nationality. 

Definitions. 

2. In this Act, unless there is anything repugnant in 
the subject or context : — 

(a) “ the processes ” includes all work which is 
required for or is incidental to the loading or 
unloading of cargo or fuel into or from a ship and 
is done on board the ship or alongside it ; and 

(b) “ Worker ” means any person employed in the 
processes. 

Inspectors. ’ 

3. (1) The Local Government may, by notification in 
the Official Gazette, appoint such persons as it thinks fit, to 
be Inspectors for the purposes of this Act within such local 
limits as it may assign to them respectively. 

(2) All Principal Officers of the Mercantile Marine 
Department shall be Inspectors under this Act, Ex-officio, 
within the limits of their charges. 


•iVofe—This Act has not yet been brought into force in India. 
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(3) Every Inspector shall be deemed to be a Public 
Servant within the meaning of the Indian Penal Code and 
shall be officially subordinate to such authority as the 
Local Government may direct. 

Powers of Inspectors. 

4. Subject to any rules made in this behalf under 
section 6, an Inspector may, within the local limits for 
which he is appointed, — 

(a) enter, with such assistance (if any) as he thinks fit, 
any premises or ship where the processes are 
carried on ; 

( b ) make such examination of the premises or ship and 
the machinery and gear, fixed or loose, used for the 
processes, and of any prescribed registers and 
notices, and take on the spot or otherwise such 
evidence of any person as he may deem necessary 
for carrying out the purposes of this Act, and ; 

(c) exercise any other powers which may be conferred 
upon him by the regulations made under section 5. 

Power to Governor-General-in-Council to make regulations. 

5. (1) The Governor General in Council may make 
regulations — 

(a) providing for the safety of working places on shore 
and of any regular approaches over a dock, wharf, 
quay or similar premises which workers have to 
use for going to or from a working place at which 
the processes are carried on and for the lighting 
and fencing of such places and approaches ; 

(b) prescribing the nature of means of accesses which 
shall be provided for the use of workers proceeding 
to or from a ship which is lying alongside a quay, 
hulk or other vessel ; 

(c) prescribing the measures, to be taken to ensure the 
safe transport of workers proceeding to or from a 
ship by water and the conditions to be complied 
with the vessels and for the purpose ; 

(d) prescribing the nature of the means of access to be 
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provided for the use of the workers from the deck 
of a ship to a hold in which the processes are carried 
on ; 

(e) prescribing the measures to be taken to protect 
hatch ways accessible to the workers and other 
openings in a deck which might be dangerous to 
them ; 

(/) providing for the efficient lighting of the means of 
access to ships on which the processes are carried 
on and of all places on board at which the workers 
are employed or to which they may be required to 
proceed ; 

( g ) providing for the safety of the workers engaged in 
removing or replacing hatch coverings and beams 
used for hatch covering ; 

(h) prescribing the measures to be taken to ensure that 
no hoisting machine, or gear whether fixed or loose, 
used in connection therewith, is employed in the 
processes on shore or on board ship unless it is in a 
safe working condition ; 

(i) providing for the fencing of machinery, live electric 
conductors and steam pipes ; 

( j ) regulating the provision of safety appliances on 
derricks, cranes and winches ; 

( k ) prescribing the precautions to be observed in regard 
to exhaust and live steam ; 

(l) requiring the employment of competent and reliable 
persons to operate lifting or transporting machinery 
used in the processes, or to give signals to a driver 
of such machinery or to attend to cargo falls on 
winch ends or winch drums, and providing for the 
employment of a signaller where this is necessary 
for the safety of the workers ; 

(m) prescribing the measures to be taken in order to 
prevent dangerous methods of working in the 
stacking, unstacking, stowing and unstowing of 
cargo, or handling in connection therewith ; 

(n) prescribing the precautions to be taken to facilitate 
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the escape of the workers when employed in a hold 
or between decks in dealing with coal and other 
bulk cargo ; 

(o) prescribing the precautions to be observed in the 
use of stages and trucks ; 

(p) prescribing the precautions to be observed when 
the workers have to work where dangerous or 
noxious goods are or have been stowed or have 
to deal with work in proximity to such goods ; 

(q) providing for the rendering of first aid to injured 
workers and removal to the nearest place of 
treatment ; . 

(r) prescribing the provisions to be made for the rescue 
of immersed workers from drowning ; 

(s) prescribing the abstracts of this Act and of the 
regulations required by section 8 ; 

(t) providing for the submission of notices of accidents 
and dangerous occurrences and prescribing the 
forms of such notices, the persons and authorities 
to whom they are to be furnished, the particulars to 
be contained in them and the time within which 
they are to be submitted ; 

(u) specifying the persons and authorities who shall 
be responsible for compliance with regulations 
made under this Act ; 

( v ) defining the circumstances in which and conditions 
subject to which exemptions from any of the regu- 
lations made under this section may be given, 
specifying the authorities who may grant such 
exemptions and regulating their procedure ; 

( w ) defining the additional powers which Inspectors 
may exercise under clause (c) of section 4 and 

(x) providing generally for the safety of workers. 

(2) Regulations made under this section may make 
special provision to meet the special requirements of any 
particular port or ports. 

(3) In making a regulation under this section the 
Governor General in Council may direct that a breach of it 



LABOUR AND FACTORY LEGISLATION 2T8 

shall be punishable with fine which may extend to five 
hundred rupees and when the breach is a continuing breach, 
with a further fine which may extend to twenty rupees for 
every day after the first during which the breach continues. 

Powers to Local Government to make rules. 

6. Subject to the control of the Governor General in 
Council, the Local Government may make rules 
regulating — 

(a) the inspection of premises or ships where the 
processes are carried on ; and 

(b) the manner in which Inspectors are to exercise the 
powers conferred on them by this Act. 

General Provisions relating regulations and rules. 

7. (1) The power to make regulations and rules con- 
ferred by Sections 5 and 6 is subject to the condition of the 
regulations and rules being made after previous publication. 

(2) Regulations and rules shall be published in the 
Gazette of India and Local Official Gazette respectively. 

Abstracts of Act and regulations to be conspicuously posted. 

8. There shall be affixed in some conspicuous place 
near the main entrance of every dock, wharf, quay or simi- 
lar premises where the processes are carried on, in English 
and in the language of majority of workers, the abstracts 
of this Act and the regulation made thereunder which may 
be prescribed by the regulations. 

Penalties. 

9 . Any person who — 

(a) wilfully obstructs an Inspector in the exercise of 

any power under Section 4, or fails to produce on 
demand by an Inspector any registers or other docu- 
ments kept in pursuance of the regulations made 
under this Act, or any gear, fixed or loose, used for 
the processes or conceals or prevents or attempts 
to prevent any person from appearing before, or 
being examined by, an Inspector, or . ' 

(b) unless duly authorized, or in case of necessity, re- 


18 
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moves any fencing, gangway, gear, ladder, life 
saving means or appliances, light, mark, stage, or 
other thing required to be provided by or under the 
regulations made under this Act, or 

(c) having in case of necessity removed any such 
fencing, gangway, gear, ladder, life saving means 
or appliance, light, mark, stage or other thing, 
omits to restore it at the end of the period for 
which its removal was necessary, shall be punish- 
able with fine which may extend to five hundred 
rupees. 

Provisions relating to jurisdiction. 

10. (1) No court inferior to that of a Presidency 
Magistrate or Magistrate of the first class shall try any 
offence under this Act, or the regulations made thereunder. 

(2) No prosecution for any offence under this Act or 
the regulations made thereunder shall be instituted except 
by or with the previous sanction of an Inspector. 

(3) No court shall take cognizance of any offence un- 
der this Act or the regulations made thereunder, unless 
complaint thereof is made within six months of the date 
on which the offence is alleged to have been committed. 

Power to exempt. 

11. The Governor-General -in-Council may, by notifi- 
cation in the Gazette of India, exempt from all or any of 
the provisions of this Act and of the regulations made 
thereunder, on such conditions, if any, as he thinks fit, — 

(a) any part or place, dock, wharf, quay or similar 
premises at which the processes are only occasional- 

' ly carried on or the traffic is small and confined to 
small ships, or 

( b ) ahy specified ship or class of ships. 

Protection to persons acting under this Act. 
r, 12. ; No . suit, prosecution or other legal proceeding 
shall lie against, any person for anything which is in good 
faith don^ 9r intended to be done under tills Act, 
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The Indian Mines Act, 1923 

INDIA ACT NO. IV OF 1923. 1 

An Act to amend and consolidate the law relating to the regu~ 
lation and inspection of mines. 

WHEREAS it is expedient to amend and consolidate 
the law relating to the regulation and inspection of mines; 
It is hereby enacted as follows : — 

CHAPTER I. 

PRELIMINARY 
Short title, extent and commencement. 

1. (1) This Act may be called the Indian Mines Act, 

1923. 

(2) It extends to the whole of British India, 2 including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on the first day of July, 

1924. 

2. [Sawing of Reg. XII of 1887.] Rep. by the A. O. 

Definitions. 

3. In this Act, unless there is anything repugnant in 
the subject or context, — 

(a) “ agent,” when used in relation to a mine, means 
any person appointed or acting as the representa- 
tive of the owner in respect of the management of 
the mine or of any part thereof, and as such supe- 
rior to a manager under this Act ; 

(b) “ Chief Inspector ” means the Chief Inspector of 
Mines appointed under this Act ; 

3 [(c) “child” means a person who has not completed 
his fifteenth year;] 

1 For Statement of Objects and Reasons, see Gaeette of India, 1922, Pt. V. p. 723 ; and 
for Report of Joint Committee, tee ibid,, 1923, Pt. V, p. 25. 

2 This Act has been declared to be in force in the Khondmals District by the Khond* 
mala Laws Regulation, 1936 (4 of 1936). s. 3 and Sch., and in the Angul District by the 
Angul Laws Regulation, 1936 (5 of 1936), s. 3 and Sch. 

3 Subs, by the Indian Mines (Amendment) Act, 1935 (5 of 1935), 8. 2, for the original 
clause. 
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’[(cc) “day” means a period of twenty-four hours 
beginning at midnight;] 

2 [( 3 ccc) “District Magistrate” means, in a Presidency- 
town, the person appointed by the 4 [Central Gov- 
ernment] to perform the duties of a District Magis- 
trate under this Act in that town;] 

(d) a person is said to be “ employed ” in a mine who 
works under appointment by or with the know- 
ledge of the manager, whether for wages or not, in 
any mining operation, or in cleaning or oiling any 
part of any machinery used in or about the mine, 
or in any other kind of work whatsoever incidental 
to, or connected with, mining operations ; 

(e) “ Inspector ” means an Inspector of Mines appoint- 
ed under this Act, and includes a District Magis- 
trate when exercising any power or performing any 
duty of an Inspector which he is empowered by this 
Act to exercise or perform ; 

(f) “ mine ” means any excavation where any operation 
for the purpose of searching for or obtaining mine- 
rals has been or is being carried on, and includes 
all works, machinery, tramways and sidings, whe- 
ther above or below ground, in or adjacent to or 
belonging to a mine : 

provided that it shall not include any part of such 
premises on which a manufacturing process is being 
carried on unless such process is a process for coke 
making or the dressing of minerals ; 

(g) “owner,” when used in relation to a mine, means 
any person who is the immediate proprietor or 
lessee or occupier of the mine or of any part there- 
of, but does not include a person who merely re- 
ceives a royalty, rent or fine from the mine, or is 
merely the proprietor of the mine subject to any 
lease, grant or license for the working thereof, or 
is merely the owner of the soil and not interested 

1 Ins. by The Indian Mines (Amendment) Act, 1935 (5 of 1935), s. 2. 

2 Ins. by the Indian Mines (Amendment) Act, 1931 (21 of 1931), s. 2. 

S The original cl. (cc) was re-lettered ( ccc ) by Act 5 of 1935, a. 2. 

4 Subs, by the A. O. for **L. G.” A 
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in the minerals of the mine ; but any contractor 
for the working of a mine or any part thereof shall 
be subject to this Act in like manner as if he were 
an owner, but not so as to exempt the owner from 
any liability ; 

(h) “prescribed” means prescribed by regulations, 
rules or bye-laws ; 

(i) “ qualified medical practitioner ” means any person 
registered under the Medical Act, 1858, or any Act 
amending the same or under any Act of any Legis- 
lature in British India providing for the main- 
tenance of a register of medical practitioners, and 
includes, in any area where no such last-mentioned 
Act is in force, any person declared by the 1 2 [Cen- 
tral Government], by notification in the 2 [Official 
Gazette ], to be a qualified medical practitioner for 
the purposes of this Act ; 

0) “ regulations,” “ rules ” and “ bye-laws ” mean res- 
pectively regulations, rules and bye-laws made un- 
der this Act ; 

3 [(jj) where work of the same kind is carried out by 
two or more sets of workers working during dif- 
ferent periods of the day, each of such sets is call- 
ed a “ relay ”;] 

( k ) “ serious bodily injury ” means any injury which 
involves, or in all probability will involve, the per- 
manent loss of the use of, or permanent injury to, 
any limb, or the permanent loss of or injury to the 
sight or hearing, or the fracture of any limb or the 
enforced absence of the injured person from work 
for a period exceeding twenty days ; and 

(l) “week” means the period between midnight on 
Saturday night and midnight on the succeeding 
Saturday night. 


1 Saba, by the A. O. for *'L. G. ,% 

2 Saba, by the A. O. for “loal official Gaaette”. 

S Ins. by tbe Indian Mines (Amendment) Act, IMS (S of IMS), a. 2. 
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CHAPTER II. 

INSPECTORS. 

Chief Inspector and Inspectors. 

4. (1) 1 [Centrol Government] may, by notification in 

the 2 [Official Gazette], appoint a duly qualified person to 
be Chief Inspector of Mines for the whole of British India, 
and duly qualified persons to be Inspectors of Mines sub- 
ordinate to the Chief Inspector. 

(2) No person shall be appointed to be Chief Inspec- 
tor or an Inspector, or having been appointed shall con- 
tinue to hold such office who is or becomes directly or in- 
directly interested in any mine or mining rights in India. 

(3) The District Magistrate may exercise the powers 
and perform the duties of an Inspector subject to the gene- 
ral or special orders of the 3 [Central Government] : 

Provided that nothing in this sub-section shall be deem- 
ed to empower a District Magistrate to exercise any of the 
powers conferred by Section 19 or Section 32. . 

(4) The Chief Inspector and every Inspector shall be 
deemed to be a public servant within the meaning of the 
Indian Penal Code. 

Functions of Inspectors. 

5. (1) The Chief Inspector may, by order in writing, 
prohibit or restrict the exercise by any Inspector named, 
or any class of Inspectors specified, in the order of any 
power conferred on Inspectors by this Act, and shall, sub- 
ject as aforesaid, declare the local area or areas within 
which, or the group or class of mines with respect to which, 
Inspectors shall exercise their respective powers. 

(2) The Inspector shall give information to owners, 
agents and managers of mines, situate within the local area 
or areas or belonging to the group or class of mines, in 
respect of which he exercises powers under sub-section (1) 
as to all regulations and rules which concern them respec- 


1 Sub*, by the A. O. for “G. G. in C.” 

2 Sub*, by the A. O. for “Gazette of India.' 

3 Sub*, by the A. O. for “L. G.” 
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tively and as to the places where copies of such regulations 
and rules may be obtained. 

Powers of Inspectors of Mines. 

6. The Chief Inspector and any Inspector may — 

(a) make such examination and inquiry as he thinks 
fit in order to ascertain whether the provisions of 
this Act and of the regulations, rules and bye-laws 
and of any orders made thereunder are observed 
in the case of any mine ; 

(b) with such assistants (if any) as he thinks fit, enter, 
inspect and examine any mine or any part thereof 
at any reasonable time by day or night, but not 
so as unreasonably to impede or obstruct the work- 
ing of the mine ; 

(c) examine into, and make inquiry respecting, the 
state and condition of any mine or any part there- 
of, the ventilation of the mine, the sufficiency of 
the bye-laws for the time being in force relating 
to the mine, and all matters and things connected 
with or relating to the safety of the persons em- 
ployed in the mine. 

Powers of special officer to enter, measure, etc. 

7. Any person in the service of the 1 [Crown] duly 
authorised by a special order in writing of the Chief Ins- 
pector or of an Inspector in this behalf may, for the pur- 
pose of surveying, levelling or measuring in any mine, after 
giving not less than three days’ notice to the manager of 
such mine, enter the .mine and may survey, level or mea- 
sure the mine or any part thereof at any reasonable time 
by day or night, but not so as unreasonably to impede or 
obstruct the working of the mine. 

Facilities to be afforded to Inspectors. 

8. Every owner, agent and manager of a mine shall 
afford the Chief Inspector and every Inspector and every 
person authorised under Section 7 all reasonable facilities 

1 Sub*, by the A. O. for “Govt.” 
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for making any entry, inspection, survey, measurement, 
examination or inquiry under this Act. 

Secrecy of information obtained, 

9. (1) All copies of, and extracts from, registers or 
other records appertaining to any mine, and all other infor- 
mation acquired by the Chief Inspector or an Inspector 
or by any one assisting him, in the course of the inspection 
of any mine under this Act or acquired by any person 
authorised under Section 7 in the exercise of his duties 
thereunder, shall be regarded as confidential, 1 [and shall 
not be disclosed to any person other than a Magistrate or 
an official superior or the owner, agent or manager of the 
mine concerned, unless the Chief Inspector or the Inspector 
considers disclosure necessary to ensure the safety of any 
persons]. 

(2) If the Chief Inspector, or an Inspector or any other 
person referred to in sub-section (1) discloses, 2 [contrary 
to the provisions of sub-section (1)], any such information 
as aforesaid without the consent of 3 [the Central Govern- 
ment], he shall be guilty of a breach of official trust, and 
shall be punishable 4 [with imprisonment for a term which 
may extend to one year, or with fine, or with both]. 

(3) No Court shall proceed to the trial of any offence 
under this Section, 6 [except with the previous sanction if 
the Central Government.] 

CHAPTER III. 

MINING BOARDS AND COMMITTEES. 

Mining Boards. 

10. (1) The 6 [Central Government] may constitute 
7 [for any part of British India], or for any group or class 
of mines 8 * * *, a Mining Board consisting of — 

1 Ins. by the Indian Mines (Amendment) Act, 1937 (29 of 1937), a. 3, 

2 Subs, by a. 3, ibid., for “to any one other than a Magistrate or an officer to whom 

he is subordinate.” 

8 Subs, by the A. O. for “the G. G. in C. or of the L. G.” 

4 Subs, by the Kepealing and Amending Act, 1925 (37 of 1925), s. 2 and Sch. I, for 
“In the manner provided 1 by s. 4 of the official Secrets Aet, 1889.” 

ft Subs, by Act 29 of 1937, s. 3, for the original words as amended by the A. 0. 

6 Subs, by the A. O. for “L. C ” 

7 Subs, by the A. O. for ** for the province, or for any part of the province.” 

8 The words “in the province” rep. by the A. 0. 
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(o) a person in the service of the Crown 1 , not being 
the Chief Inspector or an Inspector, nominated by 
the 2 [Central Government] to act as chairman; 

(b) the Chief Inspector or an Inspector ; 

3 [(c) a person, not being the Chief Inspector or an Ins- 

pector, nominated by the 2 [Central Government];] 
(d) two persons nominated by owners of mines or their 
representatives in such manner as may be pres- 
cribed ; 

4 [(e) two persons to represent the interest of miners, 

who shall be nominated in accordance with the fol- 
lowing provisions : — 

(i) if there are one or more registered trade unions 
having in the aggregate as members not less 
than one quarter of the miners, the said per- 
sons shall be nominated by such trade union 

. or trade unions in such manner as may be 
prescribed ; 

(ii) if sub-clause (i) is not applicable and there 
are one or more registered trade unions hav- 
ing in the aggregate as members not less than 
1,000 miners, one of the said persons shall be 
nominated by such trade union or trade unions 
in such manner as may be prescribed and the 
other by the 2 [Central Government] ; 

(in) if neither sub-clause (i) nor sub-clause 
(«) is applicable, the said persons shall be 
nominated by the 2 [Central Government]. 

Explanation. — In this clause “ miner ” means a person 
employed, otherwise than in a position of supervision or 
management, in any of the mines for which the Mining 
Board is constituted.] 

(2) The chairman shall appoint a person to act as 
secretary to the Board. 

1 The words “Crown” were tubs, for the words, “the Government” vide G. of B. Gasette 
Part IV p. 282 of 25.4*40. 

2 Subs, by the A. O. for “L. G.” 

3 Sabo, by the Indian Mines (Amendment) Act, 1935 (S of 1985), a. 3, for the original 
clause. 

4 Int. by a. 3, ibid. 
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(3) The 1 [Central Government] may give directions 
as to the payment of travelling expenses incurred by the 
secretary or any member of any such Mining Board in the 
performance of his duty as such secretary or member. 

Committees. 

II. (1) Where under this Act any question relating 
to a mine is referred to a Committee, the Committee shall 
consist of — 

(a) a chairman nominated by the ’[Central Govern- 
ment] or by such officer or authority as the 1 [Cen- 
tral Government] may authorise in this behalf ; 

(b) a person nominated by the chairman and qualified 
by experience to dispose of the question referred 
to the Committee ; and 

(c) two persons of whom one shall be nominated by 
the owner, agent or manager of the mine concern- 
ed, and the other shall be nominated by the 1 [Cen- 

. tral Government] to represent the interests of the 
persons employed in the mine. 

(2) No Inspector or person employed in or in the 
management of any mine concerned shall serve as chair- 
man or member of a Committee appointed under this 
Section. 

(3) Where an owner, agent or manager fails to exer- 
cise his power of nomination under clause (c) of sub- 
section (1), the Committee may, not withstanding such 
failure, proceed to inquire into and dispose of the matter 
referred to it. 

(4) The Committee shall hear and record such infor- 
mation as the Chief Inspector or the Inspector, or the owner, 
agent or manager of the mine concerned, may place before 
it, and shall intimate its decision to the Chief Inspector or 
the Inspector and to the owner, agent or manager of the 
mine, and shall report its decision to the ’[Central Gov- 
ernment], 

(5) On receiving such report the ’[Central Govern- 
ment] shall pass orders in conformity therewith unless the 

1 Sob*, by the A. O. for “L. G.” 
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Chief Inspector or the owner, agent or manager of the 
mine has lodged an objection to the decision of the Com- 
mittee, in which case the 1 [Central Government] may pro- 
ceed to review such decision and to pass such orders in 
the matter as it may think fit. If an objection is lodged 
by the Chief Inspector, notice of the same shall forthwith 
be given to the owner, agent or manager of the mine. 

(6) The 1 [Central Government] may give directions as 
to the remuneration, if any, to be paid to the members of 
the Committee or any of them, and as to the payment of 
the expenses of the inquiry including such remuneration. 

Powers of Mining Boards. 

12 . (1) Any Mining Board constituted under Section 
10 and any Committee constituted under Section 11 m?y 
exercise such of the powers of an Inspector under this Act 
as it thinks necessary or expedient to exercise for the pur- 
pose of deciding or reporting upon any matter referred 
to it. 

(2) Every Mining Board constituted under Section 10 
and every Committee appointed under Section 11 shall have 
the powers of a Civil Court under the Code of Civil Pro- 
cedure, 1908, for the purpose of enforcing the attendance 
of witnesses and compelling the production of documents 
and material objects ; and every person required by any 
such Mining Board or Committee to furnish information 
before it shall be deemed to be legally bound to do so with- 
in the meaning of Section 176 of the Penal Code. 

Recovery of expenses. 

13 . The ’[Central Government] may direct that the 
expenses of any inquiry conducted by a Mining Board con- 
stituted under Section 10 or by a Committee appointed 
under Section 11 shall be borne in whole or in part by 
the owner or agent of the mine concerned, and the amount 
so directed to be paid may, on application by the Chief 
Inspector or an Inspector to a Magistrate having jurisdic- 
tion at the place where the mine is situated or where such 

1 Sub*, by the A. O. for M L. G.” 
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owner or agent is for the time being resident, be recovered 
by the distress and sale of any moveable property within 
the limits of the Magistrate’s jurisdiction belonging to such 
’[owner or agent]. 


CHAPTER IV. 

MINING OPERATIONS AND MANAGEMENT OF MINES. 

Notice to be given of mining operations. 

14. The owner, agent or manager of a mine shall, in 
the case of an existing mine within one month from the 
commencement of this Act, or, in the case of a new mine, 
within three months after the commencement of mining 
operations, give to the District Magistrate of the district 
in which the mine is situated notice in writing in such form 
and containing such particulars relating to the mine as may 
be prescribed. 

Managers. 

15. (1). Save as may be otherwise prescribed, every 
mine shall be under one manager who shall have the pres- 
cribed qualifications and shall be responsible for the con- 
trol, management and direction of the mine, and the owner 
or agent of every mine shall appoint himself or some other 
person, having such qualifications, to be such manager. 

(2) If any mine is worked without there being a 
manager for the mine as required by sub-section (1), the 
owner and agent shall each be deemed to have contravened 
the provisions of this Section. 

Duties and responsibilities of owners, agents and managers. 

16. (1). The owner, agent and manager of every mine 
shall be responsible that all operations carried on in con- 
nection therewith are conducted in accordance with the pro- 
visions of this Act and of the regulations, rules and bye- 
laws and of any orders made thereunder. 

(2) In the event of any contravention of any such 

1 Subs, by the Repealing and Amending Act, 1925 (37 of 1925), a. 2 and Sch. I, for 
“owner, agent or manager.” 
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provisions by any person whomsoever, the owner, agent 
and manager of the mine shall each be deemed also to be 
guilty pf such contravention unless he proves that he had 
taken all reasonable means, by publishing and to the best 
of his power enforcing those provisions, to prevent such 
contravention : 

Provided that the owner or agent shall not be so deem- 
ed if he proves — 

(a) that he was not in the habit of taking, and did not 
in respect of the matter in question take, any part 
in the management of the mine ; and 

(b) that he had made all the financial and other pro- 
visions necessary to enable the manager to carry 
out his duties ; and 

(c) that the offence was committed without his know- 
ledge, consent or connivance. 

(3) Save as hereinbefore provided, it shall not be a 
defence in any proceedings brought against an owner or 
agent of a mine under this Section that a manager of the 
mine has been appointed in accordance with the provisions 
of this Act. 


CHAPTER V. 

PROVISIONS AS TO HEALTH AND SAFETY. 
Conservancy. . 

17. There shall be provided and maintained for every 
mine latrine and urinal accommodation of such kind and 
on such scale, and such supply of water fit for drinking, 
as may be prescribed. 

Medical appliances. 

18. At every mine in respect of which the ’[Central 
Government] may, by notification in the 2 [0jflFiciol 
Gazette'], declare this Section to apply, such Supply of 
ambulances or stretchers and of splints, bandages and other 
medical requirements, as may be prescribed, shall be kept 


1 Saba, bjr th« A. O. fat “L. C.” 

2 Sub*, by the A. O. for “local official Gantt*. ** 
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ready at hand in a convenient place and in good and ser- 
viceable order. 

Powers of Inspectors when causes of danger not expressly 
provided against exist or when employment of persons 
is dangerous. 

19. (1) If, in any respect which is not provided 

against by any express provision of this Act or of the regu- 
lations, rules or bye-laws or of any orders made thereunder, 
it appears to the Chief Inspector or the Inspector that any 
mine, or any part thereof or any matter, thing or prastiie 
in or connected with the mine, or with the control, manage- 
ment or direction thereof, is dangerous to human life or 
safety, or defective so as to threaten, or tend to, the bodily 
injury of any person, he may give notice in writing there- 
of to the owner, agent or manager of the mine and shall 
state in the notice the particulars in which he considers 
the mine, or part thereof, or the matter, thing or practice, 
to be dangerous or defective and require the same to be 
remedied within such time as he may specify in the notice. 

1 [(1A) Without prejudice to the generality ojf the 
provisions contained in sub-section (1), the Chief Inspector 
or the Inspector may, in any area to which the 2 [Central 
Government] may by notification 3 in the 4 [Official 
Gazette ] declare that this sub-section applies, by order 
in writing addressed to the owner, agent or manager of a 
mine, — 

6 [prohibit the extraction or reduction of pillars in any 
part of the mine if, in his opinion, such operation 
is likely to cause the crushing of pillars or the pre- 
mature collapse of any part of the workings or 

1 Sub-section (1/f) was ins. by the Indian Mines (Amendment) Act, 1936 (11 of 1936), 
s. 2. This sub-section shall have effect for two years only from the commencement of Act 11 
of 1936— see ibid., s. 2 (2). 

2 Sobs, by the A. O. for “G. G. in C." 

3 For notification applying sub-section (1A) to Jherla Coal-field and Ranigan) coal-field*. 

4 Subs, by the A. O. for “Gazette of India". 

see Gazette of India, 1936, Pt. I, p. 575 and G. of B. Gazette Part IV- A p. 122 of 21-2-37. 

5 The brackets and letter “(a)" at the beginning and the word - *or“ at the end of 
clause (a) and clause "(b) limit to such dimensions as he considers reasonable the galleries 
that may be driven in the mine ", were deleted, vide G. of B. Gfcrette, Part IV. p. 283 of 2S-4-40 
that G. of B. Gaz. Part IV. p. 283 of 25-4-40 
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otherwise endanger the mine, or if, in his opinion, 
adequate provision against the outbreak of fire has 
not been made by providing for the sealing off and 
isolation of the part of the mine in which such ope- 
ration is contemplated and for restricting the area 
that might be affected by a fire ;] 

and the provisions of sub-section (3), (4), (5) and (6) shall 
apply to an order made under this sub-section as they ap- 
ply to an order made under sub-section (2).] 

(2) If the Chief Inspector or an Inspector authorised 
in this behalf by general or special order in writing by 
the Chief Inspector is of opinion that there is urgent and 
immediate danger to the life or safety of any person em- 
ployed in any mine or part thereof, he may, by an order 
in writing containing a statement of the grounds of his 
opinion, prohibit, until the danger is removed, the employ- 
ment in or about the mine or part thereof of any person 
whose employment is not in his opinion reasonably neces- 
sary for the purpose of removing the danger. 

(3) Where an order has been made under sub-section 

(2) by an Inspector, the owner, agent or manager of the 
mine may, within ten days after the receipt of the order, 
appeal against the same to the Chief Inspector who may 
confirm, modify or cancel the order. 

(4) The Chief Inspector or the Inspector making a 
requisition under sub-section (1) or an order under sub- 
section (2), and the Chief Inspector making an order (other 
than an orner of cancellation) in appeal under sub-section 

(3) , shall forthwith report the same to the 1 [Central Gov- 
ernment] and shall inform the owner, agent or manager 
of the mine that such report has been so made. 

(5) If the owner, agent or manager of the mine objects 
to a requisition made under sub-section (1) or to an order 
made by the Chief Inspector under sub-section (2), or sub- 
section (3), he may, within twenty days after the receipt 
of the notice containing the requisition or of the order or 


1 Sub*, by the A. O. for "L. G.” 
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after the date of the decision of the appeal, as the case may 
be, send his objection in writing, stating the grounds there- 
of, to the 1 [Central Government], which shall refer the same 
to a Committee. 

(8) Every requisition made under sub-section (1), or 
order made under sub-section (2), or sub-section (3) to 
which objection is made under sub-section (5), shall be 
complied with pending the receipt at the mine of the deci- 
sion of the Committee : 

Provided that the Committee may, on the application 
of the owner, agent or manager, suspend the operation of 
a requisition under sub-section (1) pending its decision on 
the objection. 

. (7) Nothing in this Section shall affect the powers of 
a Magistrate under Section 144 of the Code of Criminal 
Procedure, 1898. 

Notice to be given of accidents. 

2 [20. (1)] When any accident occurs in or about a 

mine causing loss of life or serious bodily injury, or when 
an accidental explosion, ignition, outbreak of fire or irrup- 
tion of water occurs in or about a mine, the owner, agent or 
manager of the mine shall give such notice of the occurrence 
to such authorities, and in such form, and within such time, 
as may be prescribed. 

. 3 [(2) The ^Central Government] may, by notification 
in the 4 [Official Gazette], direct that accidents other than 
those specified in sub-section (1) which cause bodily in- 
jury resulting in the enforced absence from work of the 
person injured for a period exceeding forty-eight hours 
shall be entered in a register in the prescribed form or 
shall be subject to the provisions of sub-section (1). 

(3) A copy of the entries in the register referred to in 
sub-section (2) shall be sent by the owner, agent, or manager 
of the mine, within fourteen days after the 30th day of June 

1 Sab*, by the A. O. fer "L. C.” 

2. The origin*! s. 20 was re-numbered •• sub-section (1) of that section by the Indian 
Mines (Amendment) Act* 1935 (S of 1935), a. 4. 

3 In*, by a. 4, ibid. 

4 Sobs, by the A. O. for ''local official Gasette’*.'- > • 
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and the 31st day of December in each year, to the Chief 
Inspector.] 

Power of Government to appoint court of inquiry in case of 

accidents. 

21. (1) When any accidental explosion, ignition, out- 
break of fire or irruption of water or other accident has 
occurred in or about any mine, the 1 [Central Government], 
if it is pf opinion that a formal inquiry into the causes of, 
and circumstances attending, the accident ought to be held, 
may appoint a competent person to hold such inquiry, and 
may also appoint any person or persons possessing legal or 
special knowledge to act as assessor or assessors in holding 
the inquiry. 

(2) The person appointed to hold any such inquiry 
shall have all the powers of a Civil Court under the Code of 
Civil Procedure, 1908, for the purpose of enforcing the 
attendance of witnesses and compelling the production of 
documents and material object ; and every person required 
by such person as aforesaid to furnish any information shall 
be deemed to be legally bound to do so within the meaning 
of section 176 of the Indian Penal Code. 

(3) Any person holding an inquiry under this section 
may exercise such of the powers of an Inspector under this 
Act as he may think it necessary or expedient to exercise 
for the purposes of the inquiry. 

(4) . The person holding an inquiry under this section 
shall make a report to the 1 [Central Government] stating 
the causes of the accident and its circumstances, and adding 
any observations which he or any of the assessors may think 
fit to make. 

- Publication of reports. 

22. The 1 [Central Government] may cause any report 
submitted by a Committee under Section 11, 2 [and shall 
cause every report submitted] by a court of inquiry under 
section 21, to be published at such time and in such manner 
as it may think fit. . 

1 Safa, by th. A. U far- “L. C.” ”* 

2 Subs, by the Indian Ml nee (Amendment) Act, 1935 (5 of 1935), a. for "ot", 

19 
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CHAPTER VI. 

HOURS AND LIMITATION OF EMPLOYMENT 
Weekly day of rest. 

1 [22A. No person shall be allowed to work in a mine 
on more than six days in any one week. 

Hours of work above ground. 

22B. (1) A person employed above ground in a mine 

shall not be allowed to work for more than fifty-four hours 
in any week or for more than ten hours in any day. 

(2) The periods of work of any such person shall be 
so arranged that, along with his intervals for rest, they 
shall not in any day spread over more than twelve hours, 
and that he shall not work for more than six hours before 
he has had an interval for rest of at least one hour. 

(3) Persons belonging to two or more relays shall not 
be allowed to do work of the same kind above ground at the 
same moment ; 

Provided that for the purposes of this sub-section per- 
sons shall not be deemed to belong to separate relays by 
reason only of the fact that they receive their intervals for 
rest at different times. 

Hours of work below ground. 

22C. (1) A person employed below ground in a mine 

shall not be allowed to work for more than nine hours in 
any day. 

(2) Work of the same kind shall not be carried on 
below ground in any mine for a period spreading over more 
than nine hours in any day except by a system of relays so 
arranged that the periods of work for each relay are not 
spread over more than nine hours. 

(3) No person employed in a mine shall be allowed to 
be in any part of the mine below ground except during the 
periods of work shown in respect of him in the register 
kept under sub-section (1) of section 28. • 

1 Section* 22A to 22D were in*, by the Indian Mines (Amendment) Act, 1935 (S of 
1935) * «. 6. 
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Special provision for night relays. 

22D. Where a worker works in a relay whose period 
of work extends over midnight, the ensuing day for him 
shall be deemed to be the period of twenty-four hours be- 
ginning at the end of the period of work fixed for the relay, 
and the hours he has worked after midnight shall be counted 
towards the previous day.] 

Prohibition of employment of certain persons. 

1 E23. No person shall be allowed to work in a mine 
who has already been working in any other mine within the 
preceding twelve hours.] 

23 A. [Limitation of working hours.] Rep. by the Indian 
Mines ( Amendment ) Act, 1935 (V of 1935), s. 8. 

Notices regarding hours of work. 

2 [23B'. (1) The manager of every mine shall cause to 

be posted outside the office of the mine a notice in the pre- 
scribed form stating the time of the commencement and of 
the end of work at the mine and, if it is proposed to work 
by a system of 3 [relays], the time of the commencement 
and of the end of work for each 4 [relay]. 6 [The notice 
shall also state the time of the commencement and of the 
end of the intervals for rest fixed for persons employed 
above ground.] A copy of each such notice shall be sent 
to the Chief Inspector, if he so requires. 

(2) In the case of a mine at which mining operations 
commence after the 14th day of April, 1930, the notice re- 
ferred to in sub-section (1) shall be posted not less than 
seven days before the commencement of work. 

(3) Where it is proposed to make any alteration in the 
time fixed for the commencement or for the end of work in 
the mine generally or for any 4 [relay or in the rest intervals 
fixed for persons employed above ground], an amended 
notice in the prescribed form shall be posted outside the 
office of the mine not less than seven days before the change 

1 $ubs. by the Indian Minea (Amendment) Act, 1935, (5 of 1935), a. .7, for the original 
aectioo. 

2. Ins. by the Indian Mined (Amendment) Act, 1928 (13 of 1928), e. 3. 

3 . Sub*, by Act 5 of 1935, a. 9, for “shirt*”* 

4 1 Subs, by a. 9, ibid., for “shift”. 

5 Ins. by a. 9. ibid. 
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is made, and a copy of such notice shall be sent to the Chief 
Inspector not less them seven days before such change 

* *.] 

- 2 [(4) No person shall be allowed to work in a mine 

otherwise than in accordance with the notice required by 
sub-section (1).] 

Supervising staff. 

24. Nothing in 3 [Section 22A, Section 22B, Section 22C, 
Section 23, or sub-section (4) of Section 22B] shall apply 
to persons who may by rules be defined to be persons hold- 
ing positions of supervision or management or employed 
in a confidential capacity. 

Exemption from provisions regarding employment. 

25. In case of an emergency involving serious risk to 
the safety of the mine or of persons employed therein, the 
manager may, subject to the provisions of Section 19, per- 
mit persons to be employed in contravention of 4 [Section 
22A, Section 22B, Section 22C, Section 23, or sub-section 
(4) of Section 23B] on such work as may be necessary to 
protect the safety of the mine or of the persons employed 
therein : 

Provided that, where such occasion arises, a record of 
the fact shall immediately be made by the manager and 
shall be placed before the Chief Inspector or the Inspector 
at his next inspection of the mine. 

Children. 

26. No child shall be employed in a mine, or be allow- 
ed to be present in any part of a mine which is below 
ground. 

Young persons not to be allowed underground without cer- 
tificates of fitness. 

®[26A. No person who has not completed his seven- 

1 The weeds “if he ae receives or if the original notice was sent te him" rep. by Act 5 
of 1935, a. 9. 

t Im. fry a- ibid, 

® 2^»* by e. 10 of the Indian Mines (Amsndptent) Act, 1935 (5 of 1935), for •*§, 23 

4 Subs, by a. 11, ibid., for "a. 23 or 23A.” 

5 Ins. by s. 12. ibid. 
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teenth year shall be allowed to be present in any part of 
a mine which is below ground, unless — 

(a) a certificate of fitness in the prescribed form and 
granted to him by a qualified medical practitioner 
is in the custody of the manager of the mine, and 

(b) he carries while at work token giving a reference 
to such certificate.] 

Disputes as to age. 

27. (1) If any question arises between the Chief 

Inspector or the Inspector and the manager of any mine 
as to whether any person is a child 1 [or has not completed 
his seventeenth year], the question shall, in the absence of 
a certificate as to the age of such person granted in the 
prescribed manner, be referred by the Chief Inspector or 
the Inspector for decision to a qualified medical practi- 
tioner. 

(2) Every certificate as to the age of a person which 
has been granted in the prescribed manner and any cer- 
tificate granted by a qualified medical practitioner on a 
reference under sub-section (1) shall, for the purposes of 
this Act, be conclusive evidence as to the age of the person 
to whom it relates. 

Register of employees. 

2 [28. (1) For every mine there shall be kept in the 

prescribed form and place a register of all persons em- 
ployed in the mine showing, in respect of each such 
person, — 

(a) the nature of his employment, 

(b) the periods of work fixed for him, 

(c) the intervals for rest, if any, to which he is entitled, 

(d) the days of rest to which he is entitled, and 

(e) where work is carried on by a system of relays, the 
relay to which he belongs. 

(2) The entries in the register prescribed by sub-sec- 
tion (1) shall be such that workers working in accordance 

1 Ins. by ». 13 of the Indian Mine* (Amendment) Act, 1935 (S of 1935). 

2 Subs, by a. 14, ibid., for the original tec t Ion. 
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therewith would not be working in contravention of any 
of the provisions of this Chapter. 

(3) No person shall be employed in a mine until the 
particulars required by sub-section (1) have been recorded 
in the register" in respect of such person and no person 
shall be employed except during the periods of work shown 
in respect of him in the register. 

(4) For every mine to which the ''[Central Govern- 
ment] may, by general or special order, declare this sub- 
section to be applicable, there shall be kept in the pres- 
cribed form and place a register which shall show at any 
moment the name of every person then working below 
ground in the mine.] 


CHAPTER VII. 

REGULATIONS, RULES AND BYE-LAWS. 

Power of Central Government to make regulations. 

29. The 2 [Central Government] may, by notification 
in the 3 [Official Gazette], make regulations 4 consistent with 
this Act for all or any of the following purposes, namely : — 

(a) for prescribing the qualifications to be required by 
a person for appointment as Chief Inspector or 
Inspector ; 

(b) for prescribing and regulating the duties and 
powers of the Chief Inspector and of Inspectors in 

. regard to the inspection of mines under this Act ; 

(c) for prescribing the duties of owners, agents and 
managers of mines and of persons acting under 

. them ; 

- (d) for prescribing the qualifications of managers of 
mines and of persons acting under them ; 

(e) for regulating the manner of ascertaining, by 
examination or otherwise, the qualifications of 

1 Sab*, by the A. Q. for 4 *L. G.” 

2 Sab*; by the A. O. for 44 G. G. in C.** 

3 8ubg. by tbp. A* O. ;f,or “pazette of India.** 

4 For the Indian Cool Mine* Regulation*. 1926, see Gazette of India, 1926, Pt. f, p. 965; 
for the Indian Afetalljferou* Mine* Regulation*, I926 t see ibid., p. 1004; for the Indian Oil 
Mine* Regulation*, 1933, aee ibid.. 1933, Pt. I, p. 1345 ; and for Regulation* for prohibiting 
the employment of women underground Jn mine*, see ibid., 1937, Pt. I, p. 208, 
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managers of mines and persons acting under them, 
and the granting and renewal of certificates of com- 
petency ; 

(/) for fixing the fees, if any, to be paid in respect of 
such examinations and of the grant and renewal 
of such certificates ; 

(g) for determining the circumstances in which and 
the conditions subject to which it shall be lawful 
for more mines than one to be under a single mana- 
ger, or for any mine or mines to be under a mana- 
ger not having the prescribed qualifications ; 

(h) for providing for the making of inquiries into 
charges of misconduct or incompetency on the part 
of managers of mines and persons acting under 
them and for the suspension and cancellation of cer- 
tificates of competency ; . 

(i) for regulating, subject to the provisions of the In- 
dian Explosives Act, 1884, and of any rules made 
thereunder, the storage and use of explosives ; 

(j) for prohibiting, restricting or regulating the em- 
ployment in mines or in any class of mines of wo- 
men either below ground or on particular kinds 
of labour which are attended by danger to the life, 
safety or health of such women ; 

( k ) for providing for the safety of the persons em- 
ployed in a mine, their means of entrance thereinto 
and exist therefrom, the number of shafts or out- 
lets to be furnished, and the fencing of shafts, pits, 
outlets, pathways and subsidences ; 

1 (kk) for prohibiting the employment in a mine either 
as a manager or in any other specified capacity of 
any person except persons paid by the owner of 
the mines and directly answerable to the owner 
or manager of the mines ; 

(l) for providing for the safety of the roads and work- 
ing places in mines, including the siting and main- 
tenance of pillars and the maintenance of sufficient 
barriers between mine and mine ; 


1 In*, vide G. of B. Gaaette, Part IV. p. 282 of 2S<4-40. 
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(m) for providing 1 [and regulating] for the ventilation 
of mines and the action to be taken in respect of 
dust and noxious gases ; 

(n) for providing for the care, and the regulation of 
the use, of all machinery and plant and of all elec- 
trical apparatus used for signalling purposes ; 

(o) for requiring and regulating the use of safety lamps 
in mines ; 

2 [(p) for providing against explosions or ignitions or 
irruptions of or accumulations of water in mines 
and against danger arising therefrom, and for pro- 
hibiting, restricting or regulating the extraction of 
minerals in circumstances likely to result in or to 
aggravate irruptions of water or ignitions in 
mines ;] 

(q) for prescribing the notices of accidents and dan- 
gerous occurrences, and the notices, reports and re- 
turns of mineral output, persons employed and 
other matters provided for by regulations, to be 
furnished by owners, agents and managers of mines, 
and for prescribing the forms of such notices, re- 
turns and reports, the persons and authorities to 
whom they are to be furnished, the particulars to 
be contained in them, and the time within which 
they are to be submitted ; 

(r) for prescribing the plans to be kept by owners, 
agents and managers of mines and the manner and 
places in which such plans are to be kept for pur- 
poses of record ; 

(s) for regulating the procedure on the occurrence of 
accidents or accidental explosions or ignitions in 
or about mines ; 

(t) for prescribing the form of, and the particulars to 
be contained in, the notice to be given by the 
owner, agent or manager of a mine under Section 
14 ; and 


1 Ins. by the Indian Mine* (Amendment) Act, 1936 (11 of 1936), a. 3. 

2 Sub*, by *. 3, ibid., lot the original claute. 
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(u) for prescribing the notice to be given by the owner, 

. agent or manager of a mine before mining opera- 
tions are commenced at or extended to any point 
within fifty yards of any railway subject to the 
provisions of the Indian Railways Act, 1890, or of 
any public work or classes of public works which 
the ^Central Government] may, by general or 
. special order, specify in this behalf. 

Power of Central Government to make rules. 

30 . The ^Central Government] may, 2 * * * by noti- 
fication in the 3 [Official Gazette ], make rules consistent 
with this Act for all or any of the following purposes, 
namely : — 

(a) for providing for the appointment of chairmen and 
members of Mining Boards, and for regulating the 
procedure of such Boards ; 

4 [(aa) for prescribing the form of the register referred 
to in sub-section (2) of Section 20 ;] 

(b) for providing for the appointment of courts of in- 
. quiry under Section 21, for regulating the proce- 
dure and powers of such courts, for the payment of 
travelling allowance to the members, and for the 
recovery of the expenses of such courts from the 
manager, owner or agent of the mine concerned ; 

(c) for prescribing the scale of latrine and urinal ac- 
commodation to be provided at mines, the provision 
to be made for the supply of drinking-water, the 
supply and maintenance of medical appliances and 
comforts, 5 * * * * and the training of men in ambu- 
lance work ; 

6 [(cc) for prescribing the forms of notices required 
under Section 23B, and for requiring such notices 
to be posted also is specified vernaculars ;] 


1 Sub*, by the A. O. for "L. G.” 

2 The word* "subject to the control of the G.G. in C." rep. by the A. O. 

3 Subs, by the A. O. for "local official Gesette". 

4 Ins. by the Indian Mines (Amendment) Act, 1935 (5 of 1935), a. 15. 

5 The words "the formation and training of rescue brigades** rep. by the Indian Mines 
(Amendment) Act, 1936 (11 of 1936), s. 4. 

Ins. by the Indian Mine# (Amendment) Act, 1928 (13 of 1928), s. 6. 
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(d) for defining the persons who shall, for the purpose 
of Section 24, be deemed to be persons holding posi- 
tions of supervision or management or employed 
in a confidential capacity ; 

(e) for prohibiting the employment in mines of per- 
sons or any class of persons who have not been 
certified by a qualified medical practitioner 1 [to 
have completed their fifteenth year], and for pres- 
cribing the manner and the circumstances in which 
such certificates may be granted and revoked ; 

2 [(ee) for prescribing the form of the certificates of 
fitness required by Section 26A and the circum- 
stances in which such certificates may be granted 
and revoked ;] 

(f) for prescribing the form of 3 [registers] required 
by Section 28 ; 

(g) for prescribing abstracts of this Act 4 [and of the 
regulations and rules] and the vernacular in which 
the abstracts and 6 * * * bye-laws shall be posted 
as required by Sections 32 and 33 ; 

(h) for requiring the fencing of any mine or part of 
a mine whether the same is being worked or not, 
where such fencing is necessary for the protection 
of the public ; 

(i) for the protection from injury, in respect of any 
mine when the workings are discontinued, of pro- 
perty vested in His Majesty or any local authority 
or railway company as defined in the Indian Rail- 
ways Act, 1890 ; 

(j) for requiring notices, returns and reports in con- 
nection with any matters dealt with by rules to 
be furnished by owners, agents and managers of 
mines, and for prescribing the forms of such notices, 
returns and reports, the persons and authorities to 
whom they are to be furnished, the particulars to 

1 Subs, by the Indian Mine* (Amendment) Act* 1935 (5 of 1935), a. 15, for “to be 
more than thirteen yeara of age.” 

2, In*, by a. 15. ibid. 

3 Sab*, by *. 15, ibid., for “reglaier”. 

4 In*, by the Repealing and Amending Act, 1925 ( 37 of 1925), a. 2 and Sch. I. 

5 The word* “the regulation*, rules and'* rep, by a. 2 and Sch. 1, ibid. 
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be contained in them, and the times within which 
they are to be submitted ; and 

(k) generally to provide for any matter not provided 
for by this Act or the regulations, provision for 
which is required in order to give effect to this Act. 

Power of Central Government to require rescue stations to 

be established. 

1 [30A. The 2 [Central Government] may, by notifica- 
tion in the 3 [Official Gazette], make 4 [rules] under this 
Section — 

6 [(a) requiring the establishment of central rescue 
stations for groups of specified mines or for all 
mines in a specified area, and prescribing how and 
by whom such stations shall be established ; 

(b) providing for the management of central rescue 
stations, and regulating the constitution, powers 
and functions of, and the conduct of business by, 
the authorities (which shall include representatives 
of the owners and managers of, and of miners em- 
ployed in, the mines or groups of mines concerned) 
charged with such management ; 

(c) prescribing the position, equipment, control, main- 
tenance and functions of central rescue stations ; 

(d) providing for the levy and collection of a duty of 
excise (at a rate not exceeding six pies per ton) 
on coke and coal produced in and despatched from 
mines specified under clause (a) in any group or 
included under clause (a) in any specified area, the 
utilisation of the proceeds thereof for the creation 
of a central rescue station fund for such group or 
area and the administration of such funds ; 

(e) providing for the formation, training, composition, 
and duties of rescue brigades ; and 

(/) providing generally for the conduct of rescue work 
in mines.]] 

1 lna. by the Indian Mine* (Amendment) Act, 1936 (11 of 1936), •. 5. 

2 Sub*, by the A. O. for ”G. G. in C.” 

3 Sub*, by the A. O. for "Gitette of India”, 

4 Sadie, by the Indian Mine# (Amendment) Act, 193? (29 of 1937), a. 4, for “refutation#”. 

5 Sabe. 'by k. 4, ibid., for the orifinal clauaea. 
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Prior publication of regulations and rules. 

31 . (1) The power to make regulations and rules 

conferred by Section 29 1 [30 and 30A] is subject to the 
condition of the regulations and rules being made after 
previous publication. 

(2) The date to be specified in accordance with clause 

(3) of Section 23 of the General Clauses Act, 1897, as that 
after which a draft of regulations or rules proposed to be 
made will be taken under consideration, shall not be less 
than three months from the date on which the draft of the 
proposed regulations or rules is published for general in- 
formation. 

(3) Before the draft of any regulation 2 * * * is pub- 
lished under this Section it shall be referred 3 * * * to every 
Mining Board constituted in British India, 4 [which is, in 
the opinion of the 6 [Central Givernment], concerned with 
the subject dealt with by the regulation] 6 * * * and the 
regulation 7 * * shall not be so published until each such 
Board has had a reasonable opportunity of reporting as to 
the expediency of making the same and as to the suitability 
of its provisions. 

8 [(3A) No rule shall be made unless the draft thereof 
has been referred to every Mining Board constituted 9 [in 
the part of British India affected by the rule], and unless 
each such Board has had a reasonable opportunity of re- 
porting as to the expediency of making the same and as 
to the suitability of its provisions.] 

(4) Regulations and rules shall be published in the 
10 [Official Gazette] * * and, on such publication shall 
have effect as if enacted in this Act. . 

1 Subs, by the Indian Mines (Amendment) Act, 1937 (29 of 1937), s. 5, for “and 30'*. 

2 The words “or rule” rep. by the Indian Mines (Amendment) Act, 1928 (13 of 1928), s. 7. 

• 3 The words “in the case of a regulation” rep. by s. 7, ibid. 

4 Ins. by the Indian Mines (Amendment) Act, 193$ (S of 1935), a. 16. 

5 Subs, by the A. O. for “G G. in C.” 

6 The words “and in the case of a rule to every Mining Board constitutod in the 
Province” rep. by the Indian Mines (Amendment) Act, 1928 (13 of 1928), a. 7. 

7 The words “or role” rep. by s. 7, ibid. 

8 Ins. by s. 7, ibid. 

9 Subs, by the A. O. for “in the Province for which It is proposed to make the rule”. 

10 Subs, by tbe A. O. for “Gazette of India”. 

11 The words “and the local official Gasette, respectively” rep. by the A. O. 
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Power to make regulations without previous publication. 

1 [31A. Notwithstanding anything contained in sub- 
sections (1), (2) and (3) of Section 31, regulations under 
clause (i) and clauses ( k ) to (s) inclusive of Section 29 
may be made without previous publication and without 
previous reference to Mining Boards, if the 2 [Central Gov- 
ernment] is satisfied that for the prevention of apprehend- 
ed danger or the speedy remedy of conditions likely to 
cause danger it is necessary in making such regulations to 
dispense with the delay that would result from such publi- 
cation and reference : 

Provided that any regulations so made shall not remain 
in force for more than two years from the making thereof.] 

Bye-laws. 

32. (1) The owner, agent or manager of a mine may, 

and shall, if called upon to do so by the Chief Inspector or 
Inspector, frame and submit to the Chief Inspector or Ins- 
pector a draft of such bye-laws, not being inconsistent with 
this Act or any regulations or rules for the time being in 
force, for the control and guidance of the persons acting in 
the management of, or employed in, the mine as such 
owner, agent or manager may deem necessary to prevent 
accidents and provide for the safety, convenience and dis- 
cipline of the persons employed in the mine. 

(2) If any such owner, agent or manager — 

(a) fails to submit within two months a draft of bye- 
laws after being called upon to do so by the Chief 
Inspector or Inspector, or 

(b) submits a draft of bye-laws which is not in the 
opinion of the Chief Inspector sufficient, 

the Chief Inspector or Inspector may — 

(t) propose a draft of such bye-laws as appear to him 
to be sufficient, or 

(ii) propose such amendments in any draft submitted 

1 Ins. by the Indian Mines (Amendment) Act, 1936 (11 of 1936), s. 6. For instance* 
of regulations made under this section, see Gaaette of India, 1936, Pt. I, pp. 596 and 918 
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to him by the owner, agent or manager as will, in 
his opinion, render it sufficient, 
and shall send such draft bye-laws or draft amendments to 
the owner, agent or manager, as the case may be, for con- 
sideration. 

(3) If within a period of two months from the date 
on which any draft bye-laws or draft amendments are sent 
by the Chief Inspector or Inspector to the owner, agent 
or manager under the provisions of sub-section (2), the 
Chief Inspector or Inspector and the owner, agent or mana- 
ger are unable to agree as to the terms of the bye-laws 
to be made under sub-section (1), the Chief Inspector or 
Inspector shall refer the draft bye-laws for settlement to 
the Mining Board or, where there is no Mining Board, to 
such officer or authority as the ’[Central Government] 
may, by general or special order, appoint in this behalf. 

(4) (a) When such draft bye-laws have been agreed 
to by the owner, agent or manager and the Chief Inspector 
or Inspector, or, when they are unable to agree, have been 
settled by the Mining Board or such officer or authority 
as aforesaid, a copy of the draft bye-laws shall be sent by 
the Chief Inspector or Inspector to the ’[Central Govern- 
ment] for approval. 

(b) The 1 [Central Government] may make such modi- 
fications of the draft bye-laws as it thinks fit. 

(c) Before the ''[Central Government] approves the 
draft bye-laws, whether with or without modifications, 
there shall be published, in such manner as the ’[Central 
Government] may think best adapted for informing the 
persons affected, notice of the proposal to make the bye- 
laws and of the place where copies of the draft bye-laws 
may be obtained, and of time (which shall not be less than 
thirty days) within which any objections with reference 
to the draft bye-laws, made by- or on behalf of persons 
greeted should be sent to the ’[Central Government]. 

(d) Every objection shall be in writing and shall 
state-- 


1 Sub*, by th« A. O, for “L. G.” 
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(i) the specific grounds of objection, and 

(ii) the omissions, additions or modifications asked for. 

(e) The 1 [Central Government] ' shall consider any 

objection made within the required time by or on behalf 
of persons appearing to it to be affected, and may approve 
the bye-laws either in the form in which they were pub- 
lished or after making such amendments thereto as it 
thinks fit. 

(5) The bye-laws, when so approved by the ’[Cen- 
tral Government] shall have effect as if enacted in this Act, 
and the owner, agent or manager of the mine shall cause 
a copy of the bye-laws, in English and in such vernacular 
or vernaculars as may be prescribed, to be posted up in 
some conspicuous place at or near the mine, where the bye- 
laws may be conveniently read or seen by the persons em- 
ployed ; and, as often as the same become defaced, oblite- 
rated or destroyed, shall cause them to be renewed with 
all reasonable despatch. 

(6) The ’[Central Government] may, by order in 
writing, rescind, in whole or in part, any bye-law so made, 
and thereupon such bye-law shall cease to have effect ac- 
cordingly. 

Posting up of extracts from Act, regulations, etc. 

33. There shall be kept posted up at or near every 
mine in English and in such vernacular or vernaculars as 
may be prescribed, the prescribed abstracts of the Act and 
of the regulations and rules. 


CHAPTER VIH. 

PENALTIES AND PROCEDURE. 

Obstruction. 

34. (1) Whoever obstructs the Chief Inspector, an 

Inspector or any person authorised tinder Section 7 in the 
discharge of his duties under, this Act, or refuses or wil- 
fully neglects to afford the Chief Inspector, an Inspector 

• . i - — -- « ■ * *r * 

1 Sub#, by the A. O. for “L. C.” 
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or such person any reasonable facility for making any entry, 
inspection, examination or inquiry authorised by or under 
this Act in relation to any mine, shall be punishable with 
imprisonment for a term which may extend to three 
months, or with fine which may extend to five hundred 
rupees, or with both. 

(2) Whoever refuses to produce on the demand of the 
Chief Inspector or Inspector any registers or other docu- 
ments kept in pursuance of this Act, or prevents or at- 
tempts to prevent or does anything which he has reason to 
believe to be likely to prevent, any person from appearing 
before or being examined by an inspecting officer acting 
in pursuance of his duties under this Act, shall be punish- 
able with fine which may extend to three hundred rupees. 

Falsification of records, etc. 

35. Whoever — 

(a) counterfeits, or knowingly makes a false statement 
in, any certificate, or any official copy of a certi- 
ficate, granted under this Act, or 

(b) knowingly uses as true any such counterfeit or 
false certificate, or 

(c) makes or produces or uses any false declaration, 
statement or evidence knowing the same to be 
false, for the purpose of obtaining for himself or 
for any other person a certificate, or the renewal 
of a certificate, under this Act, or any employment 
in a mine, or 

(d) falsifies any plan or register or record the main- 
tenance of which is required by or under this Act, 

. or 

(e) makes, gives or delivers any plan, return, notice, 
record or report containing a statement, entry or 
detail which is not to the best of his knowledge 
or belief true, 

shall be punishable with imprisonment for a term which 
may extend to three months, or with fine which may ex- 
tend to five hundred rupees, or with both. 
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Omission to furnish plans, etc. 

36. Any person who, without reasonable excuse the 
burden of proving which shall lie upon him, omits to make 
or furnish in the prescribed form or manner or at or with- 
in the prescribed time any plan, return, notice, register, 
record or report required by or under this Act to be made 
or furnished shall be punishable with fine which may ex- 
tend to two hundred rupees. 

Contravention of provisions regarding employment of 

labour. 

37. Whoever, save as permitted by Section 25, contra- 
venes any provision of this Act or of any regulation, rule 
or bye-law or of any order made thereunder prohibiting, 
restricting or regulating the employment or presence of 
persons in or about a mine shall be punishable with fine 
which may extend to five hundred rupees. 

Notice of accidents. 

38. 1 [(1)] Whoever, in contravention of the provi- 
sions 2 [of sub-section (1)] of Section 20, fails to give notice 
of any accidental occurrence shall, if the occurrence results 
in serious bodily injury, be punishable with fine which may 
extend to five hundred rupees or, if the occurrence results 
in loss of life, be punishable with imprisonment which may 
extend to three months or with fine which may extend to 
five hundred rupees, or with both. 

2 [(2) Whoever, in contravention of a direction made 
by the 3 [Central Government] under sub-section (2) of 
Section 20 fails to record in the prescribed register or to 
give notice of any accidental occurrence shall be punish- 
able with fine which may extend to five hundred rupees.] 
Disobedience of orders. 

39. Whoever contravenes any provision of this Act or 
of any regulation, rule or bye-law or of any order made 
thereunder for the contravention of which no penalty is 
hereinbefore provided shall be punishable with fine which 

1 The original section 38 was renumbered as sub-section (1) of that sectidn by the 
Indian Mines (Amendment) Act, 1935 (5 of 1935), s. 17. 

2 Ins. by ». 17. ibid. 

3 Subs, by the A. O. for “L. C.’* 

2 0 
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may extend to one thousand rupees, and, in the case of a 
continuing contravention, with a further fine which may 
•extend to one hundred rupees for every day on which the 
.offender is proved to have persisted, in the contravention 
.after the date of the first conviction. 

Contravention of law with dangerous results. 

"40. (1) Notwithstanding anything hereinbefore con- 

tained, whoever contravenes any provision of this Act or 
"of any regulation, rule or bye-law or of any order made 
thereunder, shall be punishable, if such contravention re- 
sults in loss of life, with imprisonment which may extend 
.to one year, or with fine which may extend to two thou- 
sand rupees, or with both ; or, if such contravention results 
in serious bodily injury, with imprisonment which may 
extend to six months, or with fine which may extend to 
one thousand rupees, or with both ; or, if such contraven- 
tion otherwise causes injury or danger to workers or other 
persons in or about the mine, with imprisonment which 
may extend to one month, or with fine which may extend 
to five hundred rupees, or with both. 

(2) Where a person having been convicted under this 
Section is again convicted thereunder, he shall be punish- 
able with double the punishment provided by sub-section 
( 1 ). 

(3) Any Court imposing, or confirming in appeal, re- 
vision or otherwise, a sentence of fine passed under this 
Section may, when passing judgment, order the whole or 
any part of the fine recovered to be paid as compensation 
to the person injured, or, in the case of his death, to his 
legal representative : 

Provided that, if the fine is imposed in a case which is 
subject to appeal, no such payment shall be made before 
the period allowed for presenting the appeal has elapsed, 
or, if an appeal has been presented, before the decision 
of the appeal. 

Prosecution of owner, agent or manager. 

41. No prosecution shall be instituted against any 
owner, agent or manager for any offence under this Act 
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except at the instance of the Chief Inspector or of the 
District Magistrate or of an Inspector authorised in this 
behalf by general or special order in writing by the Chief 
Inspector. 

Limitation of prosecutions. 

42. No Court shall take cognizance of any offence un- 
der this Act unless complaint thereof has been made with- 
in six months of the date on which the offence is alleged 
to haye been committed. 

Cognizance of offences. 

43. No Court inferior to that of a Presidency Magis- 
trate or Magistrate of the first class shall try any offence 
under this Act which is alleged to have been committed 
by any owner, agent or manager of a mine or any offence 
which is by this Act made punishable with imprisonment. 

Reference to Mining Board or Committee in lieu of prose- 
cution in certain cases. 

44. (1) If the Court trying any case instituted at 
the instance of the Chief Inspector or of the District Magis- 
trate or of an Inspector under this Act is of opinion that 
the case is one which should, in lieu of a prosecution, be 
referred to a Mining Board or a Committee, it may stay 
the criminal proceedings, and report the matter to the 
''[Central Government] with a view to such reference be- 
ing made. 

(2) On receipt of a report under sub-section (1), the 
'[Central Government] may refer the case to a Mining 
Board or a Committee, or may direct the Court to proceed 
with the trial. 


CHAPTER IX. 

MISCELLANEOUS. 

Decision of question whether a mine is under this Act. 

45. If any question arises as to whether any excava- 
tion or working is a mine within the meaning of this Act, 

1 Subs, by the A. 0. for *'L. G.” 




808 


LABOUR AND FACTORY LEGISLATION 


the "'[Central Government] may decide the question, and 
a certificate signed by a Secretary to the 1 [Central Gov- 
ernment] shall be conclusive on the point. 

Power to exempt from operation of Act. 

46. (1) The 2 [Central Government] may, by notifi- 
cation in the 3 [Official Gazette], exempt 4 [either abso- 
lutely or subject to any specified conditions] any local area 
or any mine or group or class of mines or any part of a 
mine or any class of persons from the operation of all or 
any specified provisions of this Act : 

Provided that no local area or mine or group or class 
of mines shall be exempted from the provisions of Section 
26 unless it is also exempted from the operation of all the 
other provisions of this Act. 

Power to alter or rescind orders. 

47. The 2 [Central Government] 6 * * * may reverse 
or modify any order passed under this Act 7 * * *. 

Application of Act to Crown mines. 

48. This Act shall apply to mines belonging to the 
Crown. 

Saving. 

49. No suit, prosecution or other legal proceeding what- 
ever shall lie against any person for anything which is in 
good faith done or intended to be done under this Act. 

50. [Repeals.] Rep. by the Repealing Act , 1927 ( XII 
of 1927), s. 2 and Sch. 


THE SCHEDULE . — [Enactments Repealed.] Rep. by the 
Repealing Act, 1927 ( XII of 1927), s. 2 and Sch. 

1 Subs, by the A.O. for “L.G.” 

2 Subs, by the A. O. for “G. G. in C.” 

3 Subs, by the A. O. for “Gazette of India”. 

4 Ins. by the Indian Mines (Amendment) Act, 1935 (5 of 1935), 9 . 18. 

5 Sub-section (2) rep. bv the A. 0. 

6 The words “and every L. G.** rep. by the A. 0. 

7 The words “by any authority subject to his or its control, as the case may be” rep 

by the A. 0. 1 * 
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The Indian Mines Act, 1923 

RULES, 1924 

No. 10029. — In exercise of the powers conferred by section 
30 of the Indian Mines Act, 1923 (IV of 1923), and in superses- 
sion of Government Notification No. 320, dated 12th January 
1909, as subsequently amended, and of Government Notification 
No. 3329, dated 5th September 1911, the Governor in Council is 
pleased to make the following rules for the purpose of carrying 
into effect the provisions of the said Act, namely : — 

CHAPTER I 

COURTS OF INQURY IN CASES OF ACCIDENTS 

Appointment of Court of Inquiry under section 21 

1. (1) The inquiry referred to in section 21 shall be held 

by a District Magistrate or a Sub-Divisional Magistrate and an 
assessor or assessors, if necessary, appointed by Government to 
hold such inquiry. The expenses of the inquiry shall be recover- 
able from the owner of the mine or mines in which the accident 
took place. The expenses shall include fees and travelling 
allowance to be paid to the assessors and the amount of travel- 
ling allowance shall, if necessary, be certified by the District or 
Sub -Divisional Magistrate holding the inquiry. 

(2) Every assessor appointed by Government under sub- 
rule (1) to hold an inquiry under section 21 shall be given a 
fee not exceeding Rs. 50 per day in addition to the actual 
travelling expenses incurred by him. 

CHAPTER II 

SANITARY AND HEALTH PROVISIONS 

Representation of interests before Court of enquiry 

1-A. A Court of enquiry appointed under section 22 of the 
Act, shall, subject to the power of such Court to disallow any 
question which, in its opinion, is not releventor is otherwise not 
a proper question, permit the following persons to attend and 
examine any witness, either in person or by Counsel, Solicitor, 
Pleader or Agent, namely : — 

(i) a relative of any person whose death may have 
been caused by an accident with respect to which 
an enquiry is being held ; • 

(ii) the owner, agent or manager of the mine in which 
the accident occurred ; 
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(iii) any person appointed by an order in writing of 
the majority of workmen employed at the said 
mine, and 

(iv) any person appointed in writing by an association 
of workmen to which the deceased at the time of 
his death belonged, or by any association of em- 
ployers of which the owner is a member, or by any 
association to which any official of or workmen 
employed in, the said mine belongs. 

Supply of drinking water 

2. At every mine a sufficient supply of wholesome drink- 
ing water shall be provided on the surface and, if the Local 
Government so directs, in the case of any mine or class of mines, 
also below ground at points reasonably accessible to the per- 
sons employed thereon. Drinking water shall in all cases be 
supplied to employees free of cost. 

Underground workings and roads to be kept clean 

3. At every mine where the Chief Inspector so directs 
arrangements shall be made for keeping all the underground 
workings and roads clean from excreta , and a sweeper or 
sweepers shall be appointed for the purpose. 

Provision for latrines and urinal accommodation 

4. (1) At every mine latrine and urinal accommodation 
shall be provided on the surface and, if the Governor in Council 
so directs in the case of any mine or class of mines, in the 
underground workings of the mine : 

Provided that the Government may require that in lieu of 
latrines or urinals a certain area or areas may be marked oil 
on the surface of the ground for use for this purpose. 

(2) Every mine which has not been exempted under sub- 
section (1) of section 46 shall be provided with latrine accom- 


modation on the scale given below : — 

seats 

Where the number of operatives does not exceed 20 . . 1 

Where the number of operatives exceeds 20 but 

does not exceed 35 . . 2 

Where the number of operatives exceeds 35 but does 

not exceed 50 3 

Where the number of operatives exceeds 50 but does 

not exceed 150 . . 4 

Where the number of operatives exceeds 150 but 

does not exceed 200 5 

Where the number of operatives exceeds 200 . . 1 


seat for every 
50 or fraction of 50. 
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If females are employed, separate latrines screened from those 
of males and marked in the vernacular in conspicuous letters 
“ for women only ” shall be provided. Those for males shall 
be similarly marked “for men only.” 

Construction of latrines 

5. Every latrine erected on the surface for the use of the 
work-people of a mine shall be so partitioned off as to secure 
privacy, and, if a latrine intended for the use of one sex adjoins 
a latrine intended for the use of the other sex, the approaches 
shall be separate. 

Latrines and urinals to be kept in sanitary condition 

6. All latrines and urinals in or about a mine shall be kept 
in a sanitary condition. Receptacles shall be cleaned daily, and 
tarred inside and out at least once a year. 

CHAPTER III 

AMBULANCE AND FIRST-AID WORK 
Training in ambulance work 

7. It shall be the duty of the owner, agent and manager 
of a mine to see that adequate arrangements are made for the 
training of men in ambulance work. 

Scale of persons trained in ambulance work 

8. In every mine in which fifty persons or more are em- 
ployed during any period of 24 hours, one or more of the persons 
employed shall be trained in ambulanc work according to the 
sub-joined scale to the standard of St. John’s First Aid 
Certificate : — 

Where the number of persons employed during any period 
of 24 hours — 

does not exceed 100, not less than one person, 
exceeds 100 but does not exceed 200, not less than two 
persons, 

exceeds 200 but does not exceed 300, not less than three 
persons, 

exceeds 300 but does not exceed 400, not less than four 
persons, 

exceeds 400 but does not exceed 500, not less than five 
persons, 

exceeds 500, one person for every completed hundred of 
persons employed. 

Medical appliances 

9. In or at every mine in respect of which section 18 of 
the Act applies, there shall be provided and kept in good condi- 
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tton and ready for immediate use at a convenient place on the 
surface and also, if the Chief Inspector or an Inspector so directs, 
in the case of any mine underground : — 

(a) a suitably constructed stretcher or stretchers, and 
(l>) a box or boxes containing a sufficient supply of suit- 
able splints and bandages, adhesive plaster, boric 
vaselene, cotton wool and tincture of iodine or other 
suitable antiseptic solution. 

CHAPTER IV 

REGISTRATION OF WORKPEOPLE 

Form of register of employees 

10. The register required to be kept under Sub-section 
(1) of section 28 of the Act shall be maintained in the form of 
schedule A or in such other form to the like effect as the District 
Magistrate of the district, in which the mine is situate, may 
permit and shall be kept at the office of the mine or at such 
other place as the District Magistrate may direct. 

Form of notice regarding hours of work 

10A. The Notice required by section 23B (1) of the Act 
shall be in the form of Schedule (B) and shall be posted out- 
side the office of the mine in English and in Vernacular of the 
district concerned. 

Hours of employment : how to be reckoned 

11. For the purposes of section 23 (a) read with section 23 (c) 
of the Act, all work of persons employed below ground shall be 
reckoned from the time such persons leave the surface of the 
mine to the time at which they finally return thereto at the end 
of the period of employment. 

Supervising staff 

12. The following persons shall be deemed to be persons 
holding positions of supervision or management, or employed in 
a confidential capacity, within the meaning of section 24 of the 
Act 

(a) any official in charge of any mine or part of a mine ; 
(t>) mechanical engineers or engine-wrights or electricians; 
(c) surveyors ; and 

v (d) clerks, accountants and time-keepers. 

CHAPTER V 
SAFETY PROVISIONS 
Fencing of dangerous places 

, 13. Any place in or about an excavation which is dangerous 
shall be made safe or shall be kept securely fenced. Should any 
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doubt arise as to whether a place is dangerous or not, the opinion 
of an Inspector or of the District Magistrate shall be conclusive 
on the point. 

Fencing of dangerous places near a public road or a dwelling 

house 

14. Where an excavation, which is more than 10 feet deep 
and has been formed as the result of any mining operation, ex- 
tends within fifty feet of a public road or dwelling house, substan- 
tial fencing shall be erected and maintained around the exca- 
vation adjacent to the road or dwelling. 

When surface area to be fenced 

15. Where as a result of mining operations a subsidence of 
the surface has taken place or is likely to take place, and per- 
sons are likely to be endangered thereby, the dangerous area 
shall be kept fenced on the surface. 

Fencing of mine when working thereof is discontinued 

16. In the case of any mine which is abandoned or the work- 
ing of which is discontinued, the owner, agent, or manager shall 
be bound, before the mine is finally abandoned, or immediately 
after the working thereof has been discontinued, to cause the 
top or entrance of every shaft and opening into a mine to be 
fenced by a structure of a permanent character sufficient to 
prevent persons inadvertently falling into or entering the shafts 
or openings. 


CHAPTER VI 
MISCELLANEOUS 

Materials and appliances to be kept in stock 

17. Sufficient materials and appliances shall be kept in 
stock for the proper carrying out of all necessary operations in 
a manner consonant with the provisions of the Act, regulations, 
rules and bye-laws. 

Prohibition of use of intoxicating drink or drug at a mine 

18. No intoxicating drink or drug shall be kept or consum- 
ed in or at a mine without the consent of the manager, and no 
person in a state of intoxication shall enter or be allowed to 
remain in or about a mine. 

Plans, books, and copies of rules, etc., to be kept and produced 
on demand 

19. All plans and books which are required to be kept under 
the regulations, these rules and bye-laws and the prescribed 
abstract of the Indian Mines Act, 1923, and of the regulations, 
rules and bye-laws applicable to the mine shall be kept at an 
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office or other building as near as conveniently may be to and 
used in connection with the working of the mine, and shall be 
produced on the request of the Chief Inspector or an Inspector, 
or any person authorized in that behalf by the Local Government. 

Originals of reports how long to be maintained 

20. The originals, or true copies, of all reports made in con- 
formity with the Act or with the regulations, rules or bye-laws 
shall be maintained at the mine for a period of twelve months 
after having been made. 

Posting up of extracts from Act, regulations etc. 

21. There shall be kept posted up at or near every mine in 
English and in such Vernacular or Vernaculars as the district 
Magistrate may prescribe, compies of sections 10-12, 14-16, 17-20, 
22, 23-28 and 34-43 of the Indian Mines Act, 1923, of the rules 
under section 30, of the Indian Mines Act, 1923, made by the 
Local Government as amended from time to time and of the 
following abstract from the Indian Metalliferous Regulations, 
1926, namely : — 

RETURNS, NOTICES AND RECORDS 

1. Annual returns in respect of the preceding year shall 
be submitted to the District Magistrate and to the Chief Inspec- 
tor on or before the 21st day of January. 

Regulation 3. 

2. When a new mine is opened or a mine is re-opened after 
abandonment or discontinuance notices shall be sent in duplicate 
to the District Magistrate. 

Regulations 4 and 6. 

3. When a mine has been abandoned or discontinued or a 
change of ownership has taken place or a new appointment of 
an agent or manager has been made or a change of address 
occurs, notice of the same shall be sent to the Chief Inspector. 

Regulations, 5, 7 and 8. 

4. When the ownership of a mine is transferred, all mine 
plans, books and records shall be handed over to the new owner. 

Regulation 9. 

5. If it is intended to extend mining operations at or to 
any point with 50 yards of land acquired for a railway or for 
a public purpose, notices and plans shall be sent to the specified 
authorities. 

Regulations 10. 11 and 12. 

6. When any accident occurs in or about a mine causing 
loss of life or serious bodily injury, or when an accidental ex- 
plosion, ignition, outbreak of fire or irruption of water occurs in 
or about a mine, the owner, agent or manager of the mine shall 
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forthwith inform the Chief Inspector by telephone or telegraph, 
and shall also, within twenty-four hours of the occurrence of 
such accident, explosion, ignition, outbreak or irruption send 
notice thereof in form IX to the District Magistrate or to the 
Sub-divisional Magistrate, who shall forward it to the Chief 
Inspector. 

Regulation 13. 

7. If death results from any injury already reported as 
serious under Regulation 13, the owner, agent or manager of 
the mine shall, within twenty-four hours of his being informed 
of the death, send notice thereof to the District Magistrate or 
to the Sub-divisional Magistrate, who shall forward it to the 
Chief Inspector. 

Regulation 14. 

PLANS 

8. At every mine of gold, manganese, copper, lead, tin and 
wolfram and at such other mines or classes of mines as the 
Governor General in Council may, by notification in the Gazette 
of India , specify, a plan and section or sections shall be kept at 
the mine office showing all shafts, drives, crosscuts, winzes, rises, 
excavations (stoped ground), and any tunnels connected there- 
with. The plan shall also show the leasehold boundaries, the 
magnetic meridian with date, the general strike and dip of the 
veins or mineral deposits and the dislocations of the strata ; 
also all important surface features within the boundaries such 
as railways, rivers, streams, roads and reservoirs which overlie 
any part of the workings or any point within 600 feet of any 
part of the mine workings. Mines in which the workings do 
not extend under the superjacent ground and mines in which 
excavation is being made for prospecting purposes only, are 
exempted from the provisions in respect of plans. 

Regulations 15 and 16. 


MANAGEMENT 

9. An Inspection Book shall be kept at every mine in which 
Inspectors may record their observations. At the commence- 
ment of the book the name of the mine and the name and 
address of the owner, agent and manager of the mine shall be 
recorded. 

Regulation 20. 

10. The owner or agent of a mine shall appoint a com- 
petent person of not less than 21 years of age to be manager of 
the mine. One person may be appointed manager of more mines 
than one, provided that the size of such mines and the distance 
between them is not so great as to prevent him performing his 
duties thoroughly. 
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Where by reason of absence or for any other reason the 
manager is unable to perform his duties, the owner, agent or 
manager shall authorise in writing a competent person to act 
as manager of the mine for a period not exceeding one month 
and shall, without delay, send a written notice to the Chief 
Inspector stating the reason for he authorization, and the 
qualifications and experience of the person so authorised. 

Regulation 21. 


SHAFTS AND OUTLETS 

11. Where any part of a mine is so situated that there is 
any danger whatever of an irruption of surface water into the 
mine adequate protection against such an irruption shall be 
provided and mainained. 

Regulation 22. 

12. At every mine where more than 20 persons are employed 
underground there shall be at least two shafts or outlets, not 
nearer to one another than 20 feet, affording separate means of 
ingress and egress to all persons employed in the mine. 

Proper arrangements shall be made for persons to descend 
to, and ascend from, the mine at each of such shafts or outlets, 
and, if apparatus is necessary, it shall be kept constantly avail- 
able for use. 

Regulation 23. 

13. Adequate stationary lights shall be provided and used 
during working hours : — 

(1) at all places where persons have to work underground 
in the immediate vicinity of shafts ; 

(2) after dark at the tops of all working shafts and at all 
winding engines used for raising and lowering persons. 

RAISING AND LOWERING PERSONS OR MATERIALS 

14. At shafts where persons are lowered or raised by 
mechanical power the winding apparatus shall be provided 
with 

(a) one or more breaks on the drum shaft of sufficient 
power to hold the loaded cage, skip or bucket at any 
point in the shaft ; 

(&) a proper depth indicator if the shaft exceeds 100 feet 
in depth ; 

(c) guides, if the shaft exceeds 150 feet in depth ; 

(a) flanges or horns on the drum to prevent the rope 
slipping. 

Cages shall be provided with tub-catches, rigid gates and 
hand bars and shall be covered in completely at the top and 
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closed in at sides sufficiently to prevent persons or things pro- 
jecting beyond the sides. 

A single linked chain shall not be used for lowering or raising 
persons in any working shaft or plane except for a short coupl- 
ing chain. 

15. Every working shaft exceeding 150 feet in depth and 
used for drawing mineral or for lowering or raising persons, 
shall be provided with proper means of signalling between the 
shaft bottom and the surface and every mid-inset and the sur- 
face and also from the top of the shaft to the winding engine. All 
signals shall be transmitted by mechanical or electrical means. 

The first three or principal signals shall be : — 


One rap or bell 
One rap or bell 
Two raps or bells 
Three raps or bells 
Three raps or bells 


RAISE when engine at rest. 
STOP when engine in motion. 
LOWER. 

Men ready to ascend or descend. 
IN REPLY. Men may enter the 
cage or other conveyance. 


16. The manager, or a competent person or persons appoint- 
ed by the manager, shall, once at least in every twenty-four 
hours, examine the state of the external parts of the machinery, 
and of the head-gear, ropes, chains, cages, guides and conductors 
in the shaft and other similar appliances which are in actual 
use, both underground and above ground, and, if more than 20 
persons are employed in the mine simultaneously, shall without 
delay write or cause to be written in a paged book a full and 
accurate report of the result of such examination. 

Regulation 24. 

17. No minerals, tubs or materials shall be wound while 
persons are being wound in the same shaft whether in the same 
cage or not. 

Regulations 26 and 27. 

18. Every windlass, whim or whip in use at a shaft or winze 
shall be provided with a stopper, lynch peg or other reliable 
holder. 

Regulation 29. 

19. The bucket, skip or any wagon in the cage shall not be 
filled up to such height that any of the contents can fall out, 
and the bottom of the cage shall be kept clean. 

Regulation 30. 

20. When tools, wood, etc., with ends projecting over the 
top of the cage, skip or bucket are being lowered or hoisted, the 
projecting ends shall be securely fastened to the rope or bow. 

Regulation 31. 
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21. Not more than such number of persons as may be 
authorised by the manager shall be allowed to ride in the same 
page, tub, skip or bucket at one time, and a notice specifying 
the authorized number shall be posted at the top of every 
shaft and at every inset in a shaft. 

Regulation 32. 

22. At the top of every incline on which the haulage, not 
being endless rope or endless chain hauiage, is worked by mecha- 
nical power or gravity there shall be stop-blocks or other similar 
contrivances to prevent wagons from running away. Additional 
stop-blocks or runaway switches, or some other appliance for 
arresting or dicerting the descent wagons in the event of a 
runaway, shall be fixed below the first stop-blocks at a greater 
distance than the length of a train of wagons. There shall also 
be provided and attached behind the ascending wagon or train 
of wagons a backstay, drag or other suitable contrivance for 
preventing the wagon or wagons from running back. 

Regulation 35. 

MINE WORKINGS 

23. In open workings the sides shall be properly sloped, 
stepped or secured and trees, overburden and all loose ground and 
material, shall be removed from the edge, or otherwise secured, 
in order to prevent danger to persons employed in the mine. 

Regulations 38, 39 and 40. 

24. The roofs and sides of all travelling roads and working 
places shall be made and kept secure. 

Regulation 41. 

25. Where the ground is not safe, all shafts in use shall be 
made secure with suitable timber-work or other means of support. 

Regulation 42. 

2G. A competent person or persons appointed by the 
Manager shall inspect, at least once in every shift, every part of 
the mine in or through which any person has to work or pass, 
for the purpose of ascertaining the condition thereof as far as 
ventilation, roof, sides and general safety are concerned, and 
shall, once at least in every week, inspect all shafts by which 
persons ascend and descend. If more than 20 persons are em- 
ployed in the mine simultaneously a written report of such 
inspection shall be made without delay in a book kept at the 
mine for the purpose. 

Regulation 43. 

No person shall be appointed to carry out the foregoing in- 
spection unless he has attained the age of 21 years and has had 
sufficient practical experience of the working of mines. 

Regulation 21 (4). 
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27. Every place where work is carried on or when men are 
stationed or pass shall be placed under the charge of a com- 
petent person appointed by the manager or underground manager. 

, , ■ Regulation 44. 

. 28. If a working place or travelling road is found to be un- 

safe, all persons shall be withdrawn from the dangerous area and 
all access to the place, except for the purpose of removing the 
danger or saving life, shall be prevented by securely fencing off 
all entrances. 

Regulation 45. 

29. The top and all entrances between the top and bottom 
of shafts, winzes, shoots or sliding holes and any openings into 
a stope more than 10 feet deep below a drive and other dangerous 
openings, shall be provided with a permanent or removable 
barrier in order to prevent persons or things from falling into 
them. When a shaft, winze, rise or stope leads directly into a 
travelling road or place where persons are stationed at work, the 
traffic at such points shall be protected against danger from any- 
thing falling from above. 

Regulation 46. 

30. At every shaft station where it is necessary for persons to 
pass from one side of the shaft to the other, provision shall be 
made enabling them to do so without entering or crossing a 
compartment. 

Regulation 47. 

31. All ladders, ladderways, platforms, doors, fences and 
other appliances and things ih use underground shall be main- 
tained in proper repair. Temporary ladders, platforms or other 
means of climbing or keeping a footing while at work shall be 
provided in sinks, winzes, rises, stopes and other places where 
they are needed. 

Regulation 48. 

32. Where any working is approaching any place contain- 
ing or likely to contain a dangerous accumulation of water, the 
working shall not exceed six feet in width or height, and bore- 
holes shall be made and kept a sufficient distance in advance of 
the face to prevent danger from inundation. 

Regulation 49 

33. The ventilation in every mine shall be sufficient to clear 
away smoke and dilute and render harmless inflammable and 
noxious gases, so that shafts and workings of the mine shall be 
in a fit state for working or passing. 

Regulation 50. 

34. After underground workings, shafts, sumps or winzes 

have been in disuse for some time, a through examination shall 
be made before workmen are re-admitted. Regulation 51. 
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LADDERWAYS 

35. In ladder-shafts making an angle of 25 degrees or less 
with the vertical, platforms shall be provided at intervals not 
exceeding 35 feet and the ladders shall be placed so as to cover 
the openings in the platforms. Ladders shall be fixed at an in- 
clination of not less than one foot horizontal to every 10 feet 
vertical. 

Regulation 54. 

36. In ladder-shafts where the slope is less than 65 degrees 
and more than 30 degrees with the horizontal, platforms shall be 
placed at intervals of not more than 55 along the underlie or 
slope of the shaft. 

Regulation 55. 

37. All platforms shall be securely fenced. 

Regulation 56. 

38. All ladders shall be securely fastened to the sides or 
timbering of the shafts. 

Regulation 57. 

39. All ladders shall project at least three feet above the 
shaft-top and above every platform, or strong holdfasts shall be 
provided at these places in convenient positions. 

Regulation 58. 

40. If a ladderway is a compartment of a shaft which is 
used also for other purposes, it shall be closed off from the other 
compartments. 

Regulation 59. 

41. Every ladderway -opening in any travelling road or place 
where men are stationed or pass shall be provided with a door 
or with a substantial fence. 

Regulation 60. 

EXPLOSIVES 

42. Explosives shall not be taken into or kept in a dwelling- 
house, but only in a properly constructed magazine. 

Regulation 63. 

43. Explosives shall be issued only to competent persons 
appointed in writing and the names of such persons shall be re- 
corded in a book to be kept for the purpose. No unauthorized 
person shall have explosives in his possession. 

Regulation 64. 

44. Detonators shall be kept in a securely locked box sepa- 
rate from any other explosive, and no detonator shall be inserted 
into a priming cartridge until immediately before it is to be used. 

Regulation 67. 

45. All blasting operations shall be conducted by or under 
the personal direction of duly competent persons, not less than 
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18 years of age, appointed by the manager, underground manager 
or foreman. The names of these persons shall be registered in 
a book to be kept for the purpose.* 

' Regulation 71. 

46. The number of shots fired, the quantity of explosives 
used and the number of shots (if any) which have misfired shall 
be recorded daily in a book to be kept for the purpose. 

Regulation 73. 

47. All unused explosives shall be returned to the. magazine 
without delay. 

Regulation 74* 

48. No explosive shall be taken into a mine except in a 
secure case, canister or bag containing not more than five pounds. 

Regulation 75. 

49. When explosives are being carried on a ladder, each case, 
canister or bag shall be securely fastened to the person carrying it. 

Regulation 76. 

50. No person shall use an iron or steel tool for charging or 
stemming a hole, and no explosive shall be forcibly pressed into 
a hole. 

Regulation 78. 

51. Before a shot is fired in an underground working place 
warning shall be given to persons in the vicinity, and every en- 
trance to the place whree the shot is about to be fired shall be 
guarded. 

When two underground working places have approached to 
within 10 feet of one another, no blasting shall be done in any 
one of such workings unless the workmen have been withdrawn 
from the other working, and the same has been fenced. 

Regulation 79. 

52. In open workings due warning shall be given by an effi- 
cient system of signals before blasting is commenced and when 
it is finished. 

Regulation 79 (2). 

53. When a misfire occurs in a working place, no person shall 
re-enter such place until 30 minutes after blasting, unless the 
shot has been fired electrically when the interval shall be not 
less than 10 minutes. 

Regulation 80. 

54. After a shot has been fired in an underground working 
place the person who fired the shot or a competent person ap- 
pointed in writing by the manager of the mine shall, before any 
other person enters the place, make a careful examination and 
with his assistants make the place safe. No other person shall 
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LADDERWAYS 

35. In ladder-shafts making an angle of 25 degrees or less 
with the vertical, platforms shall be provided at intervals not 
exceeding 35 feet and the ladders shall be placed so as to cover 
the openings in the platforms. Ladders shall be fixed at an in- 
clination of not less than one foot horizontal to every 10 feet 
vertical. 

Regulation 54. 

36. In ladder-shafts where the slope is less than 65 degrees 
and more than 30 degrees with the horizontal, platforms shall be 
placed at intervals of not more than 55 along the underlie or 
slope of the shaft. 

Regulation 55. 

37. All platforms shall be securely fenced. 

Regulation 56. 

38. All ladders shall be securely fastened to the sides or 
timbering of the shafts. 

Regulation 57. 

39. All ladders shall project at least three feet above the 
shaft-top and above every platform, or strong holdfasts shall be 
provided at these places in convenient positions. 

Regulation 58. 

40. If a ladderway is a compartment of a shaft which is 
used also for other purposes, it shall be closed off from the other 
compartments. 

Regulation 59. 

41. Every ladderway-opening in any travelling road or place 
where men are stationed or pass shall be provided with a door 
or with a substantial fence. 

Regulation 60. 

EXPLOSIVES 

42. Explosives shall not be taken into or kept in a dwelling 
house, but only in a properly constructed magazine. 

Regulation 63. 

43. Explosives shall be issued only to competent persons 
appointed in writing and the names of such persons shall be re- 
corded in a book to be kept for the purpose. No unauthorized 
person shall have explosives in his possession. 

Regulation 64. 

44. Detonators shall be kept in a securely locked box sepa- 
rate from any other explosive, and no detonator shall be inserted 
into a priming cartridge until immediately before it is to be used. 

Regulation 67. 

45. All blasting operations shall be conducted by or under 
the personal direction of duly competent persons, not less than 
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18 years of age, appointed by the manager, underground manager 
or foreman. The names of these persons shall be registered In 
a book to be kept for the purpose.’ 

Regulation 71. 

46. The number of shots fired, the quantity of explosives 
used and the number of shots (if any) which have misfired shall 
be recorded daily in a book to be kept for the purpose. 

Regulation 73. 

47. All unused explosives shall be returned to the. magazine 
without delay. 

Regulation 74^ 

48. No explosive shall be taken into a mine except in a 
secure case, canister or bag containing not more than five pounds. 

Regulation 75. 

49. When explosives are being carried on a ladder, each case, 
canister or bag shall be securely fastened to the person carrying it. 

Regulation 76. 

50. No person shall use an iron or steel tool for charging or 
stemming a hole, and no explosive shall be forcibly pressed into 
a hole. 

Regulation 78. 

51. Before a shot is fired in an underground working place 
warning shall be given to persons in the vicinity, and every en- 
trance to the place whree the shot is about to be fired shall be 
guarded. 

When two underground working places have approached to 
within 10 feet of one another, no blasting shall be done in any 
one of such workings unless the workmen have been withdrawn 
from the other working, and the same has been fenced. 

Regulation 79. 

52. In open workings due warning shall be given by an effi- 
cient system of signals before blasting is commenced and when 
it is finished. 

Regulation 79 (2). 

53. When a misfire occurs in a working place, no person shall 
re-enter such place until 30 minutes after blasting, unless the 
shot has been fired electrically when the interval shall be not 
less than 10 minutes. 

Regulation 80. 

54. After a shot has been fired in an underground working 
place the person who fired the shot or a competent person ap- 
pointed in writing by the manager of the mine shall, before any 
other person enters the place, make a careful examination and 
with his assistants make the place safe. No other person shall 
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enter the place until the examination has been made and the 
place has been declared to be safe in all respects. 

Regulation 81. 

55. When a hole has been charged, the explosives shall not 
be unrammed and no hole shall be bored at a distance of less 
than 12 inches from any hole where a charge has misfired. 

Regulations 82 and 84. 


WORKMEN 

56. No person shall get on or off a cage, skip, tub or bucket 
used for lowering or raising persons after the same has been set 
in motion, or leave it until it has reached the appointed stopping 
place ; nor shall any person ride on the top or edge of any cage, 
skip, bucket or box except when engaged upon work in the shaft. 

Regulation 25. 

57. Every person, when at or about the top or bottom of a 
shaft, shall obey the orders and directions of the shaft attend- 
ants. 

Regulation 28. 

58. Where wagons are moved by hand no person shall per- 
mit a wagon to run uncontrolled. 

Regulation 36. 

59. No person shall ride upon any tub, truck or wagon either 
underground or above ground without the permission of the 
manager. 

Regulation 37. 

60. Every person shall carry a light where stationary lights 
are not provided underground. 

Regulation 52. 

61. No person shall work in any place other than a place 
In .which he has been ordered to work. 

Regulation 53. 

62. No person shall carry any drill, tool or any loose mate- 
rial on any ladderway in a vertical or steeply inclined shaft or 
winze except on a ladderway to a stope. 

Regulation 61. 

63. No person shall deepen or tamper with empty holes or 
sockets left after blasting. 

Regulation 82. 

• 64. Every person shall strictly comply with all lawful orders 
issued by the manager. 

Regulation 89. 

65. No person shall damage, destroy or improperly interfere 
with anything provided for or used in the working of the mine. 

; Regulation 92. 
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60. No person shall remove or pass through any fence or 
remove or pass any danger signal, unless specially authorised to 
4o so. 

Regulation 93. 

MISCELLANEOUS 

67. Every fly-wheel and all exposed and dangerous parts of 
the machinery shall be kept securely fenced. 

Regulation 87. 

68. Efficient guards shall be provided for such parts of any 
machinery and any electrical conductors as may be a source of 
idangegr. 

Regulation 86. 

Copies of extracts, regulations, etc., not to be injured or 
defaced 

22. No person shall pull down, injure or deface any abstract 
of the Indian Mines Act, 1923, or any copy of the regulations, 
rules or bye-laws made thereunder or of any abstract thereof 
which is posted up at any mine or any notice posted up in pur- 
suance of the regulations of the mine. 


SCHEDULE A 

REGISTER OF EMPLOYEES 
Secion 28 (1) of the Indian Mines Act, 1923 
(See Rule 10.) 


Name of mine 
Name of owner 


No. 

| 

Date of 
employment 

Name of person 
in full 

Age 

Sex 

Occupation 

1 

2 

3 

4 

1 

4 

6 
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Employed 

Period of work 

Rest interval 

under- 

ground 

7 

in open 
workings 

7 

on surface 

9 

From To 

10 

From To 

11 





i 


Days of rest 


No. of relay 


Remarks 


12 


13 


14 


SCHEDULE B 

NOTICE OF COMMENCEMENT AND END OF WORK OR OF 
RELAYS AND OF INTERVAL FOR REST 

Section 23-B (1) of the Indian Mines Act, 1923 

(See Rule 10- A.) 

Name of mine 


Name of owner 
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It is hereby declared that persons employed in this mine 
shall begin their — , shall enjoy the interval for rest, and 

relay 

shall end their w ? k * between hours set out below 

relay 


Occupation 

1 


2 

Hours of wo,k 

4 

first relay 

8 


Interval for rest 


Work begins 


Work ends 


Begins Ends 


A.M.* 

A.M.* A.M.* 

A.M.* 





— 

P.M. 

P.M. P.M. 

P.M. 


5 

Hours of second relay, 

6 

if any 

7 

Work begins 

A.M.* 

Interval for rest 

Begins 

A.M.* 

Ends 

A.M.* 

Work ends 

A.M.* 





— 



P.M. 

P.M. 

P.M. 

P.M. 


Hours of third relay, If any 


8 


10 


Interval for rest 


Work begins 

Begins 

Ends 

Work ends 

A.M.* 

A.M.* 

A.M.* 

A.M. 





P.M. 

P.M. 

P.M. 

P.M. 


Dated 


19 . 


Manager. 


♦The words and letters not required should be scored out. 

Note — The work of persons employed below ground is to be reckoned from the time such 
persons leave the surface of the mine to the time when they finally return thereto at the 
end of the work or of the relay. 
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Indian Mines Act, 1923 

INDIAN COAL MINES REGULATIONS, 1926. 

No. M.— 1055 (1), dated Simla, The 7th September 1926. 

In exercise of the powers conferred by section 29 of the 
Indian Mines Act, 1923 (IV of 1923), and in supersession of the 
rules published with the notifications noted below and of 
all notifications amending those rules, the Governor General in 
Council is pleased to make the following regulations, the same 
having been required by sub-section (1) of section 31 of the said 
Act, namely : — 

(1) Government of India, Department of Revenue and Agriculture Notification 

No. 864-68 -20*, dated the 10th March 1904. 

(2) Government of India, Department of Commerce and Industry Notification No 

2908-82, dated the 21st April 1906. 

(8) Government of India, Department of Commerce and Industry Notification 

No. 11793-103 dated the 30th December 1908. 

(4) Government of India, Department of Industries ani Labour Notification No 
• M.-498 dated the 14th April 1924. 

1. (1) These regulations may be called the Indian Coal 
Mines Regulations, 1926. 

(2) They extend to the whole of British India, including 
Berar, and every reference herein to British India shall be 
construed as including a reference to Berar. 

(3) They shall apply only in respect of coal mines. 

2. In these regulations, unless there is anything repug- 
nant in the subject or context : — 

(a) * the Act ’ means the Indian Mines Act, 1923 ; 

(5) ‘approved safety lamp/ ‘approved flame safety lamp’ 
and ‘ approved electric torch * mean, respectively, a 
safety lamp, a flame safety lamp or an electric torch 
manufactured by such firm and of such type as the 
Chief Inspector may from time to time specify by noti- 
fication in the Gazette of India, and includes any other 
safety lamp or electric torch approved by the Chief 
Inspector by , an order in writing ; 

(c) ‘ the District Magistrate/ in relation to any mine, 
means the District Magistrate of the district in which 
the mine is situated : 

Provided that in the case of a mine which is situated partly 
in one district and partly in another, the District Magistrate for 
the purposes of. these regulations shall be the District Magistrate 
authorised in this behalf by the Central Government ; 

(tf) 'Form ’ means a Form as set put in Schedule I ; 

(e) , ‘ Permitted Explosive * means an explosive permitted 
by the Chfef Inspector under such .definition and sub 7 
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ject to such conditions as he may from time to time 
lay down by notification in the Gazette of India ; 

(/) ‘ ventilating distir ct ’ means such part of a mine as 
has an independent intake airway commencing from a 
main intake airway, and an independent return air- 
way terminating at a main return airway. 

CHAPTER I 

RETURNS, NOTICES AND RECORDS 

3. (1) On or before the tenth day of every month, the 
owner, agent or manager of every mine shall send to the Chief 
Inspector a correct return in Form I of all raisings and despatches 
during the preceding calendar month. 

(2) On or before the twenty-first day of January in each 
year the owner, agent or manager of every mine shall forward 
to the District Magistrate and to the Chief Inspector, annual 
returns in respect of the preceding year in Forms II, III, IV, V, 
VI, VI and VIII. 

(3) If any mine is abandoned or the working of any mine 
has been discontinued over a period exceeding three months or 
if a change occurs in the ownership of any mine, the returns 
required by sub-regulation (2) shall be submitted within one 
month from the date of abandonment or change of ownership 
or within four months from the date of discontinuance : 

Provided that the Chief Inspector may by order in writing 
extend the period for the submission of such returns up to any 
date not later than the twenty-first day of January in the year 
following that to which they relate : 

Provided further that nothing in this sub-regulation shall 
be deemed to authorise submission of any return later than 
the twenty-first day of January in the year following that to 
which it relates. 

(4) On or before the first day of March in each year the 
owner, agent or manager of every mine shall forward to the 
Chief Inspector in duplicate a return in Form II-A, duly filled 
in. The figures given in the return shall relate to that day on 
which the number of persons attending work was highest during 
such week in February of that year as is selected in advance by 
the Chief Inspector. 1 

4. The notice required by section 14 of the Act shall be 
furnished in duplicate, and shall specify the name and situation 
of the mine, the names and addresses of the owner and the 
manager, and, in the case of a new mine, the date on which it 
was opened. The District Magistrate shall on receipt of the 
notice forward one copy thereof to the Chief Inspector. 
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1 . 5. When a mine or seam has been abandoned, or the work- 
ing thereof has been discontinued over a period exceeding two 
months, the owner of the mine shall, within one month after 
the abandonment or within seven days after the expiry of the 
said period, as the case may be, send to the Chief Inspector 
notice in writing specifying the name and situation of the mine, 
the name and address- of the owner, and the date and cause of 
the abandonment or discontinuance. 

6. When a mine or seam is re-opened after abandonment 
or discontinuance, the owner, agent or manager shall, within 
one month after the date of the re-opening, send to the District 
Magistrate notice in writing in duplicate specifying the name 
and situation of the mine, the names and addresses of the owner 
and the manager, and the date of the re-opening. The District 
Magistrate shall on receipt of the notice forward one copy there- 
of to the Chief Inspector. 

7. When a change occurs in the name of, or in the owner- 
ship of, a mine, notice in writing of the change and of the date 
thereof shall be sent by the owner, agent or manager to the 
Chief Inspector within one month from the date of the change. 

8. When any new appointment is made of an agent or 
manager of a mine, or any change of address of any agent or 
manager occurs, notice of the appointment or change and of 
the date thereof shall be sent by the owner, agent or manager 
to the Chief Inspector within one month from the date of the 
appointment or change. 

9. When the ownership of a mine is transferred, the pre- 
vious owner or his agent or manager shall make over to the new 
owner all plans, books and other records required to be kept 
under the Act, and all correspondence relevant to the working 
of the mine with the Department of Mines and other Govern- 
ment departments. 

10. If the owner, agent or manager of any mine intends to 
conduct or extend any mining operations under his control at 
or to any point within fifty yards of any railway subject to the 
provisions of the Indian Railways Act, 1890, or of any public 
work in respect of which this regulation is applicable by reason 
of any general or special order of the Central Government under 
clause ( u ) of section 29 of the Act, he shall, not less than sixty 
days before commencing such operations, give notice of his 
intention to the Chief Inspector and also, in the case of a rail- 
way, to the Railway Administration concerned, or, in the case 
of any such public work as aforesaid, to such authority as the 
Central Government may by general or special order direct. 

4 ‘ 10- A. If in any mine it is intended to conduct or extend the 
extraction or reduction of pillars at or to any point within 80 
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yards of any Railway subject to the provisions of the Indian 
Railways Act, 1890, the owner, agent or the Manager of the 
Mine shall, not less than 60 days before commencing such opera- 
tions, give notice of such intention to the Chief Inspector and 
also to the Railway Administration concerned.” 

11. If the operations in respect of which notice is given 
under regulation 10 or 10A are not commenced within twelve 
months from the expiry of the period of sixty days therein refer- 
red to, the notice shall be held to have lapsed and the provisions 
of that regulation shall apply as if no such notice had been 
given. 

12. The notice to be given under regulation 10 or 10A shall 
specify the position of the workings of the mine in relation to 
the railway or public work in question, the manner in which it 
is proposed to carry out the intended new operations, and the 
limits to which it is proposed to carry the said operations, and 
shall include a plan showing the existing and the intended min- 
ing operations in so far as they affect the railway or public 
work in question. 

13. When any accident occurs in or about a mine causing 
loss of life or serious bodily injury, or when an accidental explo- 
sion, ignition, outbreak of fire or smoke, or other indication of 
outbreak of fire or an influx of noxious gases or irruption of 
water occurs in or about a mine, the owner, agent or manager of 
the mine shall forthwith inform the Inspector by telephone or 
telegraph, and shall also, within twenty-four hours of any 
such occurrence send notice thereof in Form IX to the District 
Magistrate, or to the Sub-Divisional Magistrate, who shall for- 
ward it to the Chief Inspector. 

14. If death results from any injury already reported as 
serious under regulation 13, the owner, agent or manager of the 
mine shall, within twenty four hours of his being informed of 
the death, send notice thereof to the District Magistrate or to 
the Sub-Divisional Magistrate, who shall forward it to the Chief 
Inspector. 


CHAPTER II 
PLANS 

15. (1) All plans prepared in accordance with the provi- 
sions of this Chapter shall — 

(a) bear the name of the mine and of the owner ; 

(b) show the scale together with the magnetic meridian 
and the date of the latter ; 

■ v c) be properly inked on durable paper, or on tracing cloth; 
and 
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id) be on a scale of 100 feet to the inch : 

Provided that where plans have been prepared on any 
other scale before the passing of these regulations, the 
Chief Inspector may on application by the owner, agent 
or manager permit such plans to be maintained on 
that scale 

(2) The owner, agent or manager of every mine shall keep 
a plan of the workings of the mine. The position of the workings 
at the time of the last survey shall be shown by a dotted line 
drawn through the ends of the workings ; such dotted line shall 
be marked with the date of the last survey. The plan shall 
also show all shaft and incline openings, all groves, the boun- 
daries of the underground leasehold, where possible, and all 
important features within the boudaries, such as railways, 
roads, rivers, streams, tanks, buildings and reservoirs which 
overlie any part of the workings measured on the horizontal 
plane ; also the general direction and rate of dip of the strata, 
the depth of every shaft, a section of the seam being worked and 
the position of all faults and dykes with the amount and direc- 
tion of their throw. There shall be a separate secction of each 
seam. 

13) The owner, agent or manager of every mine shall also 
keep a separate tracing of a surface plan showing all .surface 
features referred to in sub-regulation (2), and in addition all 
buildings and erections on the surface and within the boundaries 
which over-lie the workings of the mine or any point within 
600 feet of the workings measured on the horizontal plane. 

(3A) (i) The owner, agent or manager of every mine shall 
also keep separate plan showing the system of ventilation in 
the mine, and, in particular, the general direction of the air 
currents, the points where the quantity of air is measured and 
the principal devices for the regulation and distribution of the 
air. So far as practicable the intake airways shall be coloured 
blue and the return airways red. 

<ii> The positions of any underground ambulance stations 
and telephones shall be indicated on the plan. 

(hi) The Code of signs set out in Schedule II shall be uti- 
lised in plans made under this sub-regulation. 

W The plans required by this regulation shall be kept in 
the office at the mine. They shall be accurate and shall be 
maintained up to a date within six months ; provided that 
where any mine or seam is abandoned or the working thereof 
has been discontinued the plan shall, before such abandon- 
ment or immediately after such discontinuance, be brought up 
to date to the time of abandonment or discontinuance, as the 
case may be, unless such abandonment or discontinuance haa 
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been caused by circumstances beyond the control of the owner, 
agent or manager, in which case the fact thaf the plan is not 
up to date shall be recorded on it. 

(5) Nothing in this rgulation shall be deemed to apply to 
any mine in which the workings, do not extend under the super- 
jacent ground, or to any mine in which excavation is being 
made for prospecting purposes only : 

Provided that the Chief Inspector may direct that the regu- 
lation shall apply to any such mine to such extent as he may 
think' fit. 

10. The owner, agent or manager of every mine shall at 
any time on the request of the Chief Inspector or of any Inspec- 
tor produce to him at the office at the mine such plans and sec- 
tions, and also, on the like request, mark on such plans and sec- 
tions the then state of the workings of the mine ; and the Chief 
Inspector or Inspector shall be entitled to examine the plans and 
sections, and for official purposes to make or have a copy made 
of any part thereof respectively. 

17. Where any mine or seam is abandoned, or the working 
thereof has been discontinued over a period exceeding one year, 
the person who was the owner of the mine at the time of the 
abandonment or discontinuance shall, within three months after 
the abandonment or within fifteen months after the disconti- 
nuance of working, as the case may be, send to the Chief Inspec- 
tor accurate plans and sections of the workings of the mil ie cr 
seam up to the time of the abandonment or discontinuance, 
showing the pillars of coal remaining unworked and all other 
features required in compliance with these regulations, or a 
true and accurate copy of the same : 

Provided that if a change of ownership occurs after the 
abandonment or discontinuance and before the expiry of the 
three months or the fifteen months aforesaid, as the case may 
be, such plans and sections shall be sent forthwith. 

18. After the expiry of ten years from the date ot abandon- 
ment or discontinuance of working in any mine or seam or, 
where the consent of the owner of the mine for the time being 
has been obtained, prior to the expiry of the said period, the 
Chief Inspector may, on such conditions as he thinks fit to im- 
pose , permit any person having an interest in the said mine or 
seam to inspect the plan or section of such mine or seam sent 
to him in accordance with the provisions of regulation 17 ; and 
he may further, on such conditions as he thinks fit to impose , 
supply to any such person copies of the like plan or section. 

19. The Central Government may direct that after such 
date and in such areas as it may appoint in this behalf the 
plans required to be kept under regulation 15 or to be sent under 
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regulation 17 shall be prepared by or under the supervision of 
a surveyor who has been granted a surveyor's certificate under 
these regulations. 


CHAPTER ID 
MINE OFFICIALS 

20. For the purposes of this chapter every system of under- 
ground workings interconnected in such a manner that commu- 
nication is practicable from any one part of the system to any 
other part by means of underground channels shall be deemed 
to constitute one mine. If access from one system of under- 
ground workings to another such system is not so practicable, 
each such system shall be deemed to constitute a separate mine. 

21. A duly qualified manager may be permitted by order in 
writing of the Chief Inspector to manage more than one mine, 
if the Chief Inspector is of opinion that the mines supervised 
by him are sufficiently near to one another to permit of effec- 
tive supervision being exercised, and that an adequate subordi- 
nate supervising staff is maintained at each mine. The Chief 
Inspector may at any time, by order in writing, revoke any such 
permission and such order shall be final. 

22. Save as provided by regulation 21 no person shall act as 
manager of more than one mine. 

44 22A. No person shall be employed in a mine as manager 
unless he is paid by, and is directly answerable to, the owner of 
the Mine." 

23. Save as hereinafter provided in regulation 24 — 

(a) no person shall act as manager of a mine, the average 
monthly output of which exceeds 2,500 tons, unless he 
holds a first class manager’s certificate granted under 
these regultions ; 

(b) no person shall act as manager of a mine, the average 
monthly output of which exceeds 600 tons, unless he 
holds a first or second class manager's certificate grant- 
ed under these regulations ; and 

(c) no person shall act as the manager of a mine, the 
average monthly output of which does not exceed 600 
tons, unless he holds a first or second class manager's 
certificate or a manager's permit granted under these 
regulations : 

Provided that the Chief Inspecor may, by order in writing, 
direct that in the case of any such mine as is referred to in clause 
(b) the manager thereof shall be the holder of a first class 
manager’s certificate granted under these regulations, and that 
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in the case of any such mine as is referred to in clause (c) the 
manager thereof shall be the holder of a first or second 
class manager's certificate granted under these regulations : 

Provided further that an appeal from any order passed by 
the Chief Inspector under the foregoing proviso shall lie to the 
Mining Board constituted under section 10 of the Act or, if no 
Mining Board has been so constituted for the part of British 
India in which the mine or part of the mine is situated to the 
Central Government and the order of the Mining Board or of 
the Central Government thereon shall be final. 

24. (1) The Chief Inspector may, by order in wtritipg, 

authorise any person, whom he may consider competent, to act 
as manager of any mine or mines for a specified period, notwith- 
standing that such person does not possess the qualifications 
prescribed in that behalf by regulation 23 ; and may by a like 
order revoke any such authority at any time and such order 
shall be final. 

(2) In every mine personal supervision shall be exercised 
by the manager. 

( 3 1 Where by reason of absence or for any other reason 
the manager is unable to exercise personal supervision the 
owner, agent or manager shall authorise in writing a person 
whom he considers competent to act as manager of the mine : 
Provided that : — 

(a) such person holds a manager’s certificate or a sirdars 
certificate ; 

( b ) no such authorisation shall have effect for a period in 
excess of one month except with the previous consent 
of the Chief Inspector ; nor without the like consent 
shall a second authorisation be made to take effect 
upon the expiry of the first ; 

(c) the owner, agent or manager, as the case may be, shall 
send to the Chief Inspector with the least possible delay, 
a written notice intimating that such an authorization 
has been made, and stating the reason for the authori- 
zation, the qualifications and experience of the person 
authorised and the dates of the commencement and 
ending of the authorization ; and 

(a) the Chief Inspector may by order in writing revoke 
any authority so granted, and such order shall be final. 

“ 24A. (1) The manager of every mine shall ensure that 

a sufficient supply of proper materials and appliances for the 
purpose of carrying out the provisions of the Act and of the 
regulations,' rules and bye-laws made thereunder and ensuing 
the safety of the mine and the persons employed therein, is always 
provided at the mine, and, if he be not the owner or agent of 
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the mine, he shall report in writing to the owner or agent of the 
mine when anything is required for the aforesaid purposes that 
is not within the scope of his authority to order. 

(2) A copy of every report made under sub-regulation (1) 
shall be kept in the office at the mine ” 

25. (1) The manager of every mine shall appoint in writ- 

ing such number of competent persons as will be sufficient to 
secure a thorough supervision of all the operations in the mine 
and the enforcement of the requirements of the Act and of the 
regulations, rules and bye-laws made thereunder. Copies of all 
appointments made by the manager shall be kept in the office 
at the mine. No person shall be appointed under this regula- 
tion unless he is paid by the owner of the mine and is directly 
answerable to the manager of the mine. 

(2) Copies of all appointments made under sub-regula- 
tion 1 and all authorisations made under these regulations shall 
be entered in a bound paged book kept in the office at the mine. 

(3) Every manager shall on appointment satisfy himself 
that all persons already appointed under sub-regulation (1) or 
authorised under these regulations to discharge any functions 
are competent to perform the duties assigned to them.” 

2G. Every person employed under ground in a mine as an 
official subordinate to the manager and superior to the under- 
ground sirdar shall hold either a manager’s certificate or sirdar’s 
certificate granted under these regulations : 

* * * * *i 

27. With effect from such date and in such areas2 as the 
Central Government may notify in the Gazette of India no per- 
son shall be employed as surveyor in a mine unless he holds a 
surveyor’s certificate granted under these regulations. 

28. No person shall be employed as a winding engine man 
unless he has attained the age of 21 years ; and the manager or 
some competent person appointed by the manager for the pur- 
pose shall, before appointing any such person, satisfy himself 
that such person is competent to perform the duties assigned 
to him. 


CHAPTER IV 

CERTIFICATES OF COMPETENCY, PERMITS 
AND AUTHORISATIONS 

29. (1) There shall be constituted a Board of Examiners 
for the purposes of these regulations, which shall consist of the 
Chief Inspector, who shall be the Chairman of the Board, and of 

1 Vide G. of B. Gaz. Part I, p. 1126 of 28/6/29. 

2 Ibid. 
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three Members possessing technical qualifications fitting them 
to serve on the Board, who shall be appointed by the Central 
Government for a term of three years : 

Provided that on the expiry of any term for which he has 
been appointed, any Member shall be eligible for re-appointment. 

(2) A Member of the Board of Examiners (other than the 
Chairman) shall receive such remuneration as the Governor 
General in Council may fix. 

30. (1) Certificates under these regulations shall be granted 
by the Board of Examiners and all decisions of the Board re- 
garding the grant of such certificates shall be final. 

(2) Certificates granted by the Board shall be valid through- 
out British India, and shall be of the following kinds : — 

(a) first and second class certificates of competency to 
manage a mine (in these regulations referred to as 
managers' certificates) ; 

( b ) certificates of competency to survey the workings of 
a mine (in these regulations referred to as surveyors' 
certificates) ; 

(c) certificates of competency to make the inspection here- 
inafter required by regulation 70 (in these regulations 
referred to as sirdars’ certificates). 

( d ) certificates of competency to fire shots in a mine (in 
these regulations referred to as shot-firers' certificates). 

31. (1) Certificates shall be granted to candidates after such 

examination and in such form as the Board of Examiners may 
prescribe. 

(2) The examinations shall be held at such times and at 
such centres as may be fixed by the Board, and shall be conducted 
by local examiners who shall be appointed by the Board. 

(3) The local examiners so appointed shall be subject to the 
orders of the Board in respect of all matters relative to the con- 
duct of the examinations, and shall receive such remuneration as 
the Board, with the sanction of the Central Government may fix. 

(4) The Board may make rules as to the conduct of the ex- 
aminations ; and shall, so far as may be practicable, provide that 
the standard of knowledge requisite for the grant of certificates 
of any particular class shall be uniform throughout British India. 

(5) Every rule made by the Board under this regulation shall 
be published in the Gazette of India and, no such rule shall have 
effect until six months from the date on which it was first so 
published. 

32. Full information regarding the date and place of each 
examination for managers’ and surveyors’ certificates shall be 
published under the orders of the Board of Examiners in such 
publications and at such intervals as the Board may direct, during 
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a; period of not less than three months prior to the date fixed, 
by the Board for receiving applications. 

33. No person shall be admitted as a candidate at any ex- 
amination for a manager’s certificate unless he has gained a First 
Aid Certificate of the St. John Ambulance Association or other 
Society or Body approved by the Government of India : 

Provided that if any candidate satisfies the Board of Examin- 
ers that he has not had sufficient opportunity to obtain such a 
certificate, the Board may admit him to the examination on such 
conditions, if any, as it thinks fit to impose. 

34. No person shall be admitted as a candidate at any ex- 
amination for a first class manager’s certificate unless he has 
attained the age of 23 years, and has satisfied the Board of Ex- 
aminers that he has had practical experience in a coal mine for 
a period of not less than five years : 

Provided that this period shall be reduced to three years in 
the case of a candidate who has received a diploma or certificate 
in scientific and mining training after a course of study of at least 
two years at an educational institution approved in this behalf 
by the Central Government or who has taken a degree in 
scientific and mining subjects at a University approved in this 
behalf by the Central Government. 

35. No person shall be admitted as a candidate at any ex- 
amination for a second class manager’s certificate unless he has 
attained the age of 21 years, and has satisfied the Board of Ex- 
aminers that he has had practical experience in a coal mine for 
a period of not less than three years : 

Provided that this period shall be reduced to two years in the 
case of a candidate who has received a diploma or certificate in 
scientific and mining training after a course of study of at least 
two years at an educational institution approved in this behalf 
by the Central Government, or who has taken a degree in 
scientific and mining subjects at a University approved in this 
behalf by the Central Government. 

36. The periods of practical experience in a coal mine pres- 
cribed in regulations 34 and 35 may, subject to such conditions 
as the Board of Examiners thinks fit, be reduced at the discretion 
of the Board in the case of a candidate part of whose experience 
has been obtained in mines other than coal mines. 

37. The nature of the practical experience required of a 
candidate under regulations 34 and 35 shall be experience gained 
in one or other of the following capacities in a coal mine, namely : 

la) as an underground workman having direct practical ex- 
perience in the work of getting coal, and of stone work, 
timbering and repairing ; 
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( b ) as a sirdar, deputy, overman, foreman, assistant or 
undermanager, or other underground official ; 

(c) as a mining apprentice, mine surveyor or colliery en- 
gineer, whose practical experience has included — 

(i) actual practical work (other than the work of mine 
surveying or colliery engineering) of not less than 
two years in the case of candidates for first class 
certificates, and of not less than one year in the case 
of candidates for second class certificates, in any 
part of the underground workings of a coal mine, or 

(ii) direct supervision of such work during a like period. 

38. No person shall be admitted as a candidate at any ex- 
amination for a surveyor’s certificate unless he has attained the 
age of 21 years and has satisfied the Board of Examiners that he 
has had two years’ practical experience of surveying, of which 
at least six months shall have been practical experience of sur- 
veying the underground workings of a mine. 

Explanation 

For the purposes of this regulation approved attendance at 
classes in theoretical and practical surveying at a technical in- 
stitution approved in this behalf by the Board of Examiners shall 
be considerd to be practical experience of surveying other than 
practical experience of surveying the underground working of 
a mine, 

39. No person shall be admitted as a candidate at any ex- 
amination for a sirdar’s certificate unless he has attained the age 
of 21 years, and has satisfied the Board of Examiners that he has 
had practical experience in a coal mine for a period of not less 
than three years : 

Provided that this period shall be reduced to one year in the 
case of a candidate who has received a diploma or certificate in 
scientific and mining training after a course of study of at least 
two years at an educational institution approved in this behalf 
by he Central Government or who has taken a degree 
in scientific and mining subjects at a University approved in this 
behalf by the Central Government. 

“ 39-A. No person shall be admitted as a candidate at any ex- 
amination for a shot-firer’s certificate unless he has attained the 
age of 21 years and has satisfied the Board of Examiners that he 
has had two years’ practical experience of underground work in 
a coal mine of which at least six months shall have been practical 
experience in connection with shot-firing. 

40. Examinations for sirdars’ certificates shall be conducted 
orally in English or in the vernacular language of the district in 
which the examination is held and shall be designed to test the 
candidate’s knowledge of the following subjects, namely : — 



LABOUR AND FACTORY LEGISLATION 


388 

(a) timbering, 

( b ) methods of examination of the roof and sides of work- 
ing places and travelling roads, 

(c) shot-firing as detailed in clause (a) of regulation 40-A, 

id) mine gases and ventilation, 

(e) the provisions of the regulations, rules and bye-laws 
under the Act relating to the safety of persons employ- 
ed in mines, 

(/) in the case of candidates for the endorsement referred 
to in the proviso to sub- regulation (1) of regulation 71, 
the methods of testing for and detecting the presence 
of inflammable gas. 

40-A. Examinations for shot-firers’ certificates shall be 
conducted orally in English or in the vernacular language of the 
district in which the examination is held and shall be designed 
to test the candidate’s knowledge of the following subjects, 
namely : — 

(a) the charging and firing of shots of gunpowder and high 
explosives ; 

(b) the provisions of the regulations, rules and bye-laws 
under the Act relating to the handling and use of ex- 
plosives ; and 

(c) the examination of a working place after shot-firing. 

41. Applications for admission to an examination for first 
or second class managers’ or surveyors’ certificates shall be made 
to the Chief Inspector not less than one month prior to the date 
fixed for the examination. Every such application shall be sub- 
mitted on a form which shall be supplied free of charge by the 
Chief Inspector on application made in this behalf. 

42. (1) Applications for admission to an examination shall 
be chargeable with fees which shall be paid in the manner pres- 
cribed in regulation 158 according to the following scale, namely : 


(a) in the case of an examination for a first class Rs. 

manager’s certificate 25 

(b) in the case of an examination for a second class 

manager’s certificate 15 

(c) in the case of an examination for a surveyor’s 

certificate 15 

id) in the case of an examination for a sirdar’s 

certificate 5 

(e) in the case of an examination for a shot-firer’s 

certificate . . . . l 


“ (2) The amount of any fee referred to in sub-regulation (1) 
les3 the following amounts shall be returnable to the person by 
whom it has been paid if the application of such person for ad- 
mission to the examination is rejected : — 
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(a) annas eight in the case of the fee paid for admission 
to an examination for shot-firer’s certificate ; 

(b) Re. 1 in the case of the fee paid for admission to an 
examination for a sirdar’s certificate ; 

(c) Rs. 5 in any other case. 

“ (3) The Chief Inspector may permit the refund — 

(a) of the amount of any fee paid under sub-regulation (1) 
where the candidate has died before the examination or 
where the fee has been erroneously paid, and 

(b) of any amount paid in excess of that specified in sub- 
regulation (1).** 

43. (1) The Board of Examiners may grant without exami- 
nation to any person holding a manager's certificate or a sur- 
veyor’s certificate or a certificate equivalent to a sirdar’s certifi- 
cate granted under any Act for the regulation of mines for the 
time being in force in the United Kingdom, or in any other part 
of His Majesty’s dominions, a certificate of a similar class under 
these regulations, and may grant to any person holding a certi- 
ficate of proficiency in mining or surveying, who satisfies the 
Board that he possesses the requisite knowledge and experience 
and that he is of good character, a manager’s certificate under 
these regulations : 

(2) The following fees shall be chargeable in respect of 
applications for certificates to be issued under this regulation : 

(a> in the case of a manager’s or surveyor’s 

certificate 5 

(b) in the case of a sirdar's certificate . . 2 

The fee shall be paid in the manner prescribed in regulation 
153. 

44. If any person proves to the satisfaction of the Board of 
Examiners that he has without any fault on his part lost or been 
deprived of a certificate granted to him under these regulations, 
the Board may, upon such terms and conditions- as it thinks fit, 
cause a copy of the certificate to be delivered to him. The word 
“ duplicate ” shall be stamped across every such copy, and the 
following fees shall be payable in the manner prescribed in re- 
gulation 153 : — 

(a) in the case of a manager’s or surveyor’s 

certificate 2 0 0 

(b) in the case of a sirdar’s certificate 10 0 

(c) in the case of a shot-firer’s certificate 0 8 0 

45. The Chief Inspector shall issue to every person to whom 
the Board of Examiners grants a sirdar’s certificate or shot- 
firer’s certificate a metal check marked with the registered num- 
ber of the certificate. 

46. (1) The person to whom such metal check is issued 
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shall, so long as the corresponding certificate remains in force, 
retain such check in his immediate possession, and shall not 
transfer it or dispose of it in any way. In the event of the cor- 
responding certificate being cancelled, the check shall be return- 
ed to the Chief Inspector. 

(2) No person employed in a mine other than the holder of 
the corresponding certificate for the time being in force shall 
be in possession of a metal check issued under regulation 45. 

(3) If any person proves to the satisfaction of the Chief 
Inspector that he has without any fault on his part lost or been 
deprived of the metal check issued to him under regulation 45, 
the Chief Inspector may, upon such terms and conditions as he 
may determine, cause a second metal check bearing and regist- 
ered number of his certificate to be delivered to him. The letter 
“ D ” shall be stamped on the reverse of every such check and a 
fee of four annas shall be payable in advance to the Chief In- 
spector in respect thereof. 

47. (1) The holder of a sirdar’s certificate or a shot-firer’s 
certificate shall deliver such certificate to the owner, agent, or 
manager of any mine in which he is for the time being employed, 
and such owner, agent, or manager shall in exchangge for the 
certificate deliver a receipt for the same to the holder, and shall 
retain the certificate so long as the holder thereof is employed in 
such mine, and shall return it to the holder on his ceasing to be 
$o employed. 

(2) The owner, agent, or manager of any mine shall, on the 
demand of an Inspector, produce any sirdar’s certificate or shot- 
firer’s certificate held by a person employed in the mine. 

48. If at any time a representation is made by the Chief 
Inspector to the Central Government that the holder of a 
manager’s certificate or of a surveyor’s certificate has been guilty 
of misconduct or incompetency in the discharge of his duties, or 
has been convicted of any offence made punishable by the Act 
with fine which may extend to Rs. 500 or more, or with imprison- 
ment which may extend to three months or more, the Central 
Government may cause an inquiry to be made into the matter ; 
and with respect to such inquiry the following provisions shall 
have effect, namely : — 

(a) The inquiry shall be public, and shall be held at such 
place as the Central Government may appoint, and by 
such person or uneven number of persons as it may 
direct (hereinafter in this regulation referred to as the 
Court), either alone or with the assistance of any 
assessor or assessors appointed by the Central Govern- 
ment. Such assessors shall be practical mining engi- 
neers or persons with a knowledge of the practical work- 
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ing of mines. The functions of the assessors shall be 
purely advisory and they shall not be regarded as memr 
bers of the Court. 

(b) The Central Government shall, before the commence- 
ment of the inquiry, furnish the person whose conduct 
is under inquiry with a copy of the representation on 
which the inquiry is instituted. 

(e) The Central Government may appoint any person to 
undertake the management of the case. 

(d) The person whose conduct is under inquiry may attend 
the inquiry, and may either conduct his case personally 
or be represented by any other person approved by the 
Court. 

(e) If a majority of the persons constituting the Court 
thinks fit, the person whose conduct is under inquiry 
may be required to deliver up his certificate at any time 
before or during the inquiry, and such person shall be 
bound to comply with such requisition unless he shows 
sufficient cause to the contrary. 

(/) The Court shall, on the conclusion of the inquiry, send 
to the Central Government a report containing a full 
statement of the case together with its opinion thereon 
and such account of or extracts from the evidence as 
it may think fit, and if it considers that the certificate 
in question should be cancelled or suspended it shall add 
a recommendation to that effect. In the event of dis- 
agreement between the members composing any Court, 
the dissentient or dissentients from the opinion of the 
majority may forward a separate report to the Central 
Government with a statement of their recommendations. 

((/) After considering the report or reports and the recom- 
mendations (if any) submitted under clause (/), the 
Central Government may cancel or suspend the certi- 
catq, and. if it does so, the fact of such cancellation or 
suspension shall, if the certificate is produced, be en- 
dorsed upon it, and, if it is not produced or if at any 
time a duplicate has been granted under regulation 44, 
be notified in the Gazette of India. 

59. If, in the opinion of an Inspector, a person to whom a 
sirdar's certificate or shot-firer's certificate has been granted is 
guilty of misconduct or incompetence in the discharge of his 
duties, the Inspector may suspend the certificate. Every such 
suspension shall be reported forthwith to the Board of Examiners 
and the Board shall thereupon, after such inquiry as it thinks 
fit, either remove or extend the suspension or cancel the certifi- 
cate, and the decision of the Board shall be final. 
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50. (1) A permit (in these regulations referred to as a 
manager’s permit) may be granted by the Chief Inspector at his 
discretion to any person authorising such person to act as the 
manager of any specified mine the average monthly output of 
which does not exceed 600 tons. 

(2) All such permits shall be signed by the Chief Inspector 
and shall be valid for such period not exceeding one year as he 
may specify therein. 

(3) A fee of five rupees shall be payable in the manner 
prescribed in regulation 153, in respect of an application for the 
grant of a manager’s permit. 

(4) The Chief Inspector may at any time renew any 
manager’s permit for a further period not exceeding one year, 
notwithstanding that such permit has already been so renewed. 
No fee shall be chargeable in respect of any such renewal. 

(5) A manager’s permit may be cancelled at any time by 
the Chief Inspector by order in writing without assigning any 
reason for such cancellation and such order shall be final. 

(6) Notwithstanding anything hereinbefore contained no 
manager’s permit shall be granted or renewed to any person who 
is not the holder of a sirdar’s certificate. 

51. A register showing the names and addresses of all 
holders of certificates or permits granted under these regulations 
and all cancellations of such certificates or permits shall be 
maintained in the office of the Chief Inspector. 

52. Any certificate, permit or authorisation specified in the 
first column of the table below which has been issued under the 
Indian Mines Act, 1941, or under any rule made thereunder and 
is valid at the commencement of these regulations, shall for the 
purposes of the Act and these regulations, be deemed respectively 
to be the equivalent of the certificate, permit or authorisation 
specified in the corresponding entry in the second column of the 
table and to have been issued under these regulations. 


Manager’s certificate of competency, 

First class. Manager’s Certificate, 

Manager’s service certificate of com- First class, 
petency, First class. 


Manager’s certificate of compentency," 
Second class. ) 

Manager’s service certificate of com- f 
petency, Second class. j 

Manager’s certificate of competency ... 
Permit to manage a mine 
Authorisation to act as Manager of a... 
mine. 


Manager’s certificate. 
Second class. 

Sirdar’s certificate. 
Manager’s permit. 
Authorisation to act as 
Manager of a mine. 
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CHAPTER V 
SHAFTS AND OUTLETS 

53. (1) No person shall be employed, or be permitted to 
enter or remain for purposes of employment, in any mine, unless 
the mine is provided with at least two shafts or outlets — 

(a) with which every seam for the time being at work has 
a communication so as to afford separate means of in- 
gress and egress to the persons employed in the seam ; 
and 

(b) which are under the sole control of the manager of the 
mine. 

(21 Proper arrangements shall be made for persons to 
descend to, and ascend from, the mine at each of such shafts or 
outlets. If apparatus is necessary, it shall be kept on the works 
belonging to the mine, and shall be constantly available for use. 

(3) Such shafts or outlets shall be not less than 45 feet 
distant from one another at any point, and each shall be con- 
nected with the other by means of a communication not less than 
4 feet high and 4 feet wide. 

(4) Whenever communication between the two outlets which 
are required to be maintained under sub-regulation (1) has been 
blocked, or fenced off under regulation 140(1), only such persons 
as are necessary to clear the obstruction, or to repair the dan- 
gerous part of the communication or to make a new second out- 
let, shall be employed in the mine until such time as communica- 
tion has been re-established or a new second outlet has been 
provided. 

(5) The foregoing provisions of this regulation with respect 
to shafts and outlets shall not apply — 

(i) while a shaft is being sunk or an outlet is being made, 

(ii) to any working for the purpose of making communica- 
tion between two or more shafts or outlets, 

(iii) to any working for the sole purpose of searching for or 
proving minerals, 

so long as not more than 40 persons are employed under ground 
at any one time in the whole of the diff erent seams in connection 
with a single shaft or outlet : 

Provided that nothing in this sub-regulation shall be deemed 
to authorise the driving of ordinary galleries for development 
before a second outlet has been made in accordance with the said 
provisions. 

(6) The Chief Inspector may exempt from the operation of 
this regulation, subject to such conditions as he may impose, any 
mine in the case of which special difficulties exist which in his 
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opinion make compliance with the provisions of this regulation 
not reasonably practicable. 

(7) So much of this regulation as requires two shafts or 
outlets to be separated by a distance of not less than 45 feet 
shall not apply to any shafts the sinking of which was commenc- 
ed before the 10th day of March 1904. 

54. Where the natural strata are not safe, every working or 
pumping shaft and every shaft in course of being sunk, shall be 
securely cased, lined or otherwise made secure. 

55. Every part of a mine shall, where practicable, be provid- 
ed with at least two ways affording means of egress to the surface. 

56. Where it is necessary for persons to pass from one side 
of a winding shaft to the other, proper provision shall be made 
enabling them to do so without crossing the shaft. 

57. A competent person or persons, of not less than 21 years 
of age, appointed by the manager for the purpose shall, once at 
least in every week, examine the state of the shafts by which 
persons ascend or descend, and shall without delay write or cause 
to be written a full and accurate report of the result of such ex- 
amination. Every such report shall be recorded in a paged book 
to be kept at the mine for the purpose, and shall be signed and 
dated by the person who made the examination. 

CHAPTER VI 

RAISING AND LOWERING PERSONS OR MATERIALS 

58. At every shaft or incline where persons or materials are 
lowered or raised by means of machinery the following provi- 
sions shall have effect, namely : — 

(a) A single linked chain shall not be used for lowering or 
raising persons, except for the short coupling chain 
attached to a cage, skip, bucket or tub. 

(b) Where the apparatus ordinarily used for raising and 
lowering persons to or from the surface is worked by 
mechanical power, it shall, if the shaft is vertical and 
exceeds 150 feet in depth, be provided with a detach- 
ing hook. The space between the detaching hook and 
the detaching plate when the case is at the normal 
position at the top of the shaft shall not be less than 
6 feet where a geared winding engine is used, and not 
less than 12 feet where a direct acting engine is used. 

(c) There shall be attached to every machine worked by 
mechanical power, and used for raising and lowering 
persons, one or more brakes of sufficient power by 
themselves to hold the cage, skip, bucket or tub, when 
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loaded, at any point in the shaft, and a proper indi- 
cator (in addition to any mark on the rope) showing 
to the person who works the machine the position of 
the cage, skip, bucket or tub in the shaft ; and, if the 
drum is not on the crank shaft, there shall be an ade- 
quate brake on the drum shaft : 

Provided that in the case of a shaft not exceeding 100 feet 
in depth so much of this clause as requires an indicator shall 
not apply. 

(d) Every apparatus on or in which persons ride in a work- 
ing shaft, shall be provided with a sufficient cover 
overhead, except — 

(i) in a shaft not exceeding 150 feet in depth where 
buckets or other appliances are used for wind- 
ing, or 

(ii) in a shaft in course of sinking, or 

(iii) where persons are employed at work in a shaft. 

(e) Every working shaft used for the purpose of drawing 
mineral or for lowering or raising persons shall, if ex- 
ceeding 150 feet in depth, be provided with proper 
means of communicating distinct and definite signals 
from the bottom of the shaft, and from every entrance 
for the time being in use between the surface and the 
bottom of the shaft, to the surface, and from the sur- 
face to the bottom of the shaft and to every entrance 
for the time being in use between the surface and the 
bottom of the shaft. There shall also be proper means 
of transmitting distinct and definite signals from the 
top of every winding shaft to the winding engine. All 
signals shall be transmitted by mechanical or electrical 
means. 

(/) (i) The first three or principal signals shall be — 

One rap . . RAISE when engine at rest. 

One rap . . STOP when engine in motion. 

Two raps . . LOWER. 

Three raps . . MEN ready to ascend or descend. 

Three raps . . IN REPLY. Men may enter the cage or 

other conveyance. 

(ii) Any other signals shall be in addition to, and shall 
not interfere with, the foregoing. 

(iii) A printed copy of the code of shaft signals shall be 
posted at the shaft top, and at every inset, and also 
at the winding engine, 

(iv) No person other than the banksman or onsetter shall 
give any signal unless he is an official of the mine 
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or is authorised in writing by the manager to give 
signals. 

(g) Every working shaft (except a shaft in course of 
sinking) used for lowering or raising persons shall, if 
it exceeds 150 feet in depth, be provided with guides. 

( h ) At the bottom of every working shaft in which a cage 
is used, protective roofing shall be provided sufficient 
to prevent danger from anything falling in the shaft* 

(t) Adequate stationary lights shall be provided and used 
during working hours — 

(1) at all places where persons have to work under 
ground in the immediate vicinity of shafts, and 

(2) after dark at the tops of all working shafts and at 
all winding engines used for raising and lowering 
persons, and in particular at all such engines, 
where electric lighting is used, an additional light 
having no connection with the electric supply shall 
be kept burning at night. 

ij) There shall be on the drum of every machine used for 
lowering or raising persons such flanges, horns or other 
appliances as may be sufficient to prevent the rope from 
slipping. The rope shall be securely fastened round an 
arm or the shaft of the drum, and there shall be at least 
two turns of the rope on the drum when the cage, skip, 
bucket or tub is at the bottom of the shaft. After any 
stoppage of winding for more than two hours, the cage, 
skip, bucket or tub shall, before any person is allowed 
to ride therein, be run a complete trip up and down the 
working portion of the shaft at least once, to ensure 
that everything is in good working order. 

(k) Every cage shall be provided with catches or some 
other suitable contrivance to prevent tubs from falling 
out, and shall, if used for lowering or raising persons, 
be covered in completely at the top and close in at the 
two sides in a manner sufficient to prevent persons or 
things from projecting beyond the sides, and shall be 
provided with suitable gates or other rigid fences and 
with a rigid hand bar fixed in a position where it can 
be easily reached by all persons in the cage. 

(l) A competent person or persons, of not less than 21 years 
of age, appointed by the manager for the purpose shall, 
once at least in every 24 hours, examine the state of 
the external parts of the machinery and of the head- 
gear, ropes, chains, cages, guides, and conductors in the 
shafts and other similar appliances of the mine which 
are in actual use, both under ground and above ground 
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and shall without delay write or cause to be written a 
full and accurate report of the result of such examina- 
tion. Every such report shall be recorded in a paged 
book to be kept at the mine for the purpose, and shall 
be signed and dated by the person who made the 
examination. 

59. No person shall get on or off a cage, skip, tub or bucket 
used for lowering or raising persons after the same has been set 
in motion, or leave it until it has reached the appointed stopping 
place ; nor shall any person ride on the top or edge of 
any cage, skip, tub or bucket except when engaged upon special 
work in the shaft. 

60. No person, when ascending or descending a shaft, shall 
take with him any tools or other bulky materials, save when en- 
gaged in repairing the shaft or when otherwise specially autho- 
rised by the manager : 

Provided that, in the case of tools only, the manager may, by 
general order, permit the same to be carried. 

61. No person shall ride in a shaft on, or against, a loaded 
cage, skip, tub or bucket. 

62. Every person, when at or about the top or the bottom of 
a shaft, shall obey the orders and directions of the shaft attend- 
ants on duty at the time. 

63. Not more than such number of person as may be autho- 
rised by the manager shall be allowed to ride in the same cage, 
tub, skip or bucket at one time, and a notice specifying the autho- 
rised number shall be posted at the top of every shaft and at 
every inset in a shaft. 

64. No person under 18 years of age and no woman shall 
descend or ascend a shaft in a cage, tub, skip or bucket unless 
accompanied by at least one person over 18 years of age. 

65. When the winding apparatus is not provided with some 
automatic contrivance to prevent overwinding, a point shall be 
fixed and marked on the indicator in such a way as to show 
when the cage or other conveyance is within a distance of twice 
the circumference of the drum from the completion of the wind : 
and when such cage or conveyance has reached such distance it 
shall not, if either it or the descending cage contains persons, be 
raised for the remaining distance at a speed exceeding three 
miles per hour. 

66. (1) All cage chains in general use shall be annealed, 
and all detaching hooks shall be cleaned and refitted, and all 
winding ropes shall be re-capped, once at least in every six 
months, or, if necessary, at shorter intervals. 

(2) The date of each such operation shall be recorded in a 
book kept at the mine for the purpose. 
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CHAPTER VII 

ROADS AND WORKING PLACES 

67. The roofs and sides of all working places and travelling 
roads, including airways and travelling roads to second outlets, 
shall be made and kept secure. 

68. (1) In any mine or part of a mine where the roof is of 
such a nature as to require artificial support., an Inspector, after 
consultation with the manager, may require such support to be 
systematic, and may give notice to that effect to the manager, 
who shall, by notices posted in conspicuous places at the mine, 
specify the manner in which supports are to be set and advanced 
and the maximum intervals — 

(a) between each row of props, 

(b) between adjacent props in the same row, 

(c) between the front row of props and the face, and 

id) between chocks or cogs. 

(2) The manager and his subordinate staff shall be respon- 
sible for securing effective compliance with the terms of the 
notices and no such mine or part of a mine shall be worked in 
contravention of these terms. 

69. (1) In open workings the overburden and all loose 
ground and material shall be removed sufficiently far from the 
edge, or otherwise made secure, in such a manner as to prevent 
danger to persons employed in the mine. 

(2) The sides of open workings shall be sloped, stepped or 
secured, in such a manner as to prevent danger from falls of 
materials. 

(3) When an open working is worked in steps, the steps 
shall be of sufficient breadth in comparison with their 
height to secure safety. 

“ 69-A. (Every footpath along which loads are carried in open 
workings by human agency shall comply with the following fe- 
quirements — 

(a) its breadth shall not be less than three feet ; 

(b) its slope shall not be greater than 1 vertical to 2 hori- 
zontal ; 

(c) at every place where its slope exceeds 1 vertical to 4 
horizontal reasonably level steps shall be provided such 
that the vertical height of every step does not exceed 
seven inches and the dimension of every step measured 
horizontally from the edge to the back is not less than 
fourteen inches. 

Explanation 

Gang-planks used for loading wagons shall not be deemed to 
be part of a foot-path for the purposes of this regulation ; pro- 
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vided that every gang-plank shall be so inclined or constructed 
as to give a secure foot-hold. 

69-B. Where women are employed in carrying loads, the 
weight of the loads and the height and distance to which they 
have to be carried shall not be such as to involve risk of injury 
to the health of the women. If any dispute arises as to whether 
risk of injury to health is involved,, the decision of the Chief In- 
spector shall be final.” 

70. (1) For the purposes of inspections before the com- 
mencement of a period of work constituting a shift at a mine, 
one or more stations shall be fixed by the manager at the en- 
trance to the mine or to different parts of the mine, as the case 
may require, and no workman shall pass beyond any such station 
until the part of the mine beyond that station has been examined 
and reported to be safe in the manner hereinafter provided. 

(2) A competent person or persons, having the prescribed 
qualifications and appointed by the manager, shall within such 
time not exceeding two hours before the commencement of work 
in a shift, as may be fixed by the bye-laws of the mine, inspect 
every part of the mine situated beyond the station or each of the 
stations fixed by the manager, in which work-persons are to work 
or pass during the shift, and all working places in which 
work is temporarily stopped and the edges of all goaves within 
any ventilating district in which persons have to work, and shall 
ascertain the condition thereof so far as the presence of gas, 
ventilation, roof and sides and general safety are concerned. 
The result of every such inspection shall be recorded in a book 
kept at the mine for the purpose. 

(3) A like inspection shall be made at least twice in the 
course of .each shift, and at least once in every five hours during 
which the shift continues, of all parts of the mine which are 
situated beyond the station or each of the stations aforesaid and 
in which work persons have to work or which they have to 
traverse during that shift but it shall not be necessary to record 
the result of such inspections in a book unless the last inspection 
in a shift is the inspection required to be made under sub- 
regulation (2). 

(4> the inspection shall be made with an approved locked 
flame safety lamp and no additional light shall be used other than 
an approved electric torch or lamp : 

Provided that in the case of a mine in which inflammable 
gas has never been found and is unlikely to be found, the inspec- 
tion except in the region of an underground fire or of any stop- 
pings made to control a fire, may be made with any electric torch 
or lamp if it is used in conjunction with an open light or an ap- 
proved locked flame safety lamp. 
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(4-A.) In any inspection in the region of an underground 
fire, or of any stoppings made to control a fire, a cage contain- 
ing small birds or other means of detecting carbon monoxide 
gas approved by the Chief Inspector shall be carried ; 

(5) Every report referred to in sub-regulation (2) shall be 
made by the person inspecting, either when under ground or im- 
mediately on his return to the surface, and shall be a full and 
accurate report of the inspection, specifying whether or not, and 
where, if anywhere, noxious or inflammable gas was found, and 
whether or not any and, if any, what defects in roof or sides and 
other sources of danger were observed. The report shall be 
signed by the person who made the inspection and shall state the 
date and time of inspection and the date and time when the re- 
port was written. 

(6) The part of a mine or mines assigned to a competent per- 
son under this regulation shall not be of such a size, nor shall any 
duties which may be assigned to him other than his duties under 
this regulation be such, as to be likely to prevent him from carry- 
ing out such last-mentioned duties in a through manner. If 
any question arises whether the part of a mine or mines assigned 
to any such person is too large or whether the additional duties 
assigned to him are too great, the decision of the Chief Inspector 
shall be final. 

(7) A competent person or persons appointed by the 
manager shall inspect all airways and travelling roads leading to 
second outlets at least once a fortnight, and shall record the re- 
sult of his inspection in a book kept at the mine for the purpose. 

70-A. (1) The first inspection of a mine or a part of a mine 

which is reopened after a discontinuance of mining for a period 
exceeding seven days and of any part of a mine after being de- 
watered, shall be made by a person possessing the qualifications 
prescribed in sub-regulation (1) of regulation 71 with an ap- 
proved locked flame safety lamp. 

(2) No additional light shall be used in any such inspection 
other than approved electric torch or lamp. 

(3) The result of every such inspection shall be reported 
by the person making it in the manner required by sub -regulation 
(5) of regulation 70 and shall be recorded in the book maintain- 
ed in accordance with sub-regulation (2) of regulation 70. 

70-B. (1) In any mine in which inflammable gas has been 

found during the previous twelve months, all unused work- 
ings in which inflammable gas may accumulate and which are 
not permanently sealed oft. shall, at least once in every week, be 
inspected for the presence of inflammable gas, by the competent 
person appointed under regulation 70. 

(2) The inspection shall be made with an approved locked 
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flame safety lamp, and no additional light shall be used, other 
than an approved electric torch or lamp. 

(3) The result of every such inspection shall be reported by 
the person making it in the manner required by sub-regulation 
(5) of regulations 70 and shall be recorded in the book maintain- 
ed in accordance with sub-regulation (2) of that regulation. 

(4) Nothing in this regulation shall be construed to affect 
the provisions of regulation 70. 

70-C. At every sealed off fire area in any mine and at every 
goaf or area of old workings isolated by stoppings in any mine in 
which safety lamps are required to be used in compliance with 
regulation 123, arrangement shall be made to ascertain from time 
to time atmospheric conditions behind the stoppings ; 

Provided that this regulation shall not apply — 

(a) to an area in a mine which is isolated by stoppings 
capable of resisting the force of an explosion, or 

(b) to any mine or part of mine where in the opinion of the 

Chief Inspector special difficulties exist which make 
compliance with the provisions of this regulation not 
reasonably practicable. • 

71. (1) No person shall, save as hereinafter provided, be 

appointed to make any inspection required by regulation 70 
unless he— 

(1) has within the preceding five years obtained a certifi- 
cate from an authority and in a form to be prescribed 
by the Board of Examiners constituted under these re- 
gulations to the effect that his powers of eyesight and 
hearing are such as to enable him to make the inspec- 
tion efficiently, and 

(ii) holds a manager’s or a sirdar’s certificate or a manager’s 
permit or is for the time being authorised under sub- 
regulation (1) of regulation 24 to act as manager of the 
mine in which the inspection is to be made : 

Provided that the holder of a sirdar’s certificate shall not be 
appointed to make any such inspection in a mine in which safety 
lamps are used or in which inflammable gas is likely to occur, 
unless his certificate bears an endorsement to the effect that he 
is competent to test for and detect the presence of inflammable 
gas. 

(2) A fee of one rupee payable in the manner prescribed in 
regulation 153 shall be chargeable from every person whose eye- 
sight and hearing are examined for the purpose of enabling the 
grant to him of a certificate of adequate eye-sight and hearing 
referred to in clause (i) of sub-regulation (1), unless such 
examination Is made in the course of an examination held under 
regulation 40. 
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(3) Where an emergency exists, the manager of a mine may 
appoint to make the inspection required by regulation 70 any 
person who, in his opinion, is competent to make such inspection, 
notwithstanding the fact that such person does not possess the 
qualifications prescribed in sub-regulation (1) : 

Provided that such appointment shall not extend over a 
period exceeding one month : 

Provided further that every such appointment and the 
reasons therefor shall forthwith be reported to the Chief Inspec- 
tor. The Chief Inspector may cancel any appointment so made, 
and such cancellation shall be final. 

72. (1) If at any time it is found by the person for the time 

being in charge if a mine or any part thereof that, by reason of 
any cause whatever, the mine or part is dangerous, every work- 
man shall be withdrawn from the mine or part,, and a competent 
person appointed by the manager for the purpose shall inspect 
the mine or part. 

(2) The person so appointed shall make a full and accurate 
report of the condition of the mine or part and no workman shall, 
except in so far as is necessary for enquiring into the cause of 
danger or for the removal thereof or for exploration be readmitted 
into the mine or part, until the mine or part is reported by the 
person so appointed not to be dangerous. 

(3) Every report made under sub-regulation (2) shall be 
reported without delay in a paged book, which shall be kept at 
the mine for the purpose, and shall be dated and signed by the 
person who made the inspection. 

Provided that — 

(1) where the danger arises from the presence of inflam- 
mable or noxious gas, the provisions of regulation 72-A 
shall be followed ; 

(ii) where the appearance in any part of a mine of smoke 
or other sign indicates that a fire has or may have 
broken out, the provisions of regulation 87-F shall be 
followed. 

72-A. (1) When inflammable gas or any noxious gas is de- 
tected in any working place or any part of a mine, all persons 
shall be withdrawn from the place or part, and the place or part 
shall be immediately fenced off so as to prevent persons inadvert- 
ently entering the same. The official in charge of the district in 
which the gas has been detected shall take steps, without delay, 
to remove the gas by improving the ventilation and shall also 
send a report of the occurrence to the manager. 

(2) During the removal of such gas no naked light shall be 
used in the ventilating district in which the gas is detected and 
all persons, except those necessary for such removal, shall be 
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withdrawn from the return side of the ventilating district unless 
the quantity of gas is, in the opinion of the manager or other 
responsible official in charge of the mine in the manager’s 
absence so small that such withdrawal of persons is unnecessary. 

(3) No workman shall be readmitted into the place or part 
referred to in sub-regulation (1) until a competent person ap- 
pointed by the manager for the purpose has inspected the place 
or part and has reported that the place or part is free from gas. 
Every such report shall be in writing and shall be dated and 
signed by the person who made the report. 

(4) The inspection required by sub-regulation (3) shall be 
made with an approved locked flame safety lamp and, in the 
case of noxious gas, also with a cage containing small birds or 
other means of detecting carbon monoxide gas approved by the 
Chief Inspector. 

(5) Particulars of every occurrence referred to in sub- 
regulation (1) and every report submitted under sub-regulation 
(3) shall be recorded in a paged book, which shall be kept at the 
mine for the purpose, and it shall be stated in the book where 
and when the gas was found and when it was removed. 

72-B. (1) No coal shall be extracted from any spot which 

lies vertically below — 

(a) any part of the bed of any river, tank or reservoir, or 

(b) Any spot lying within a horizontal distance of 50 feet 
from either bank of a river or the boundary of a tank 
or reservoir, except with the written permission of a 
Chief Inspector and subject to such conditions as he 
may specify. 

(2) For the purposes of this regulation, where sand or 
alluvium are lying in the course of a river, or in a tank or re- 
servoir, the bed of the river, tank or reservoir at that point shall 
be deemed to coincide with the surface of the hard strata under- 
lying such sand or alluvium. 

73. Where any part of a mine is so situated that there is 
any danger of irruption of surface water into the mine adequate 
protection against such an irruption shall be provided and 
maintained. 

74. Where any working has approached within 100 feet of 
any place containing or likely to contain an accumulation of 
water or other liquid matter, or within 100 feet of disused work- 
ings (not being workings which have been examined and found 
to be free from accumulation of water or other liquid matter) 
the working shall not exceed eight feet in width or height, and 
there shall be maintained at least one bore-hole near the centre 
of the working face, and sufficient flank bore-holes on each side 
and, where necessary, bore-holes above and below the working. 
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at intervals of not more than 15 feet. All such bore-holes shall 
be and shall be constantly maintained at sufficient distance in 
advance of the working and such distance shall in no case be 
less than 10 feet. 

‘ 75. Where work? is being done in any seam or part of a 
seam below another seam or part of a seam which contains or 
may contain an accumulation of water, or where work is being 
done in an upper seam or part of an upper seam which is at a 
lower level than any part of a lower seam which contains or may 
contain an accumulation of water, adequate precautions shall be 
taken against such an irruption of water into the seam where 
work is being done as would be likely to endanger the lives of 
the workmen in the mine.* 

* 75-A. When the owner, agent or manager of a mine in- 
tends or proposes by introducing water from the surface, or froipi 
any other part of the mine, or from an adjacent mine, to flood 
any part of the workings of his mine he shall give in writing not 
less than seven days’ notice of his intention to commence such 
operations to the Chief Inspector and to the management of all 
adjacent mines and such other mines as might be affected by 
such flooding : 

Provided that the Chief Inspector may by order in writing- 

(a) permit such operations to be commenced on any day 
prior to the expiry of seven days from the receipt of 
notice ; or 

(b) require that such operations shall not be commenced 
until after the expiry of such time, not exceeding twenty 
days, from the receipt of notice as he may specify in 
this behalf. 

75-B. If the operations in respect of which notice is given 
under regulation 75-A are not commenced within sixty days from 
the expiry of the period of notice of seven days therein referred 
to, the notice shall be deemed to have lapsed and the provisions 
of that regulation shall apply as if no such notice had been 
given/ 

76. (1) No working shall be made within a distance of 25 

feet of the boundary of any mine property, or, in the case of a 
disputed boundary, within a distance of 25 feet of the boundary 
claimed by the owner of an adjacent mine until such time as a 
binding agreement has been reached as to the correct boundary 
or the question has been finally determined by a court of law. 

(2) Notwithstanding anything contained in sub-regulation 
(1) the Chief Inspector may, by order in writing, permit the 
working of any mine or part of a mine to extend to within any 
shorter distance than 25 feet of the boundary of the mine, or 
may require that the working of any mine or part of a mine 
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shall not extend further than any specified distance, not exceed- 
ing 100 feet, of such boundary. 

(3) The owner of any mine affected or likely to be affected 
by any order passed by the Chief Inspector under sub-regulation 

(2) may prefer an appeal to the Mining Board constituted under 
section 10 of the Act, or, if no Mining Board has been constituted 
for the part of British India in which the mine or part of a mine 
is situated, to the Local Government, and the order of the 
Mining Board or of the Local Government thereon shall be final. 

(4) Where the workings of two adjacent mines have each 
approached to within a distance of 100 feet of the respective 
boundary or boundaries of each mine property, or, in the case of 
disputed boundary, within a distance of 100 feet of the boundary 
claimed by the owner of the adjacent mine, the owners of two 
mines shall make a joint survey of the workings on either side 
of the common barrier and a copy of the plan showing the work- 
ings upto a date within six months shall be kept in the office at 
each of the mines. 

77. (1) The dimensions of pillars and galleries and the 

shape of pillars formed in any seam shall be such as to ensure 
stability during the formation of pillars, during the extraction of 
pillars and during the period between such formation and ex- 
traction. 

(2) Save with the previous permission in writing of an In- 
spector, no gallery in a seam shall exceed 10 feet in height or 
16 feet in width. 

(3) Where the ‘pillar and stair system of working is adopted 
the pillars formed in any seam shall normally be rectangular in 
shape. 

(4) The distance between the centres of any two adjacent 
pillars left in the seam shall not be less than that specified in the 
appended table as corresponding to the depth of the seam from 
the surface and the average width of the galleries in the workings 
in question : 

Provided that the Chief Inspector may, in the case of any 
particular seam or mine, by order in writing and subject to 
such conditions as he may specify, vary the distances specified in 
the said table.* 

(5) Nothing in sub-regulations (2), (3) and (4) shall app 7 y 
to workings in a mine made before the coming into force of this 
regulation. In such workings the following provisions shall 
apply, except in depillaring operations : — 

(a) if the distances between the centres of adjacent pillars 
are smaller than those specified in the table append- 
ed to sub-regulation (4), the pillars shall not be 
further reduced ; 


•For Tabic see next page. 
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lb) if the distances between the centres of adjacent pil- 
lars are not smaller than those specified in the table 
appended to sub-regulation (4), the pillars shall not 
be so reduced as to render those distances smaller 
than — 


(i) the distances so specified, or 

<ii) any distance required in this behalf by the Chief 
Inspector ; 

if the height or width of a gallery exceeds the figure 
specified in sub-regulation (2), the dimensions of the 
gallery shall not be further increased without the per- 
mission in writing of an Inspector ; and 
if the height or width of a gallery is less than the 
figure specified in sub-regulation (2), it may be in- 
creased only to the extent so specified or to such ex- 
tent as may be permitted by an Inspector in writing. 
In the case of all workings, where in the opinion of an 

dimensions of pillars or galleries are such as to 
router it likely that ermhta* pU i, ra or , he 

lapse of any part of the workings will occur either before or 
during the extraction of pillars, he may, by order in writing. 


(c) 


Id) 


( 6 ) 
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require such modification of those dimensions in respect of 
any future working as he shall specify. 

78. (1) The extraction of pillars shall be conducted in such 
a way as to prevent as far as possible the extension of a collapse 
or subsidence of the goaf over pillars which have not been 
extracted. Adequate timber or other supports shall be used 
where necessary. 

(2) Save as provided by sub-regulation (3), no pillars shall 
be reduced or split in such a manner as to reduce the dimen- 
sions of the resultant pillars below those required by regulation 
77 or by any order passed thereunder, nor shall any gallery oe 
so heightened as to exceed the height required by or under that 
regulation. 

(3) During the systematic extraction of pillars no ‘split- 
ting ’ or reduction of pillars or the heightening of galleries 
shall be effected for a greater distance than the length of two 
pillars ahead of the pillar that is being extracted or from the 
point at which pillar extraction is about to begin. 

(4) An Inspector may by order in writing relax the pro- 
visions of sub-regulations (2) and (3) in respect of any specifi- 
ed workings to such extent and on such conditions as he may 
specify in the order.” 

“ 78-A. Nothing in regulation 77 or regulation 78 shall pre- 
vent the driving of any gallery through any pillar or the en- 
largement of any gallery beyond the limits prescribed by or 
under these regulations when in the opinion of the manager 
such work is necessary for haulage, ventilation, drainage or 
any other purpose necessary for the proper working of the 
mine, if a week’s previous notice of the intention to undertake 
such work has been sent to the Inspector.” 

78-B. Whenever “ crush ” of pillars or any symptom of 
impending collapse other than that ordinarily caused by pillar 
extraction is detected, the owner agent or manager of the mine 
shall inform the Chief Inspector forthwith. 

79. Where the method of extraction is to remove all the coal, 
or as much of the coal as is practicable and allow the roof to 
fall in, operations shall be conducted in such a way as to leave 
as small an area of uncollapsed roof as possible and ; where 
practicable, means shall be taken to bring down the roof at 
regular intervals. 

80. (1) In any mine in which two or more seams or 
sections of a seam are close to each other, the pillars in the one 
seam or sections shall, where the strata are not highly Inclined, 
be, as far as practicable, vertically above or below the pillars in 
the other seam or section. 

(2) No work in a higher seam or section shall be done over an 
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area in a lower seam or section which may collapse unexpectedly. 

(3) No seam in a mine shall be worked in more than one sec- 
tion without the permission in writing of the Chief Inspector 
and under such conditions for ensuring the stability and safety 
of the workings as he may specify. 

(4) Every application for permission under sub-regulation 
(3) shall be accompanied by a plan showing the proposed layout 
of the workings, the thickness of the seam, the depth of the seam 
from the surface, the rate and direction of dip, the dimensions 
of pillars and galleries in each section and the thickness of the 
parting between the sections. 

(5) Where a seam in a mine is worked in two or more sec - 
tions every such section shall be deemed to form a separate seam 
and the parting left between any two such sections or between 
the workings made in any two seams in a mine which are close 
to each other, shall not be less than 10 feet in thickness : 
Provided that an Inspector may by order in writing — 

(a) permit a smaller thickness of parting, if he is of opinion 

that the stability of the workings will not be affect- 
ed thereby, or 

(b) require a greater thickness of parting, if he is of opinion 

that such greater thickness is necessary for the safety 
of the workings.” 

44 80A. If in any mine it appears to an Inspector authorised 
in this behalf in writing by the Chief Inspector that the provisions 
of regulation 77, regulation 78 or regulation 80 or of any order 
issued under any of those regulations have not been complied 
with, he may give notice in writing to the owner, agent or manager 
of the mine requiring him to take such protective measures, with- 
in such reasonable time, as he may specify in the notice ; and 
in case of non-compliance, the Inspector may, by order in writing 
addressed to the person to whom the notice was given, prohibit 
the extraction of coal in the part or parts of the mine in which 
protective measures are required to be taken until the require- 
ments specified in the notice are complied with to his satisfaction.” 

81. (1) Proper provision shall be made in every mine to 
prevent 

(a) an outbreak of fire in the mine or the spread of fire to 
the mine from any mine adjacent to it, 

<b) inundation by water from a neighbouring mine, and 

(c) the premature collapse of workings, 

and adequate steps shall be taken to isolate, control or remedy, 
as the case may require, any such outbreak, inundation or 
collapse which may occur. 

(2) Where, in the opinion of an Inspector, the provision 
made or steps taken for the purposes specified in sub-regulation 
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(1) are inadequate, he may require such additional provision or 
steps as he shall specify to be made or taken. 

82. (1) An appeal against any order passed by an Inspector 
under any of the following regulations, namely regulations 68, 
77, 78, 80, 80-A and 81, may be preferred to the Chief Inspector 
and the order of the Chief Inspector thereon shall, save as other- 
wise provided in sub-regulation (2), be final. 

(2) An appeal against any order passed by the Chief 
Inspector — 

(a) under sub-regulations (4) and (5) of regulations 77 or 
sub-regulation (3) of regulation 80 ; or 

(b) on appeal under sub-regulation (1) of this regulation 
against any order of an Inspector passed under regula- 
tions 77, 78, 80 and 80-A. 

nay be preferred to the Central Government, which shall refer 
he same to a Committee constituted in the manner laid down in 
nib-sections (1) and (2) of section 11 of the Act. 

(3) The procedure laid down in sub-sections (3), (4) and 
t5) of section 11 of the Act shall apply to a reference made to a 
Committee under sub-regulation (2). 

(4) Every order against which an appeal is preferred under 
;ub-regulation (2) shall be complied with pending the receipt at 
he mine of the decision of the Committee : 

Provided that the Committee may, on the application of the 
ippellant, suspend the operation of the order appealed against 
>ending the disposal of the appeal. 

83. Every person shall examine his own working place before 
ommencing work, and also at intervals during the shift. If any 
iangerous condition is observed by him he shall either remedy 
t or immediately leave the place and report the fact to an official 
f the mine, who shall deal with the matter without delay. 

84. (1) No person shall work in any place in which he has 
iot been ordered to work either by an Official of the mine or by 

person authorised in this behalf by an official of the mine. 

(2) No person shall cut coal from any pillar, roof or floor 
nless specially so authorised by the manager, or other person 
ualifled under the provisions of regulation 71 to make an in- 
pection required by regulation 70. 

85. After an explosion of fire-damp or coal dust in a mine 
nly such persons as are authorised by the manager or an official 
ppointed by the manager for the purpose or, in the absence of 
be manager of such official by the principal official of the mine 
resent at the surface, shall be allowed to enter the mine. 

86. Where rescue or recovery work is being undertaken in a 
line or part of a mine likely to contain an irrespirable atmos- 
here, no party of less than three shall be allowed to enter. 
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CHAPTER VII -A 

Special precautions against spontaneous combustion and 
underground fires. 

87. In any mine in which an underground fire exists, 
whether such fire has been sealed off by means of stoppings of 
non-inflammable material or not, or in which an explosion of 
fire damp or coal dust is likely to occur, there shall be kept at 
the mine constantly available for use two or more small birds or 
other means approved by the Chief Inspector of detecting carbon 
monoxide gas and two or more approved locked flame safety 
lamps for the purpose of testing for inflammable and other gases : 

Provided that the Chief Inspector or an Inspector may re- 
quire compliance with this regulation in the case of any other 
mine if he thinks that the circumstances of the mine are such 
as to require it. 

87-A. (1) All surface structures and supports within a 

horizontal distance of 25 feet from the perimeter of shafts and 
the covering of all shafts sealed off or covered for ventilation 
purposes, and all fan drifts, fan casings and parts of fans within 
such drifts or casings, shall be of non-inflammable material : 

Provided that this sub-regulation shall not apply to — 

(a) structures and supports and the covering of shafts, if 
they are so protected by non-inflammable material as 
to eliminate the risk of fire ; 

( b ) the small lid or covering of a shaft covering operated 
by the rope cappel ; and 

(c) temporary structures, supports and coverings at the top 
of shafts which are in the course of being sunk : 

Provided further that until 30th April 1940 this sub-regula- 
tion shall not apply to wooden headgears which were in use on 
the date on which this sub-regulation came into force. 

(2) All air-crossings in main intake or main return airways 
and all ventilation or separation doors in any fan house or fan 
drift and in the vicinity of shaft bottoms or air-crossings in main 
intake or main return airways shall be constructed of non-in- 
flammable material and shall be designed, as far as practicable, 
to prevent leakage. 

(3) No timber or other inflammable material shall be used 
in the construction of or in connection with any underground 
engine-house or electrical sub-station, switch house or motor 
room. 

87-B. No oil grease, canvas, or other highly inflammable 
material shall be stored underground in any mine except in a 
fire-proof receptacle or chamber. 

87-C. Adequate means of extinguishing fire shall be pro- 
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vided at any part of a mine where timber, grease or other inflam- 
mable material is stored and at all insets where timber is used 
for the construction of the staging and at every pit-head, pit- 
bottom, engine-room and elecrical apparatus room. 

(2) In every mine in which there are water mains or other 
pipes containing water under pressure, an adequate number of 
taps shall be provided on such mains or pipes. Hose pipe not less 
than 200 feet in length with the necessary fittings shall be kept 
readily available in the mine and the distance between two ad- 
jacent taps shall not exceed the length of the hose pipe provided. 

(3) In mines or parts of mines where in the opinion of the 
Chief Inspector arrangements for extinguishing a fire cannot 
reasonably be provided under sub-regulation (2), one or more of 
the following means shall be adopted : — 

(a) portable fire extinguishers shall be provided and kept 
readily available and in good condition at suitable places 
underground ; or 

(b) portable water tanks fitted with hand pressure pumps 
and an adequate length of hose piping shall be provid- 
ed : or 

(c) adequate supplies of sand or incombustible dust shall 
be kept available at suitable places underground. 

(4) A competent person appointed in writing by the man- 
ager for the purpose shall examine each portable fire extinguisher 
provided under sub-regulation (3) at intervals not exceeding 
three months, and the result of each such examination shall be 
recorded in a book kept at the mine for the purpose. 

(5) Water shall not be used for putting out electrical or oil 
fires. 

87-D. (1) No person shall light a fire or deposit ashes or 

heated material in any coal quarry, or on any exposed outcrop 
of coal, or on any ground damaged by the extraction of coal in 
which open fissures or cavities exist. 

(2) No person shall light a fire or permit a fire to be lighted 
in any underground part of a mine : 

Provided that nothing in this sub-regulation shall apply to 
the use in a mine to which regulation 123 does not apply, of blow 
lamps or electric repairing apparatus if permitted by a special 
written order granted by the manager of the mine. The order 
shall specify the person who shall be in charge of the blow lamp 
or apparatus and shall require such person to bring it back to 
the surface when no longer required. 

(3) No person shall light a fire or permit a fire to be lighted 
within a distance of 40 feet from the perimeter of any shaft 
except in accordance with a written order granted by the mana- 
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ger of the mine and only for a special purpose specified in such 
order : 

Provided that this sub-regulation shall not apply to boilers 
other than vertical boilers. 

(4) All such orders shall be recorded in a paged book kept 
in the office of the mine. 

(5) No person shall ignite a “feeder” or an accumulation 
of gas. 

87-E. No excavation shall be done in any part of a seam 
lying under any part of another seam which is on fire or is be- 
lieved to be on fire or which is connected by a goaf or by broken 
strata to any fire except by a method which will maintain the 
strata between the seams in situ and intact. 

87-F. (1) On the appearance in any part of a mine of 

smoke or other sign indicating that a fire has or may have 
broken out all workmen other than those whose presence in the 
mine is deemed necessary for ’dealing with the emergency shall 
be immediately withdrawn from the mine. No workmen, other 
than the men required for dealing with or damming off the 
fire shall be re-admitted until either the fire has been extinguish- 
ed or the part in which it exists has been effectively dammed 
off and an examination has been made by the manager and the 
competent person appointed under regulation 72 and the mine 
has been reported to be safe. Every such report shall be record- 
ed without delay in a paged book, which shall be kept at the 
mine for the purpose and shall be dated and signed by the 
manager and the competent person who made the inspection : 

Provided that, in a mechanically ventilated mine in which 
the use of safety lamps is not required other than for inspection 
purposes, this regulation shall apply only to the ventilating 
district or districts, that may be affected. 

(2) The examination required by sub-regulation (1) shall 
be made with an approved locked flame safety lamp and a cage 
containing small birds or other means of detecting carbon mono- 
xide gas approved by the Chief Inspector. No additional light 
shall be used other than an approved electric torch or lamp. 

87-G. (1) Approved locked safety lamps or electric torches 

shall be exclusively used in the work of dealing with or damming 
off an underground fire : 

Provided that where in the opinion of the manager, it is 
necessary to take immediate steps to deal with an outbreak of 
fire, the provisions of this sub-regulation shall be deemed to 
have been complied with if the workmen engage in dealing with 
the fire are provided with approved safety lamps or electric 
torches as quickly as is reasonably practicable. 
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(2) During the work of dealing with or damming off an 
underground fire a cage cages containing small birds or other 
means of detecting carbon monoxide gas approved by the Chief 
Inspector shall be kept at all places in which persons may be 
in danger from noxious gases. 

87-H. Approved locked safety lamps or electric torches shall 
be exclusively used in any ventilating district of a mine in which 
there is an underground fire whether such fire is sealed off by 
stoppings or not : 

Provided that the Chief Inspector may in the case of any 
mine, grant exemption from this regulation under such condi- 
tions as he may impose, if, in his opinion, the use of approved 
safety lamps or lectric torches in such mine is not necessary. 

87-1. (1) In any ventilating district of a mine which is 

not naturally wet throughout and — 

(1) in which there is an underground fire, whether sealed 
off or not ; or 

(ii) in which the extraction of pillars is in hand or is 
about to commence ; 

the following precautions with respect to danger from dry coal 
dust shall be taken : — 

(a) All haulage and tramming roads shall be systematically 
kept clear of accumulations of dry coal dust. 

(b) All such roads shall be systematically treated with 
water or incombustible dust in such a manner as to 
prevent an explosion from being initiated or propagat- 
ed by coal dust. If incobustible dust is used for the 
purpose, it shall be of a kind which is not likely to be 
injurious to the health of workmen. 

(2) The precautions laid down in sub- regulation (1) shall 
also be observed at all places within 400 feet of an area — 

(i) which has been or is being sealed off on account of 
fire ; or 

(ii) in which pillars are being extracted. 

(3) The Chief Inspector may, by order in writing, grant, 
subject to such conditions as he may impose, exemption from 
the provisions of sub-regulation (1) or sub-regulation (2) to any 
mine or part of a mine on the ground that, on account of the 
special character of the mine or part, the observance of the 
precautions laid down therein is not necessary. 

87-J. In any working mine in which a fire is known or is 
believed to exist — 

(a) adequate precautions shall be taken to prevent the 
passage of air from the mine through any goaf or 
through broken strata connected with the fire ; and 

(b) no work, other than work required by clause (a) of 
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this regulation, shall be done in any part of the mine 
which is not effectively sealed off from any such goaf 
or broken strata.” 

CHAPTER VIII. 

HAULAGE 

88. (1) Every haulage road on which the haulage is work- 
ed by gravity or mechanical power shall be provided with suffi- 
cient manholes for refuge, which shall in no case be placed at 
intervals of more than 60 feet and which shall not be less than 
5 feet in height, 3 feet in width and 4 feet in depth. Where the 
inclination is more than 1 in 6 the manholes shall be at inter- 
vals of not more than 30 feet. 

Provided that in any case in which an Inspector considers 
that there are difficulties which make the provision of a man- 
hole at the above specified intervals or of the above speci- 
fied dimensions not reasonably practicable, he may, by order in 
writing, specify a greater interval or reduced dimensions. 

(2) Every manhole shall be kept clean and whitewashed 
both inside and for a distance of not less than lfoot around the 
aperture and the entrance of such manhole shall be kept 
unobstructed. 

89. Every haulage road exceeding 100 feet in length on 
which the haulage is worked by gravity or mechanical power, 
shall be provided with proper means of communicating distinct 
and definite signals from all regular stopping places to the place 
or places at which the persons who control the haulage machi- 
nery are stationed : 

Provided that the Chief Inspector may, at his discretion and 


by order in writing, require that there shall be means of com- 
municating signals in the reverse direction also. 

The first four or principal signals shall be— 

Three raps 

One rap 

START when at rest. 

STOP when in motion. 

Two raps 

f LOWER SLOWLY 
•t or 

[ HAUL IN SLOWLY. 

Four raps 

f RAISE SLOWLY 
or 

(. HAUL OUT SLOWLY. 

Any other signals shall be in 

addition to and shall not in 


terfere with the foregoing : 
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Provided that the Chief Inspector by order in writing, may, 
at his discretion, permit the use of a different code of haulage 
signals. 

90. A printed copy of the code of haulage signals shall be 
kept posted at the brakewheel or haulage engine, and at both 
ends of the haulage road and at every signalling station. 

91. The signal handle or attachment at every stopping 
place on any haulage or self-acting incline shall be placed in 
such a position as will enable the person operating the signals 
to be safe in the case of a runaway tub or tubs on the incline. 

92. At the top of every incline on which the haulage noi 
being endless rope or endless chain haulage, is worked by mecha- 
nical power or gravity there shall be stop-blocks or other similar 
contrivances to prevent tubs from running away. Additional 
stop blocks or runaway switches, or some other appliance for 
arresting the descent of tubs in the event of a runaway, shall 
be fixed below the first stop-blocks at a greater distance than 
the length of a train of tubs. There shall also be provided and 
attached behind the ascending tub or train of tubs a back-stay, 
drag or other suitable contrivance for preventing the tub or 
tubs from running back. 

93. Where main haulage road extends to a distance of more 
than 3,000 feet from the shaft or the entrance of the mine, effi- 
cient means of telephonic communication shall be provided and 
maintained between a suitable station near the end of every 
such main haulage road, the pit bottom and the surface, or bet- 
ween a suitable station near the end of every main haulage road 
and the entrance to the mine : 

Provided that the Chief Inspector may, by order in writing 
require the provision of means of telephonic communication 
where in any mine the main haulage extends to a distance of 
less than 3,000 feet from the shaft or the entrance to the mine, 
where travelling is unduly arduous : 

Provided further that the Chief Inspector may, by order in 
writing permit the use of other suitable means of communica- 
tion in cases is which the conditions in the mine are not suitable 
for telephones. 

94. Where haulage is effected by means of an endless rope 
or chain, automatic catches shall be fixed at such points on the 
haulage road as may be necessary to prevent tubs from running 
away. 

95. (1) No person shall permit a tub or tubs to run un- 
controlled with the consent of the manager : 

Provided that the Chief Inspector may by order in writing, 
prohibit the uncontrolled movement of tubs at any place where, 
in his opinion, there would be danger of injury to persons. 
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(2) No person shall ride on any tub, truck or wagon, either 
underground or above ground except with the written permis- 
sion of the manager. 

96. Where the Chief Inspector so requires travelling roads 
separate from the haulage roads shall be provided to and from 
the working places. 

96-A. In every underground part of a mine— 

(1) main haulage and travelling roads shall, as far as 
practicably, be kept free from accumulations of fine coal dust ; 

(2) All coal tubs shall be so constructed and maintained 
as to prevent as far as practicable^ coal dust escaping through 
their sights, ends or floors. 

CHAPTER IX. 

EXPLOSIVES 

97. No owner, agent or manager shall store, or knowingly 
allow any other person to store, within the premises of the mine, 
any explosives otherwise than in accordance with the provisions 
of rules made under the Indian Explosives Act, 1884. 

98. No explosive shall be stored in the workings of a mine 
or taken into or kept in a dwelling house. 

99. No explosive shall be used in a mine except that pro- 
vided by the manager. 

100. The manager shall appoint in writing a competent 
person or persons to be in charge of every magazine for the storage 
of explosives, and no person shall be in charge of a magazine 
without such written authority. 

101. Explosives shall be issued only to competent persons 
appointed in writing by the manager,, and no unauthorised per- 
son shall have explosives in his possession. 

101-A. No liquid oxygen explosive shall be used in any 
underground part of a mine. 

102. No gunpowder or any other kind of explosive, except 
fuses and detonators, shall be issued for use in blasting operations 
in a mine or used in a mine, except in the form of cartridges. 

103. Explosives unusued and left over at the end of a shift 
shall be returned to the magazine immediately after the end of 
shift. Such returned explosives shall be re-issued before fresh 
stock is used. 

104. The person in charge of a magazine shall keep a 
correct record of the quantity of gunpowder and of the numbers 
of cartridges or other kinds of explosives and of detonators issued 
from the magazine to each authorised person,, and a similar re- 
cord of explosives returned to the magazine. 
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105. The preparation of cartridges from loose gunpowder, 
the drying of gunpowder and the re-construction of damp cart- 
ridges shall be carried out only by a competent person or persons 
appointed in writing by the manager for the purpose, and only in 
accordance with the conditions laid down in rules made under the 
Indian Explosives Act, 1884, and in a place approved by the 
licensing authority. 

106. No explosive shall be taken into a mine except in 
securely locked cases or canisters, containing not more than five 
pounds each, and no person shall have in use or keep for use, at 
one time in any one place, more than one such case or canister. 
The place, in the mine at which any such case or canister is in 
use, or is kept for use, shall unless solid ground directly inter- 
venes, not be less than 30 feet from a place at which any other 
such case or canister is in use or kept for use : 

Provided that the Chief Inspector may, in special cases by 
order in writing permit, subject to such limitations as he may 
prescribe, the use at one time in one place of more than one such 
case or canister. 

“ 107. The amount of every charge of explosive shall not be 
disproportionate to the work to be done. The charge shall be 
placed in a properly drilled and placed shot hole and shall have 
sufficient stemming. A sufficient supply of suitable non-inflam- 
mable stemming material shall be provided at places convenient 
to the shot-firers.” 

108. (1) No shot shall be stemmed or fired except by, or 
under the personal supervision of, a competent person appointed 
by the manager, by order in writing to be a shot-firer. 

(2) In any mine in which more than 50 persons are em- 
ployed underground at any one time, no person shall be so ap- 
pointed or shall perform the duties of a shot-firer who is res- 
ponsible for making inspections under sub-regulation (2) of re- 
gulation 70. 

<3) With effect from the 1st day of April 1940, no person 
shall be appointed as a shotfirer under sub regulation (1) unless 
he holds either a shot-firer’s certificate or a sirdar’s certificate or 
a manager's certificate granted under these regulations. 

109. Every shot-firer shall, before a shot is fired by him or 
under his supervision, see that all persons in the vicinity have 
taken proper shelter at a safe distance ; he shall also take suit- 
able steps to prevent any person approaching the shot and shall 
himself take proper shelter. 

110. When two working places have approached to within 
10 feet of one another, no blasting shall be done in any one of 
such workings unless the workmen have been withdrawn from 
the other working, and the same has been fenced. 
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Explanation 

For the purpose of this regulation, any place to which work- 
men have lawful access shall be deemed to be a working place. 

111. In the process of charging or stemming for blasting, 
no person shall use or have in his possession any iron or steel 
pricker, scraper, tamping rod or stemmer, and only suitable non- 
inflammable substances shall be used for tamping or stemming. 

112. (1) When a hole has been charged, the explosive shall 
be unrammed. 

(2) No hole shall be bored at a distance of less than 12 
inches from any hole where a charge has misfired nor shall a 
second charge be placed in any such hole. 

113. Detonators shall be kept in a securely locked box sepa- 
rate from any other explosive and no detonator shall be insert- 
ed into the priming cartridge until immediately before it is used : 

Provided that in the case of a wet working priming cartridges 
may be prepared at the nearest convenient dry place adjacent 
to the working. 

114. No explosive shall be forcibly pressed into a hole of 
insufficient size. 

“115. (1) In any place in a mine in which the use of a locked 

safety lamp is for the time being required by or in pursuance of 
the regulations — 

(a) no shot shall be stemmed or fired by any person who 
does not hold a sirdar’s certificate endorsed for gas 
testing ; 

(b) no shot shall be fired until the shot-firer has examined 
both the place where the shot is to be fired and all 
accessible places within a radius of 60 feet for the pre- 
sence of inflammable gas and has found such places 
free from gas ; 

(c) no shot of a Permitted Explosive shall be fired except 
by means of a shot-firing apparatus of a type approved 
by the Chief Inspector and subject to such conditions 
as he may from time to time lay down by notification 
in the Gazette of India : 

Provided that the Chief Inspector may, in special cases, by 
order in writing, permit, subject to such conditions as he may 
specify, the use of any other shot-firing apparatus. 

(2) (i) Every approved shot-firing apparatus in use in 
a mine shall, once at least in every three months, be 
cleaned and thoroughly overhauled by a competent 
person appointed in writing by the manager. 

(ii) No person shall use or allow to be used any approved 
apparatus which has become unsafe or defective. 

(3) No shot shall be fired at any place underground in a 
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mine unless the place itself and all accessible places within a 
distance of 60 feet — 

(a) are naturally wet, or 

(b) have been drenched with water to such an extent that 
there will be no danger of dry coal-dust being raised 
into the air by the shot, or 

(c) have been thoroughly treated with incombustible dust.” 

116. No explosive other than a Permitted Explosive shall be 

used — 

(a) in any mine in which inflammable gas has within the 
previous twelve months been reported to be present or 
in which safety lamps are required, by or in pursuance 
of these regulations, to be used for any purpose other 
than inspections ; and 

(b) in any other mine in any main haulage road or main 
intake or main return airway or any place immediately 
contiguous to such road, intake, airway or place, unless 
such road, intake, airway or place is naturally wet 
throughout : 

Provided that in the case of any mine or any part of a mine 
an exemption may be given by the Chief Inspector, subject to 
such conditions as he may impose, on the ground that on account 
of the special character of the mine, the prohibition of the use 
of explosives other than permitted explosives is not necessary. 

116- A. In any mine in which the use of “ Permitted Explo- 
sives ” is required by these regulations or by any bye-law or order 
made under the Act : — 

(a) where more shots than one are charged for firing, the 
shots shall be fired simultaneously ; 

(b) the aggregate charge in any number of shots fired simul- 
taneously in coal shall not exceed the permissible maxi- 
mum charge laid down by the Chief Inspector for the 
kind of ‘Permitted Explosive* used ; 

(c) no shot shall be fired in coal in any gallery unless — 

(1) the coal has been undercut, overcut or sidecut; and 

(2) the length of the shot hole is at least six inches less 
than the length of the cut. 

116-B. In any underground part of a mine two or more 
shots shall not be charged or fired in the same place simulta- 
neously, if the explosive used is not a permitted explosive : 

Provided that this regulation shall not apply to — 

(a) working place in which the roof, floor and sides within 
a radius of 100 feet of the place where shots are to be 
fired are naturally wet ; or 

<b) a cross measure drift in stone if such drift does not 
contain any coal dust ; or 



370 LABOUR AND FACTORY LEGISLATION 

(c) shafts which are in the process of being sunk through 
or across the strata. 

116-C. Whe,re shots are fired electrically, the shot firer 
shall — 

(i) for the purpose of firing, use a cable which is not less 
than 60 feet in length ; 

(ii) before coupling the cable to the firing apparatus 
couple up the cable himself to the fuse or detonator 
wires ; 

Uii) take care to prevent the cable coming into contact 
with any power or lighting cable ; and 
(iv) himself couple the cable to the firing apparatus, and 
before doing so, that all persons in the vicinity 
have taken proper shelter at a safe distance. 

117. After a shot has been fired the shot-firer appointed 
under regulation 108 or other competent person appointed in 
writing by the manager of the mine shall, before any other per- 
son enters the place, make a careful examination and with his 
assistants make the place safe. No other person shall enter the 
place until the examination has been made and the place has 
been declared to be safe in all respects. 

118. When a shot has misfired, the entrance to the firing 
place shall be fenced, and no person shall go beyond the fence 
until the expiration of one hour from the time of misfiring ; but 
when an electrical apparatus has been used for firing, this in- 
terval may be reduced to such time, not being less than ten 
minutes after the cable has been disconnected from the firing 
battery, as the manager of the mine may in each case direct. 

119. When a shot has misfired, the official or other compet- 
ent person in charge of the explosive at the time of the misfire 
shall report the failure to the manager or under manager, who 
shall record the fact in a book to be kept for the purpose ; and 
such official or other competent person shall give information of 
the failure to such person as may relieve or take over charge 
from him. 

120. When a misfired charge of explosive has been blasted 
out, a careful search for cartridges and detonators, if any, shall 
be made amongst the debris, and, if not located under ground, 
the tubs into which the debris is loaded shall be marked and a 
further search made on the surface. 

b CHAPTER X 

VENTILATION AND LIGHTING. 

121. (1) An adequate amount of ventilation shall be con- 
stantly produced in every mine to clear away smoke ahd to 
dilute and render harmless inflammable and noxious gases to 
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such an extent that the working places of the shafts, levels and 
workings of the mine, and the travelling roads to and from these 
working places, shall be in a safe state for persons working or 
passing therein. 

(2) Where the Chief Inspector is of the opinion that it is 
necessary for the adequate ventilation of a mine or for the pre- 
vention of danger from inflammable or noxious gases, he may re- 
quire that a mechanical ventilator shall be installed. 

121- A. (1) The Chief Inspector may require the manager of 
any mine in which, or in any part of which, a mechanical venti- 
lator is in use, to submit within one month Standing Orders 
specifying the action that shall be taken with respect to the with- 
drawal of workmen from such mine or parts of such mine in the 
event of a stoppage of the mechanical ventilator. 

(2) The Chief Inspector may approve of such Standing 
Orders either in the form submitted to him or with such addi- 
tions or alterations as he may think fit and shall give notice in 
writing to the manager that the Standing Orders in the form 
approved by him shall be enforced at the mine. 

(3) On receipt of the notice from the Chief Inspector, the 
manager shall post the Standing Orders in conspicuous places at 
the mine both above and below ground and shall be responsible 
for securing effective compliance with them. 

122. (1) In every mine in which inflammable gas has been 
found within the previous twelve months or where workings have 
been walled off on account of fire, the quantity of air shall, at 
least once in every month, be measured — 

(i) in the main intake airways of every seam, as near as 
practicable to the downcast shaft ; 

(ii) in every split, as near as practicable to the point at 
which the split commences ; and 

(ill) in each ventilating district, as near as practicable to 
a point where the air is sub-divided at the end of a 
main split or where it enters the first working place. 

(2) The measurements referred to in sub-regulation (1) shall 
be entered in a book kept at the mine for the purpose. 

123. (1) No artificial light other than an approved locked 
safety lamp shall be allowed or used- 

fa) in any seam in a mine which an explosion or ignition 
of inflammable gas has occurred during the previous 
twelve months : 

Provided that the Chief Inspector may, subject to such con- 
ditions as he may enforce, exempt any mine from the operation 
of this clause, on the ground that on account of this special cha- 
racter of the mine the use of safety lamps is not necessary ; 

(b) in any place in a mine in which there is or is likely to 
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be any such quantity of inflammable gas as to render 
the use of naked lights dangerous ; 

(c) in any working near a place in which there is likely to 
be an accumulation of inflammable gas ; or 

(d) in any ventilating district of a mine in which inflam- 
mable gas has been found during the previous twelve 
months. 

(2) If %ny difference of opinion arises between an Inspector 
and a manager on the question whether the conditions specified 
in clauses (b) and (c) of sub-regulation (1) exist in any mine, 
the question shall be referred to the Chief Inspector whose de- 
cision thereon shall be final. 

(3) In the case of any mine to which clause (d) of sub- 
regulation (1) applies the Chief Inspector may, if safety lamps 
are not immediately available, grant a temporary exemption from 
the operation of that clause, subject to such conditions as he may 
specify, until such time as safety lamps can be obtained. 

(4) In any mine or part of a mine in which safety lamps 
have been in use in compliance with the provisions of sub-regu- 
lation (1), no artificial light other than an approved locked safety 
lamp shall subsequently be allowed or used, except with the 
written consent of the Chief Inspector. 

Explanation 

Where the ventilation in a mine is not mechanically con- 
trolled, the ventilating district shall be deemed to include the 
whole mine. Where the ventilation in part only of a mine is not 
mechanically controlled, the whole of the part in which ventila- 
tion is not mechanically controlled shall be deemed to be a single 
ventilating district. 

124. Notwithstanding anything contained in regulation 123, 
fixed electric lights from power mains may be used in any part 
of a mine which is not within 600 feet of any working face, pro- 
vided such installation complies with the rules made under the 
Indian Electricity Act, 1910, relating to the use of electric energy 
in parts of mines in which inflammable gas is likely to occur in 
quantity sufficient to be indicative of danger. 

125. In any mine in which inflammable gas has been found 
during the previous twelve months, no advance gallery shall be 
driven more than ten feet ahead of the widened gallery and In 
every such gallery the ventilating current shall be conducted as 
near to the working face as is practicable. 

126. All safety lamps in ordinary use shall be numbered and. 
such record shall be kept of the persons to whom the lamps are 
Issued that the user of any particular lamp can at any time be 
identified from the record. 
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127. In every mine or part of a mine in which the use of 
safety lamps is for the time being required by or in pursuance 
of these regulations, the following provisions shall have effect 
namely : — 

(a) A competent person shall be appointed in writing by 
the manager to clean, trim, examine, and lock securely 
all such lamps before they are taken into the workings 
for use, and such lamps shall not be issued for use 
until they have been so examined and found to be in 
safe working order and securely locked. 

(b) A competent person appointed in writing by the mana- 
ger for the purpose shall examine every safety lamp 
at the surface immediately before it is taken under- 
ground for use and shall assure himself, as far as prac- 
ticable, from external observation that each lamp is 
in safe working order and securely locked. The per- 
son so appointed shall not be the banksman except in a 
mine where the number of persons employed under- 
ground is not more than 50 at any one time. 

(c) No safety lamp shall be unlocked except at the ap- 
pointed lamp-station. 

44 ( d ) A competent person appointed in writing by the 
manager for the purpose shall examine every safety 
lamp on its being returned, after use underground. If 
on such examination any lamp is found to be damaged 
or misused, he shall record the nature of the damage 
or misuse in a book to be kept at the mine for the pur- 
pose. Every new entry in the book shall be shown to 
the manager without delay. 

(e) The manager or a competent official appointed in 
writing by the manager for the purpose, other 
than the persons referred to clauses (a) and (b) of this 
regulation, shall examine thoroughly all safety lamps 
in use at a mine at least once in every week, and shall 
record the result of his examination in a book kept at 
the mine for the purpose. If any lamp is found to be 
defective, it shall not be reissued for use until the 
defect has been remedied/' 

(/) No person, unless he has been authorised in writing by 
the manager either for the purpose of examining or 
relighting safety lamps, shall have in his possession 
any contrivance for opening the lock of a safety lamp. 

(p) No person, shall have in his possession any unlocked 
safety lamp or naked light, and if it appears to any 
person that any safety lamp in his possession is defec- 
tive or insecure he shall at once carefully extinguish 
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the flame and report the fact to the sirdar, overman 
or manager. 

“ ih) No glass of an approved flame safety lamp shall be 
replaced except by a flame lamp glass manufactured by 
such firm and of such type and satisfying such con- 
ditions as the Chief Inspector may from time to time 
specify by notification in the Gazette of India. 

«) No bulb of an approved electric lamp shall be replaced 
except by an electric lamp bulb manufactured by such 
firm and of such type and satisfying such conditions 
as the Chief Inspector may from time to time specify 
by notification in the Gazette of India.” 

Explanation 

For the purposes of this regulation the term “manager” 
includes an under-manger and any person for the time being 
carrying on the duties of the manager. 

128. Where the use of safety lamps is for the time being 
required by or in pursuance of these regulations, one or more 
lamp stations for lighting or relighting the lamps shall be fixed 
by the manager at the entrance to the mine or part of the mine, 
as the case may require. No such lamp station shall be in a 
return airway. Every such lamp station shall be in charge of 
a person authorised in writing by the manager. 

129. No person other than a person authorised by the 
manager to examine and lock safety lamps shall either himself 
take or give out for use any safety lamp. 

130. No person shall wilfully, damage, or improperly use, or 
by improper means extinguish, any safety lamp, and on one 
except a person duly authorised by the manager in that behalf 
shall unlock or open or attempt to unlock or open any safety 
lamp. 

131. Any person discovering the presence of inflammable 
gas in his working place shall immediately withdraw therefrom 
and inform the sirdar, overman or manager. 

132. In any underground part of a mine where adequate 
stationary lights are not in use, every person shall carry a light. 

133. No person shall leave a light in any underground part 
of a mine unless and until he has placed it in charge of some 
person remaining therein. 

134. Every person after passing through a door or brattice- 
cloth shall at once close it. 

“ 135. (1) In every mine or part of a mine in which the 
use of safety lamps is for the time being required by or in pur- 
suance of these regulations no person shall have in his posses- 
sion any match,, smoking apparatus or any apparatus of any 
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kind for striking a light except such apparatus for the purpose 
of shot firing or relighting lamps as the Chief Inspector may by 
general or special order in writing authorise in this behalf. 

(2) A competent person appointed in writing by the mana- 
ger for the purpose shall search all persons employed below 
ground immediately before they enter such mine or part of a 
mine for the purpose of ascertaining whether they have in their 
possession any article of the nature described in sub- 
regulation (1). 

(3) The person conducting the search shall — 

(a) search or turn out all pockets ; 

(b) pass his hand over all clothing ; and 

(c) examine any article in the possession of the person 
searched. 

(4) If the person conducting the search suspects that the 
person searched is concealing any article of the nature describ- 
ed in sub-regulation (1), he shall detain him and as soon as 
possible refer the matter to the manager or other official autho- 
rised by the manager for the purpose who shall not allow such 
person to enter the mine until he is satisfied that the person has 
no such article in his possession.” 

138. After such date as the Chief Inspector may fix for 
any mine in view of the special circumstances thereof, there 
shall, in every mine in which a mechanical contrivance for ven- 
tilation is used, be provided and maintained, in a condition to 
be put into immediate operation, adequate means for reversing 
the air current. 


CHAPTER XI. 

FENCINGS AND GATES 

137. (1) Every entrance to a mine from the surface, and 
the top and all entrances between the top and the bottom, in- 
cluding the sump (if any), of every working, ventilating, or 
pumping shaft, and the top of every open excavation, shall be 
kept properly fenced : 

Provided that any fence may be temporarily removed for 
the purpose of repairs or other operations, if proper precautions 
are used. 

(2) Shafts and quarries temporarily or permanently out 
of use and any place in or about an excavation which is dan- 
gerous shall be kept properly fenced. 

138 (1) Every entrance to a mine from the surface, by 
which the mine can be entered on foot, if it is regularly used 
as a travelling or haulage road, shall be provided with a gate, 
which shall be kept closed and locked when there are no per- 
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sons under ground in the mine, and shall be so constructed as: 
to prevent effectually, when closed, the entrance of persons into 
the mine. 

(2) Every entrance to a mine from the surface, by which 
the mine can be entered on foot, if it is not regularly used as 
a travelling or haulage road, shall be permanently closed or kept 
properly fenced, across the whole width of the entrance. 

(3) Gates and fences at entrances to mines shall be so 
constructed as not to prevent egress in case of emergency. 

139. Every entrance to any place in a mine which is not 
in actual use or course of working or extension,, shall be kept 
properly fenced across the whole width of the entrance, and 
every such fence shall be so constructed as effectually to pre- 
vent persons from entering such place inadvertently. 

140. (1) Where any place in a mine is found to be dan- 
gerous, all approaches to the place shall be kept securely fenced 
off so that it cannot be entered inadvertently. 

(2) Where it is necessary to prevent danger to the public, 
every tank or reservoir shall be securely fenced. 

141. Every fly-wheel and all exposed and dangerous parts 
of the machinery of whatever kind used in or about a mine shall 
be kept securely fenced, guarded or cased in such a manner as 
may be necessary to prevent accident. 

CHAPTER XII. 

MISCELLANEOUS. 

142. If any person in charge of any machinery, apparatus 
or appliance used in or about a mine, observes any defect or 
dangerous flaw therein, he shall immediately report the fact to 
the manager, under-manager or engine-wright, or other res- 
ponsible official. 

143. Every person shall strictly comply with all lawful 
orders issued by the manager or such other official as may be 
empowered by the manager to issue the same. 

144. No person who has been appointed by the manager in 
writing for a specific duty shall depute another person to do his 
work without the sanction of the official to whom he is sub- 
ordinate ; and no such person shall absent himself without hav- 
ing previously obtained permission from such official for the 
term of his absence or without having been relieved by another 
person appointed as aforesaid. 

145. No person who has been appointed in writing by the 
manager for a specific duty shall sleep whilst on duty. 

146. No person shall negligently or wilfully do anything 
likely to endanger life or limb in the mine, or negligently or 
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wilfully omit to do anything necessary for the safety of the mine 
or the persons employed therein. 

147. No person shall damage, destroy or improperly interfere 
with anything provided for or used in the working of the time. 

148. No person shall remove or pass through any fence, or 
remove or pass any danger-signal, unless specially so authorised 
by the manager or an officer empowered by the manager in that 
behalf. 

149. A competent person or persons appointed by the 
manager for the purpose shall keep a correct record of the num- 
ber of persons going under ground daily and returning from 
under ground daily and, if required by the manager every 
person shall immediately before going under ground and after re- 
turning from under ground record his presence in accordance 
with any system approved for the mine by the Chief Inspector or 
an Inspector : 

Provided that this regulation shall not apply in the case of 
any person appointed to carry out duties of superintendence, 
management or control. 

150. When wagons are about to be moved, persons likely to 
be endangered shall be warned by the persons in charge of the 
work. 

151. The movement of railway wagons by gravity or manual 
power shall only be carried on under the direct supervision of 
a responsible male person who shall either himself control the 
brake or depute a competent person to do so. Where more 
wagons than one are being moved at the same time the wagons 
shall be coupled together. Persons employed in moving wagons 
shall do so only by pushing from behind the last wagon. 

152. If any person required by these regulations or by any 
rule or bye-law to make any report is unable to write, he shall 
be present when his report is written for him, and shall have it 
read over to him, and shall attach his thumb-mark to it. The 
person writing the report shall also sign his name at the end 
together with a statement that it has been read over to the person 
for whom it was written. 

153. The fees payable under regulations 42 (1), 43 (2), 44 
and 71 (2) shall be paid directly into the Treasury or a branch 
of the Imperial Bank of India, and the receipt of the Treasury 
or Bank shall be sent to the Chief Inspector along with the ap- 
plication to which the fee relates. An application unaccompani- 
ed by such receipt shall be rejected. The fees payable under 
regulation 50 (3) shall be paid direct into the Treasury or a 
branch of the Imperial Bank of India, but such payment need 
not be made until the application to which the fee relates has 
been accepted. 
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THE SCHEDULE L 
FORM I. 

[SEE REGULATION 3 (1).] 

Monthly return of coal raisings and coal despatches for 
the month 19 

1. Name of mine. 

2. Name of owner. 

3. Postal address of owner. 

4. Raisings of coal of all kinds (including colliery consump- 
tion and coal used for coke making). Tons. 

5. Despatches of coal. Tons. 

6. Signature of owner, agent or manager. 

Dated 


FORM H. 

[SEE REGULATION 3 (2).] 

Annual return for the year ending on the 
31st December 19 

1. Name of mine. 

2. Postal address of mine. 

3. Date of opening. 

4. Date of closing (if closed). 

f District. 

5. Situation of mine ^ 

Province. 

f Name of owner. 

M 

[ Postal address of owner. 
f Name of Managing Agents (if any). 

I Postal address of Managing Agents (if any), 
f Name of Agent (if any) as .defined in Section 3 (a) of 
8.-^ the Indian Mines Act. 

I Postal address of Agent, 
f Name of Manager. 

9 i 

L Postal address of Manager. 

10. Means by which coal is raised from the mine, i.e., hand 
labour, mechanical or electrical power. 

FORM II-A. 

[See Regulation 3 (4).l 

Week selected by the Chief Inspector February 
to 19 . 

Day to which this return relates February 


19 , 
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PART I. 


Total number of persons attending work on the day 
above. 


Classification. 

A. — Underground (i.e., in places lying beneath 

the superjacent ground). 

Males. 

B. — Open workings (i.e., in workings of the mine 

(including quarries) which are not 
situated beneath the superjacent ground.) 

I. Males. 

II. Females. 

C. — Surface (i.e., not in the workings of the mine, 

including all subordinate officials and 
persons employed on sidings, loading 
wharves, private railways and surface 
tramways and also in carting). 

I. Males. 

II. Females. 


PART n. 


shown 


Total number of persons who ordinarily work in the mine 
but were prevented by sickness or other cause from attending 
work on the day shown above. 

Classification. 

A. — Underground (i.e., in p’aces lying beneath 

the superjacent ground). 

Males. 

B. — Open workings (i.e., in workings of the mine 

(including quarries) which are not 
situated beneath the superjacent ground). 

I. Males. 

II. Females. 

C. — Surface (i.e., not in the workings of the mine, 

including all subordinate officials and 
persons employed on sidings, loading 
wharves, private railways and surface 
tramways and also in carting). 

I. Males. 

II. Females. 

I certify that the total number of persons attending work 
was not higher on any other day of the week selected by the 
Chief Inspector. Owner, agent or manager . 

Dated the 19 . 

NOTE. — Where males are employed in both underground 
and open workings, the figures relating to them should be in- 
cluded under Section A. 

Name of Mine. Name of Owner. 

Postal address of Owner. 

Signature of Owner, Agent or Manager. 


Date 



FORM III 

[SEE REGULATION 8 (2).] 

Persons employed during the year ending on 31st December 19 
and wages paid for work done in December 19 
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Average daily 
earnings 
in December 
as calculated by 
dividing Ihe 
amount in 
column by 
the number of 
attendances in 
column 6 

8 






Total 

amount paid 
in wages for 
work done 
in December 

7 ' 






! Aggregate 
number of 
daily 

attendances 

in December 

6 






Average 
hours worked 
per week 

daring the 
year 

5 






Daily average number 
of persons employed 
as calculated by 
dividing the aggregate 
number of attendances 
by the number of 
days worked 
during the year 

4 



' 

i 

i 


Number of 
days worked 

during 
the year 

8 

i 

1 

| 

j 




Aggregate n lim- 
ber of daily 
attendances 
during the year 
of persons 
permanently and 
temporarily 
employed 

a 


i 

! 

! 


i 


Classification 

A. — Underground (i.e., in places lying 
beneath the super-jacent ground). 
Males:— 

Overmen and/or sirdars 

Coal Cutters 

Loaders ... 

Skilled labour not included above 
Unskilled labour not included 
above ... 

.Total (males) 

B. — Open workings (i.e., in workings of 
the mine (including quarries) which 
are not situated beneath the super- 
jacent ground). 

I. Males:— 

Overmen and/or sirdars 

Coal Cutters 

Loaders ... 

Skilled labour not included above 
Unskilled labour not included 
above ... 

Total (males) 

I 

o 

M 

a 
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i, to far as these can be ascertained. 
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♦Figure* for any other specified disease which has been epidemic at the mine should be entered in this form. 
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FORM VL 

[SEE REGULATION 3 (2).] ' 

Type and aggregate horse-pow'er of electrical apparatus. 

1. — System of supply (whether continuous current or alter- 

nating current) — 

Voltage of supply 
Periodicity 
Source of supply 

2. — Voltage at which current is used for — 

Lighting 

Power 

3. — Aggregate horse-power of motors installed on surface 

for— 

Winding 

Ventilation 

Haulage 

Coal washing or screening 
Miscellaneous 


Total horse-power 

4. — Aggregate horse-power of motors installed under ground 

for — 

Haulage 

Pumping . . ... 

Portable machinery 

Miscellaneous 

Total horse-power . . 

5. — Total horse-power (addition of 3 and 4) 



[SEE REGULATION 8 (2)] 

Explosives, safety lamps, mechanical ventilators, and coal-cutting machines. 
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Coal-cutting machines 

jno-psoo jo a8uuox 


jj« passarduioo 10 
£)( 0 fi) 0 d[a ‘‘a’l ‘pasn jaMoj 


Xja^RjBdas 

adXj qoaa jo wqumu pun auiujsj 


Mechanical ventilators 

pouiiriqo a8n b 8 Ja)«A\ 


ajnapa iad paonpoad 

I IB JO X)l)UBnb [DJO) a8u wav 


jO)B[i)uaA [BOiuBqoaui jo aure^ 


Safety lamps 

No. of safety lamps 
and method of 
locking 

orvaogBjM 


)9au puaq 


M3J0S 


sduiui Xjajus jo aurex 


Explosives 

pasn wojBuojap jo aaqmn^j 


q[ u[ pasn X)|)UBn£> 


i 

Name of explosives 








FORM VIII 

[SEE REGULATION 8 (2).] 

Output for year ending on the 31st December 19 
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as 


vJ IglliUUIC ■ V/ tiv. , 1 * * L , J J 

(If the form is signed by Managing Agents the words “for owner should be added). 
Date of signature 
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c FORM IX 

k i ; K [See Regulation 13.] 
j I Notice of occurrence 

]]' From | 

: To — The Cjhief Ihspector of M.nes. in India, 

(through the gaSlwSsa Magistrate of 


.) 


Dated 


19 


Sir, 


: * I have the honour to furnish the following particulars of an 

h fatal accident 


h serious accident 


occurrence Of hn accidental explosion or igniation at the Mine. 

jan outbreak of fire 

femokc or other indication of outbreak of fire 

1 an infiux of noxious gases 

j frn irruption of water 

1. Situation of the mine (Village S ation, District, Province.) 
7 2, ifame and postal address of owner 


Particulars of persons killed and injured if any — 


Name 

i 

| Sex 

j Killed or Injured j 

1 ! 

Age 

i 

Occupation 

' * 1 


| 

! 


p 


4. Date and hour of the occurrence. 


5. P;ace of the occurrence. 

6. Cause and description. ^ 

Y Classification of accident.* 

8. Nature of injury, if any, and, if fatal, cause 
of death. 


I have the honour to be, 
Sir, 

Your most obedient servant, 
Owner 
Agent 
Manager 


* Under one or other < f the following heads, r amely: 

(1) Explosions and ignitions of fire damp; ( 2 ) explosions of eoahdust; (8) falls of roof; 
(4) falls of sides; (5) in shafts (overwinding'; (6) in shafts ropes and chains breaking); (7) in 
shafts (while ascending or descending by maciinery); (8) in shafts (falling down shaft); (9) 
in shafts (things falling down shafts); (10) in shafts (miscellaneous); (11) suffocation by gases 
(12) by explosives; (18) Irruptions of water; (14) hailage; (15) by underground machinery;; 
(16) sundries underground; (17) by surface machinery; (18) boilers or pipes bursting; (19) on 
surface railways or tramways belonging to the mine; (20) by electricity; and (21) misoellan* 
ecus on surface.** 
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SCHEDULE H. 

[See Regulation 15 (3-A).] 
CODE OF SIGNS 

BRICK, STONE, OR CONCRETE VENTI- 
LATION STOPPINGS 
FIRE DAMS OR SEALS 

WATER DAMS 

DOORS 

REGULATORS 

AIR CROSSINGS 
TELEPHONES 

UNDERGROUND AMBULANCE STATION 

IN RED 

DIRECTION OF AIR CURRENT 



Indian Mines Act, 1923 

INDIAN METALLIFEROUS MINES REGULATION, 1923. 

“No. M. 1055 (2), dated Simla the 8th September 1926. 

In exercise of the powers conferred by section 29 of the 
Indian Mines Act, 1923 (IV of 1923), and in supersession of the 
rules published with the notifications by the Government of India 
in the Department of Commerce and Industry, No. 11793/103, 
dated the 30th December 1908, and No. 6436/152, dated the 2nd 
September 1911, and of all notifications amending those rules, the 
Governor General in Council is pleased to make the following re- 
gulations, the same having been previously published as required 
by sub-section (1) of section 31 of the said Act namely : — 


REGULATIONS FOR ALL MINES EXCEPT COAL MINES 

1. (1) These regulations may be called the Indian Metalli- 
ferous Mines Regulations, 1926. 

(2) They extend to the whole of British India including 
Berar. 

(3) They shall apply to every mine of whatever description 
other than a coal or an oil mine. 

2. In these regulations, unless there is anything repugnant in 
the subject or context- 

fa) “ the Act ” means the Indian Mines Act, 1923 ; 

(b) “the District Magistrate”, in relation to any mine, 
means the District Magistrate of the district in which the 
mine is situated : 
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Provided that in the case of a mine which is situated partly 
in one district and partly in another, the District Magistrate for 
the purposes of these regulations shall be the District Magistrate 
authorised in this behalf by the Central Government. 

(c) “ Form ” means a Form as set out in the Schedule ; 

id) “Schedule” means the Schedule to these regulations. 

CHAPTER I. 

RETURNS, NOTICES AND RECORDS 

3. (1) On or before the 21st day of January in each year 
the owner, agent or manager of every mine shall forward to the 
District Magistrate and to the Chief Inspector annual returns in 
respect of the preceding year in the following Forms : — 

Mica Mines . . In Forms I, II, III, IV, VI and VII. 

Mines other than Mica Mines . . In Forms I, H III, IV, V. 

VI and VIII. 

(2) If any mine is abandoned or the working of any mine has 
been continued over a period exceeding three months or if a 
change occurs in the ownership of any mine the returns required 
by sub-regulation (1) shall be submitted, within one month from 
the date of abandonment or change of ownership or within four 
months from the date of discontinuance : 

Provided that the Chief Inspector may by order in writing 
extend the period for the submission of such returns up to any 
date not later than the twenty- first day of January in the year 
following that to which they relate : 

Provided further that nothing in this sub-regulation shall 
be deemed to authorise the submission of any return later than 
the twenty-first day of January in the year following that to 
which it relates. 

4. The notice required by section 14 of the Act shall be fur- 
nished in duplicate, and shall specify the name and situation of 
the mine the names and addresses of the owner and the manager, 
and, in the case of a new mine, the date on which it was opened. 
The District Magistrate shall on receipt of the notice forward one 
copy thereof to the Chief Inspector. 

When a mine has been abandoned, or the working thereof 
has been discontinued over a period exceeding two months, the 
owner of the mine shall, within one month after the abandonment 
or within seven days after the expiry of the said period, as the 
case may be, send to the Chief Inspector notice in writing. specify- 
ing the name and situation of the minq the name and address 
of the owner, and the date and cause of the abandonment or dis- 
continuance. 
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6. When a mine is re-opened after abandonment or discon- 
tinuance, the owner, agent or manager shall, within one month 
after the date of the re-opening, send to the District Magistrate 
notice in writing in duplicate, specifying the name and situation 
of the mine, the names and addresses of the owner and the 
manager, and the date of the re-opening. The District Magistrate 
shall on receipt of the notice forward one copy thereof to the 
Chief Inspector. 

7. When a change occurs in the name of, or in the owner- 
ship of, a mine, notice in writing of the change and of the date 
thereof shall be sent by the owner, agent or manager to the Chief 
Inspector within one month from the date of the change. 

8. When any new appointment is made of an agent or 
manager of a mine, or any change of address of any agent or 
manager occurs notice of the appointment or change and of the 
date thereof shall be sent by the owner, agent or manager to the 
Chief Inspector within one month from the date of the appoint- 
ment or change. 

9. When the ownership of a mine is transferred, the pre- 
vious owner or his agent or manager shall make over to the new 
owner all plans, books and other records required to be kept und^r 
the Act, and all correspondence relevant to the working of the 
mine with the Department of Mines and other Government de- 
partments. 

10. If the owner, agent or manager of any mine intends to 
conduct or extend any mining operations under his control at or 
to any point within fifty yards of any railway subject to the pro- 
visions of the Indian Railways Act, 1890, or of any public work 
in respect of which this regulation is applicable by reason of any 
general or special order of the Central Government under clause 
( u ) of section 29 of the Act, he shall not less than sixty days 
before commencing such operations give notice of his intention 
to the Chief Inspector and also, in the case of a railway to the 
Railway Administration concerned or, in the case of any such 
public work as aforesaid to such authority as the Central Gov- 
ernment may by general or special order direct. 

11. If the operations in respect of which notice is given under 
regulation 10 are not commenced within twelve months from the 
expiry of the period of sixty days therein referred to, the notice 
shall be held to have lapsed and the provisions of that regulation 
shall apply as if no such notice had been given. 

12. The notice to be given under regulation 10 shall specify 
the position of the workings of the mine in relation to the rail- 
way or public work in question, the manner in which it is pro- 
posed to carry out the intended new operations* and the limits 
to which it is proposed to carry the said operations, and shall 
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include a plan showing the existing and the intended mining 
operations in so far as they affect the railway or public work in 
question. 

13. When any accident occurs in or about a mine causing 
loss of life or serious bodily injury, or when an accidental ex- 
plosion, ignition, outbreak of fire or irruption of water occurs in 
or about a mine, the owner, agent or manager of the mine shall 
forthwith inform the Inspector by telephone or telegraph, and 
shall also, within twenty-four hours of the occurrence of such 
accident, explosion, ignition, outbreak or irruption send notice 
thereof in Form IX to the District Magistrate or to the Sub- 
divisional Magistrate, who shall forward it to the Chief Inspector. 

14. If death results from any injury reported as serious under 
regulation 13 the owner, agent or manager of the mine shall, 
within twenty-four hours of his being informed of the death, 
send notice thereof to the District Magistrate or to the Sub-divi- 
sional Magistrate, who shall forward it to the Chief Inspector. 

CHAPTER II*. 

PLANS 

15. (1) The following provisions in respect of plans shall 
apply to all mines for gold, manganese, copper, lead, tin, and 
wolfram and to such other mines or parts of mines or classes 
thereof as the Central Government may, by notification in the 
Gazette of India , specify. 

(2) Nothing in this regulation shall be deemed to apply to 
any mine in which the workings do not extend under the super- 
jacent ground or to any mine in which excavation is being made 
for prospecting purposes only : 

Provided that the Chief Inspector may direct that this re- 
gulation shall apply to any such mine to such extent as he may 
think fit. 

16. The owner, agent or manager of every mine shall keep 
in ihe office at the mine an accurate plan and section or sections, 
properly inked in on durable paper, of the workings of the mine 
on a scale of not Jess than 100 feet to 1 inch, showing the work- 
ings up to a date not more than six months previously. The name 
of the mine and of its owner and the scale shall be shown on the 
plan and sections, and the magnetic meridian with date shall 
be shown on the plan. The plans and sections shall also show all 
shafts, drives, crosscuts, winzes, rises, excavations (stoped 
ground), and any tunnels and passages connected therewith. 

* Chapter made applicable to ail mines in which workings beneath the super] cent 
ground extended to a distance exceeding 100 feet from the entrance of the mine. G. cf B. 
Gaz. Part 1 p. 2036-7 of 14/8/80. 
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They shall also show the boundaries of the underground leasbhpfd, 
where possible, and all important surface features within <ht? 
boundaries such as railways roads, rivers, streams and reservoirs 
which overlie any part of the workings or any point vttthin 600 
feet of any part of the mine workings : also the general; strike of 
the veins or mineral deposits, with their dips at different points, 
and the dislocations of the strata. 

17. The owner, agent or manager of every mine shall, at any 
time on the request of the Chief Inspector or of any Inspector, 
produce to him at the office at the mine such p’ans and sections 
and also, on the like request, mark, on such plans and sections 
the then state of the workings of the mine ; and the Chief In- 
spector or Inspector shall be entitled to examine the plans and 
the sections, and for official purposes to make or have a copy made 
of any part thereof respectively. 

18. Where any mine or any considerable part of a mine is 
abandoned, or the working thereof has been discontinued over a 
period exceeding one year, the person who was the owner of the 
mine at the time of the abandonment or discontinuance shall, 
within three months after the abandonment or within fifteen 
months after the discontinuance of working, as the case may be, 
send to the Chief Inspector accurate plans and sections of the 
workings of the mine up to the time of the abandonment or dis- 
continuance, or a true and accurate copy of the same : 

Provided that if a change of ownership occurs after the 
abandonment or discontinuance and before the expiry of the 
three months or the fifteen months aforesaid, as the case may 
be, such plans and sections shall be sent forthwith. 

19. After the expiry of ten years from the date of abandon- 
ment or discontinuance of working in any mine or in any con- 
siderate part of a mine, or, where the consent of the owner of 
the mine for the time being has been obtained, prior to the expiry 
of the said period, the Chief Inspector may, on such conditions 
as he thinks fit to impose, permit any person having interest in 
the said mine or part of a mine to inspect the plan or section of 
such mine or part of a mine sent to him in accordance with the 
provisions of regulation 18 ; and he may further, on such condi- 
tions as he thinks fit to impose, supply to any such person copies 
of the like plan or section. 

CHAPTER m. 

MANAGEMENT 

20. For every mine a book, to be called the Inspection Boofe, 
shall be kept in which Inspectors may record their observations. 
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The. owner, agent or manager shall write or cause to be written 
at the commencement of the book : — 

(a) the name of the mine, 

(b\ the name and address of the owner of the mine and of 
the agent, if any, 

ic) the name and address of the manager of the mine. 

21. (1) The owner or agent of a mine shall appoint a com- 

petent person of not less than 21 years of age to be manager of 
the mine. If any question arises whether any person so appoint- 
ed is competent to perform the duties of manager, the decision 
of the Chief Inspector shall be final. 

(2) One person may be appointed manager of more mines 
than one, provided that the size of such mines and the distance 
between them is not so great as to preclude the proper and 
thorough performance by such manager of his duties in respect 
of each such mine. The decision of the Chief Inspector shall be 
final on any question arising out of this regulation. 

(3) Where by reason of absence or for any other reason the 
manager is unable to perform the duties required of him by the 
Act, regulations, rules and bye-laws, the owner, agent or manager 
shall authorise in writing a person, whom he considers competent, 
to act as manager of the mine : 

Provided that— 

(a) no such authority shall have effect for a period in excess 
of one month ; 

(hi the owner agent or manager, as the case may be, shall 
send to the Chief Inspector wiih the least possible delay, 
a written notice intimating that such an authorisation 
has been made, and stating the reason for the autho- 
risation, the qualifications and experience of the person 
authorised and the dales of the commencement ana 
ending of the authorisation ; and 

(c) the Chief Inspector may by order in writing revoke any 
authority so granted, and such order shall be final. 

(4) No person shall be appointed to carry out the inspection 
required by regulation 43 unless he has attained the age of 21 
years and has had sufficient practical experience of the working 
of mines. If any question arises whether the person so appointed 
is competent to carry out the duties required of him, the decision 
of the Chief Inspector shall be final. 

CHAPTER IV. 

SHAFTS AND OUTLETS 

. 22. Where any part of a mine is so situated that there is any 
danger whatever of an irruption of surface water into the mine 
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adequate protection against such an irruption shall be provided 
and maintained. 

23. (1) At every mine where more than 20 persons are em- 
ployed underground, or where in the opinion of the Chief Inspec- 
tor it is necessary there shall be at least two shafts or outlets, 
not nearer to one another than 20 feet, affording separate means 
of ingress and egress available to all the persons employed in the 
mine. 

(2) Proper arrangements shall be made for persons to 
descend to, and ascend from, the mine at each of such shafts, or 
outlets. If apparatus is necessary, it shall be kept on the works 
belonging to the mine and shall be constantly available for use. 

(3) The foregoing provisions of this regulation with respect 
to shafts ond outlets shall not apply — 

(i) while a shaft is being sunk or an outlet is being made ; 

(ii) to any working for the purpose of making a communi- 
cation between two or more shafts or outlets. 

(4) The Chief Inspector may exempt from the operation of 
this regulation, subject to such conditions as he may think fit to 
impose, any mine in the case of which special difficulties exist 
which in his opinion make compliance with the provisions of this 
regulation not reasonably practicable. 


CHAPTER V. 

RAISING AND LOWERING PERSONS OR MATERIALS 

24. At every shaft or incline where persons or materials are 
lowered or raised by means of machinery the following provisions 
shall have effect, namely : — 

{a) A single linked chain shall not be used for lowering or 
raising persons in any working shaft or plane, except for 
the short coupling chain attached to a cage, skip, wagon 
or bucket. 

(b) Ropes used in raising and lowering persons and all cap- 
pings or sockets and shackles shall be of the best mate- 
rials and kept in good condition. The working load shall 
at no time be more than one-sixth of the breaking load 
of the rope. A similar spare rope shall always be kept in 
reserve at mines where there is only one hoisting shaft. 

(c) There shall be attached to every machine worked by 
mechanical power, and used for raising and lowering 
persons, one or more brakes of sufficient power by 
themselves to hold the cage, skip, wagon or bucket, when 
loaded, at any point in the shaft and a proper indicator 
(in addition to any mark on the rope) showing to the 
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person who works the machine the position of the cage, 
skip, wagon or bucket in the shaft ; and if the drum is 
not on the crank shaft, there shall be an adequate brake 
on the drum shaft : 

Provided that in the case of a shaft or winze not exceeding 
100 feet in depth or a shaft or winze in course of sinking so much 
of this clause as requires an indicator shall not apply. 

(d) Every apparatus on or in which person ride in a work- 
ing shaft shall be provided with a sufficient cover over- 
head, except — 


(i) in that portion of a shaft which is being extended 
by sinking, or 

(ii) where persons are employed at work in a shaft. 

(e) Every working shaft used for the purpose of drawing 

mineral or for lowering or raising persons shall, if ex- 
ceeding 150 feet in depth, be provided with proper means 
of communicating distinct and definite signals from the 
bottom of the shaft, and from every entrance for the 
time being in use between the surface and the bottom of 
the shaft, to the surface, and from the surface to the 
bottom of the shaft and to every entrance for the time 
being in use between the surface and the bottom of the 
shaft. There shall also be proper means of transmitting 
distinct and definite signals from the top of every wind- 
ing shaft to the winding engine. All signals shall be 
transmitted by mechanical or electrical means. 


(f) (i) The first three or principal signals shall be — 

One rap or bell . . 

One rap or bell . . 

Two raps or bells 
Three raps or bells 


Three raps or bells 


RAISE when engine at rest. 

STOP when engine in motion. 

LOWER. 

MEN ready to ascend or de- 
scend. 

IN REPLY. Men may enter 
the cage or other convey- 
ance : 


Provided that an alternative code may be used where the 
written permission of the Chief Inspector has been obtained. 

(ii) Any other signal shall be in addition to, and shall 
not interfere with the foregoing. 

(iii) A printed copy of the code of shaft signals shall 
be posted at the shaft top and at every inset, and 
also at the winding engine. 

( 0 ) Every working shaft used for lowering or raising persons 
by machinery, other than machinery operated by 
hand labour, shall, if it exceeds 150 feet in depth, be 
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provided with guides to within not less than 100 feet 
from the bottom of the shaft. 

(h) Adequate stationary lights shall be provided and used 
during working hours : — 

(1) at all places where persons have to work under- 
ground in the immediate vicinity of shafts. 

(2) after dark at the tops of all working shafts and at 
all winding engines used for raising and lowering 
persons. 

( i ) .There shall be on the drum of every machine used for 

lowering or raising persons such flanges, horns or other 
appliances as may be sufficient to prevent the rope from 
slipping. The rope shall be securely fastened to the 
drum, and there shall be at least two turns of the rope 
on the drum when the cage, skip, bucket or box is at 
the bottom of the shaft. 

( 1 ) Every cage shall be provided with catches or some other 
suitable contrivance to prevent tubs from falling out, and 
shall, if used for lowering or raising persons, be covered 
in completely at the top and closed in at the two sides 
in a manner sufficient to prevent persons or things from 
projecting beyond the sides, and shall be provided with 
suitable gates or other rigid fences and with a rigid hand 
bar fixed in a position where it can be easily reached by 
all persons in the cage. 

(k) The manager, or a competent person or persons appoint- 
ed by the manager for the purpose shall, once at least 
in every 24 hours, examine the state of the external parts 
of the machinery and of the head-gear, ropes, chains, 
cages, guides, and conductors in the shafts and other 
similar app'iances of the mine which are in actual use. 
both under ground and above ground, and, if more than 
20 persons are employed in the mine simultaneously, 
shall without delay write or cause to be written a full 
and accurate report of the result of such examination. 
Every such report shall be recorded in a paged book to 
be kept at the mine for the purpose, and shall be signed 
and dated by the person who made the examination. 

25. No person shall get on or off a cage, skip, tub or bucket 
used for lowering or raising persons after the same has been set 
in motion, or leave it until it has reached the appointed stopping 
place ; nor shall any person ride on the top or edge of any cage, 
skip, bucket or box except when engaged upon work in the shaft. 

20. No person, when ascending or descending a shaft, shall 
take with him any tools or other bulky materials, save when en- 
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gaged in repairing the shaft or when otherwise specially authoris- 
ed by the manager. 

Provided that, in the case of tools only, the manager may, by 
general order, permit the same to be carried. 

27. No person shall ride in a shaft on, or against, a loaded 
cage, skip, bucket or box. 

28. Every person, when at or about the top or the bottom of 
a shaft, shall obey the orders and directions of the shaft attend- 
ants on duty at the time. 

29. Every windlass, whim or whip in use at a shaft or winze 
shall be provided with a stopper, lynch peg, or other, reliable 
holder. 

30. The bucket, skip or any wagon in the cage shall not be 
filled up to such a height that any of the contents can fall out, 
and the bottom of the cage shall be kept clean. 

31. When tools, wood, etc., with ends projecting over the top 
of the cage, skip or bucket are being lowered or hoisted, the pro- 
jecting ends shall be securely fastened to the rope or bow. 

32. Not more than such number of persons as may be autho- 
rised by the manager shall be allowed to ride in the same cage, 
tub, skip or bucket at one time, and a notice specifying the autho- 
rised number shall be posted at the top of every shaft and at 
every inset in a shaft. 

33. When the winding apparatus is not provided with some 
automatic contrivance to prevent overwinding, a point shall be 
fixed and marked on the indicator in such a way as to show when 
the cage or other conveyance is within a distance of twice the cir- 
cumference of the drum from the completion of the wind ; and 
when such cage or conveyance has reached such distance it shall 
not, if either it or the descending cage contains persons, be raised 
for the remaining distance at a speed exceeding three miles per 
hour. 

34. In shafts exceeding 300 feet in depth, where persons are 
raised or lowered by machinery, suitable devices shall be fitted 
if, in the opinion of the Chief Inspector, such are required to pro- 
vide against the overwinding of cages, skips or other conveyances 
or to safeguard persons liable to be injured in the case of an 
overwind. 

35. At the top of every incline on which the haulage, not 
being endless rope or endless chain haulage, is worked by mecha- 
nical power or gravity there shall be stop-blocks or other similar 
contrivances to prevent wagons from running away. Additional 
stop-blocks or runaway switches, or some other appliance for 
arresting or diverting the descent of wagons in the event of a 
runaway, shall be fixed below the first stop-blocks at a greater 
distance than the length of a train of wagons. There shall also 
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be provided and attached behind the ascending wagon or train 
of wagons a backstay, drag or other suitable contrivance for pre - 
venting the wagon or wagons from running back. * 

36. Where wagons are moved by hand no person shall permit 
a wagon to run uncontrolled, and, if sprags are necessary, a suffi- 
cient number shall be provided by the manager. 

37. No person shall ride upon any tub, truck or wagon either 
under ground or above ground without the permission of the 
manager. 


CHAPTER VI. 

MINE WORKINGS 

38. The sides of open workings shall be sloped, stepped or 
secured in such a manner as to prevent danger from falls of 
material. 

39. When an open working is worked in steps, steps shall be 
of sufficient breadth in comparison with their height to secure 
safety. 

40. In open workings, trees liable to fall, the overburden, and 
all loose ground and material, shall be removed sufficiently far 
from the edge, or otherwise made secure, in order to prevent 
danger to persons employed in the mine. 

41. The roofs and sides of all travelling roads and working 
places shall be made and kept secure. 

41-A. Every footpath along which loads are carried in open 
workings by human agency shall comply with the following re- 
quirements — 

(a) its breadth shall not be less than three feet ; 

(b) its slope shall not be greater than 1 vertical to 2 hori- 
zontal ; 

(c) at every place where its slope exceeds 1 vertical to 4 
horizontal reasonably level steps shall be provided such 
that the vertical height of every step does not exceed 
seven inches and the dimension of every step measured 
horizontally from the edge to the back is not less than 
fourteen inches. 

Explanation 

Gang planks used for loading wagons shall not be deemed to 
be part of a footpath for the purposes of this regulation ; provid- 
ed that every gang-plank shall be so inclined or constructed as to 
give a secure foot-hold. 

41-B. Where women are employed in carrying loads, the 
weight of the loads and the height and distance to which they 
have to be carried shall not be such as to involve risk of injury 
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to the health of the women. If any dispute arises as to whether 
risk of injury to health is involved, the decision of the Chief In- 
spector shall be final.” 

. 42. Where, the ground is not safe, all shafts in use shall be 
made secure with suitable timber-work or other means of support. 

43. (1) A competent person or persons appointed for the 
purpose hy the manager or underground manager shall inspect, 
at. least once in every shift, every part of the mine in or through 
which any person has to work or pass, for the puropse of ascer- 
taining the condition thereof as far as ventilation, roof, sides and 
general safety are concerned, and, if more than 20 persons are 
employed in the mine simultaneously, shall without delay write 
or cause to be written a full and accurate report of the result of 
such inspection in a book to be kept at the mine for the purpose, 
and shall sign and date his report. 

(2) A competent person appointed by the manager for the 
purpose, shall, once at least in every week, examine the state of 
the shafts by which persons ascend or descend and, if more than 
20 persons are employed in the mine simultaneously, shall with- 
out delay write or cause to be written a full and accurate report 
of the result of the examination. Every such report shall be re- 
corded in a paged book to be kept at the mine for the purpose, 
and shall be signed and dated by the person who made the 
examination. 

44. Every place where work is carried on or where men are 
stationed or pass shall be placed under the charge of a compet- 
ent person appointed by the manager or underground manager. 

45. If a working place or travelling road is found to be un- 
safe, all persons shall be withdrawn immediately from the dan- 
gerous area and all access to such working place or travelling road, 
except for the purpose of removing the danger or saving life, 
shall be prevented by securely fencing the full width of all en- 
trances to the place. 

46. The top and all entrances between the top and bottom 
of shafts, winzes, shoots or sliding holes and any openings into 
a stope more than 10 feet deep below a drive and other danger- 
ous openings, shall be provided with a permanent or removable 
barrier in order to prevent persons or things from falling into 
them. When a shaft, winze, rise or stope leads directly into a 
travelling road or place where persons are stationed at work, the 
traffic at such points shall be protected against danger from any- 
thing falling from above. 

47. At every shaft station where it is necessary for persons 
to pass from one side of the shaft to the other, provision shall 
be made enabling them to do so without entering or crossing a 
winding compartment. 
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48. All ladders, ladderways, platforms, doors, fences and 
other appliances and things in use underground shall be main- 
tained in proper repair. Temporary ladders, platforms, or other 
means of climbing or keeping a footing while at work shall be 
provided in sinks, winzes, rises, stopes and other places where 
they are needed. 

49. Where any working is approaching any place contain- 
ing or likely to contain a dagerous accumulation of water, the 
working shall not exceed 6 feet width or height, and bore-holes 
shall be constantly kept at such a distance in advance of the face 
and at such angles from the working as is necessary to obviate 
the danger of a sudden breaking through of such dater. 

50. An adequate amount of ventilation shall be constantly 
produced in every mine to clear away smoke and dilute and render 
harmless inflammable and noxious gases to such an extent that 
the working places of the shafts, levels, and workings of the 
mine, and the travelling roads to and from these working places 
shall be in a safe state for persons working or passing therein. 

51. Underground workings and shafts, sumps and winzes 
which have been in disuse for some time shall be examined before 
again being used in order to ascertain whether foul air or other 
dangerous gases have accumulated therein, and also to ascertain 
the condition of the roof and sides ; and only such workmen as 
may be necessary to make such examination shall be allowed to 
proceed to such places until such places are certified to be in a 
safe state to work and travel in. 

52. In any underground part of a mine where adequate 
stationary lights are not in use, every person shall carry a light. 

53. No person shall work in any place oLher than a place in 
which he has been ordered to work by an official of the mine or 
by any person in whose charge he has been placed by an official 
of the mine. 


CHAPTER VII. 

LADDERWAYS 

54. In ladder-shafts making an angle of 25 degrees or less 
with the vertical, platforms shall be provided at intervals not 
exceeding 35 feet. Ladders shall be placed so as to cover the 
openings in the platforms : Provided that in cases where timber 
and supplies are handled, a portion of this opening may be to 
one side of the ladder and in the opposite corner of thje platform. 
Except in respect of the lowest 30 feet of a sinking shaft, ladders 
shall be fixed at an inclination of not less than one foot horizon- 
tal for every 10 feet vertical : provided that where exceptional 
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eifeumstances require they may, with the consent of an Inspector, 
be fixed at a steeper inclination. 

55. In ladder-shafts where the slope is less than 65 degrees 
and more than 30 degrees with the horizontal, platforms shall be 
placed at intervals of not more than 55 feet along the underline 
or slope of the shaft. 

56. All platforms shall be securely fenced. 

57. All ladders shall be securely fastened to the sides of 
timbering of the shaft. 

58. All ladders shall project at least three feet above the 
shaft-top and above every platform, or strong holdfasts shall be 
provided at these places in convenient positions. 

59. A ladderway, which is a compartment of a shaft used 
also for other purposes, shall be closed off from the other com- 
partments to such an extent as to prevent injury to workmen 
passing up and down the ladderway. 

60. Every ladderway-opening in any travelling road or place 
where men are stationed or pass shall be provided with a door or 
with a substantial fence. 

61. No person shall carry or be permitted to carry any drill, 
tool or any loose material on a ladderway in a vertical or steeply 
inclined shaft or wine, except so far as may be necessary in exe- 
cuting repairs : 

Provided that nothing in this regulation shall prevent a per- 
son from carrying tools on a ladderway to a slope. 

CHAPTER Vm 
EXPLOSIVES. 

62. The explosives provided for use in the mine shall be of 
good quality and, as far as can be practically known, in good 
condition, and only detonators of one strength and of sufficient 
power for every class of explosive used shall be kept for use in 
the same mine. 

63. Explosives shall not be taken into or kept in a dwelling 
house, but only in a properly constructed magazine. 

64. (1) Explosives shall not be stored underground in a mine 
except with the approval of an Inspector in writing, and in a 
magazine or magazines duly licensed in accordance with the pro- 
visions of rules made under the Indian Explosives Act, 1884. 

(2) The Manager shall appoint in writing a competent per- 
son or competent persons to be in charge of every magazine for 
the storage of explosives, and no person shall be in charge of a 
magazine without such written authority. 

(3) Explosives shall be issued only to competent persons ap- 
pointed by the manager or underground manager or foreman, 
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and no unauthorised person shall have explosives in his possession. 
The names of such competent persons shall be registered in a book 
to be kept for the purpose. 

(4) The person in charge of a magazine shall keep a correct 
record of the quantity of gunpowder and of the numbers of cart- 
ridges of other kinds of explosives and of detonators issued from 
the magazine to each authorised person, and a similar record of 
explosives returned to the magazine. 

65. Underground magazines shall be placed at a sufficient 
distance from one another and from any portion of the mine, in 
which work is going on or which is used as a travelling road, to 
prevent the risk of injury to any person in the event of the ex- 
plosion of the maximum amount of explosive stored. 

66. The quantity of explosive which may be stored in an 
underground magazine shall not exceed the supply required for 
two working days in the mine in which the magazine is situated. 

67. Detonators shall be kept in a securely locked box sepa- 
rate from any other ‘explosive and no detonator shall be inserted 
into a priming cartridge until immediately before it is to be used : 

Provided that, in the case of a wet working, priming cart- 
ridges may be prepared at the nearest convenient dry place ad- 
jacent to the working. 

68. Every precaution shall be adopted to prevent the explo- 
sion or ignition of explosives stored in an underground magazine. 
The Chief Inspector may prescribe precautions to be adopted in 
addition to those required by the terms of the explosives licence. 

69. No naked light shall be taken into an underground ma- 
gazine or store. 

70. Explosives shall not be sent down in the cage, skip or 
bucket unless there is a distinguishing mark attached to the cage, 
skip or bucket, or they are accompanied by a shot-firer or res- 
ponsible person. 

71. All blasting operations shall be conducted by or under 
the personal direction of duly competent persons;, not less than 
18 years of age, appointed by the manager, underground manager 
or foreman. The names of these persons shall be registered in a 
book to be kept for the purpose. 

72. The number of shots fired, the quantity of explosives 
used and the number of shots (if any) which have misfired shall 
be recorded daily in a book to be kept for the purpose. 

73. All unused explosives shall be returned to the magazine 

without delay. Such returned explosives shall be re-issued before 
fresh stock is used. * 

74. No explosives shall be taken into a mine except in a secure 
case, canister or bag containing not more than five pounds each, 
and a person shall not have in use or keep for use, at one tiihe in 
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any one place within the mine, more than one such case, canister 
or bag. The place In the mine at which any such case, canister or 
bag is in use, or is kept for use, shall, unless solid ground directly 
intervenes, not be less than thirty feet from a place at which any 
other such case, canister or bag is in use or kept for use : 

Provided that the Chief Inspector may, in special cases and 
by order in writing, permit, subject to such limitations as he may 
prescribe, the use at one time in one place of more than one of 
such cases, canisters or bags : 

Provided further that nothing in this regulation shall prohibit 
the conveyance of larger quantities of explosives for supplying 
an underground magazine. 

75. When explosives are being carried on a ladder, each case, 
canister or bag shall be securely fastened to the person carrying 
it. 

76. In the process of charging or stemming a hole no person 
shall use an iron or steel tool, scraper or tamping rod, nor shall 
he use undue force in pressing the explosive into the hole or 
strike it when at the bottom of the hole. 

77. In any underground working place only those holes 
which are to be fired in the next round shall be charged, and 
the fuses in all holes which have been charged shall be ignited 
or detonated together. 

78. Before a shot is fired in an underground working place 
due warning shall be given to persons in the vicinity, and every 
entrance to the place where a shot is about to be fired shall be 
guarded so as to prevent any person, not having received warn- 
ing, from placing himself in dangerous proximity to the shot. 

79. (1) When two underground working places have ap- 
proached to within 10 feet of one another, no blasting shall be 
done in any one of such workings unless the workmen have been 
withdrawn from the other working, and the same has been fenced. 
Explanation 

For the purpose of this sub-regulation any place to which 
workmen have lawful access shall be deemed to be a working 
place. 

(2) In open workings blasting shall not be commenced until 
such warning as will prevent danger to the persons working in 
the mine and in its vicinity has been given by an efficient system 
of signals or by other means arranged by the manager. Notice 
shall similarly be given as soon as blasting is finished. 

80. When shots are fired, the number of reports shall be 
counted by at least two persons. The lowest count shall be taken 
to be correct. Unless it is certain that all the shots have explod- 
ed, no person shall re-enter such working place until 30 minutes 
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after blasting, unless the shot has been fired by electrical means 
when this interval may be reduced to not less than ten minutes 
after the source of the electricity has been disconnected from the 
cable, and the place becomes clear of fumes. If the charge is 
known to have burnt away without exploding no person shall re- 
enter the working place for an hour. 

81. After a shot has been fired in an underground working 
place the person who fired the shot or a competent person ap- 
pointed in writing by the manager of the mine shall before any 
other person enters the place, make a careful examination and 
with his assistants make the place safe. No other person shall 
enter the place until the examination has been made and the 
place until the examination has been made and the place has 
been declared to be safe in all respects. 

82. No person shall bore out a hole that has once been 
charged or attempt to withdraw a charge either before firing or 
after a misfire, or deepen or tamper with empty holes or sockets 
left after blasting. 

83. When a misfire occurs, a portion of the tamping may be 
sludged out with compressed air or water under pressure, but no 
kind of tool shall be used for this purpose. The hole shall there- 
after be reprimed and fired. 

84. No person, shall drill or cause or permit to be drilled any 
hole within 12 inches of a misfired hole, and care shall be taken 
to drill the new hole in such a direction that there is no. danger 
of touching the unexploded charge. The new hole shall be bored 
in the presence of an authorised shot-firer, and he shall be pre- 
sent during operations undertaken for the removal of debris lying 
within six feet of the misfired hole. A careful search amongst 
the debris shall be made for cartridges and detonators if any. 

85. If a place where a misfire has occurred is temporarily 
vacated a man shall be posted to warn all persons in the neigh- 
bourhood of the fact, or the place shall be fenced so as to pre- 
vent access. In open workings it will be sufficient to mark the 
place of misfire with a red flag. 

CHAPTER IX. 

MISCELLANEOUS. 

86. (1) Every flywheel and all exposed and dangerous parts 
of the machinery used in and about a mine shall be kept securely 
fenced. 

(2) Where it is necessary to prevent danger to the public, 
every tank or reservoir shall be securely fenced. 

87. Efficient guards shall be provided for such parts of any 
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machinery and any electrical conductors as may be a source of 
danger. 

88. If any person, when in charge of any machinery, ap- 
paratus or appliance used in or about a mine, observes any defect 
or dangerous flaw therein, he shall immediately report the fact 
to the manager, under-manager or engine-wright. 

89. Every person shall strictly comply with all lawful orders 
issued by the manager or such other official as may be empower- 
ed by the manager to issue the same. 

90. No person occupying any position of trust in or about 
a mine shall depute another person to do his work without the 
sanction of the official to whom he is subordinate ; and no such 
person shall absent himself without having previously obtained 
permission from such official for the term of his absence or with- 
out having been relieved by a competent person. 

91. No person shall negligently or wilfully do anything like- 
ly to endanger life or limb in the mine, or negligently or wilfully 
omit to do anything necessary for the safety of the mine or the 
persons employed therein. 

92. No person shall damage, destroy or improperly interfere 
with any thing provided for or used in the working of the mine. 

93. No person shall remove or pass through any fence, or 
remove or pass any danger-signal unless so specially authorised 
by the manager or an official empowered by the manager in that 
behalf. 

94. No person occupying any position of trust in or about a 
mine shall sleep whilst on duty. 

95. If any person required by these regulations or by any 
rule or bye-law made under the Act to make any report is unable 
to write, he shall be present when his report is written for him 
and shall have it read over to him, and shall attach his thumb 
mark to it. The person writing the report shall also sign his name 
at the end together with a statement that it has been read over 
to the person for whom it was written. 

96. Whenever the circumstances at any mine or part of a 
mine are such as to render any provision of these regulations not 
reasonably applicable to such mine or part of such mine, the 
Chief Inspector may, at his discretion, grant exemption from such 
provision under such conditions as he may think fit. 
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THE SCHEDULE. 

FORM I. 

(SEE REGULATION 3) 

Annual return for the year ending on the 31st December 19 

1. Name of mine. 

2. Postal address of mine. 

3. Date of opening. 

4. Date of closing (if closed). 

("Province. 

5. Situation of mine ^ 

(^District. 

("Name of owner. 

(^Postal address of owner. 

("Name of Managing Agents (if any). 

M 

^ Postal address of Managing Agents (if any). 

("Name of Agent (if any), as defined in Section 3(a) 

8. ^ of the Indian Mines Act, 1923. 

^Postal address of Agent. 

fName of Manager. 

9 i 

Postal address of Manager. 

10. Name of mineral worked. 

11. Means by which the mineral is raised from the mine, 
i.e., hand labour, mechanical or electrical power. 



FORM II. 

(SEE REGULATION 3) 

Persons employed during the year ending on 31st December 19 
and wages paid for work done In December 19 . 
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Average daily 
earnings in 
December as cal- 
culated by dividing 
the amount in 
column 7 by the 
number of 
attendances in 
column 6 

8 











Total 
amount 
paid in 
wages for 
work done 
in 

December 

7 

Aggregate 
number of 
daily attend- 
ances in 
December 

6 






Average 
hours 
worked 
per week 
during the 
year 

5 






Daily average 
number of persons 
employed as calculated 
by dividing the 
aggregate number of 
attendances by 
the number of 
days worked 
during the year 

4 



- 

i 


Number of 
days 
worked 
during 
the year 

3 





I 


1 

» 

! 


___ i 

Aggregate 
number of daily 
attendances 
during the year 
of persons per- 
manently and 
temporarily 
employed 

2 

Classification 

1 

L \ Underground ( i.e., in places lying 
beneath the super-jacent ground). 

Foremen and ipates 

Miners 

Skilled labour not included above 
Unskilled labour not included 
above 

Total (males) ... 

i. Open workings (i.e. t in workings of 
the mine (including quarries) which 
are not situated beneath the super- 
jacent ground). 

I Males:- 
Foreman and mates 

Miners 

Skilled labour not included above 
Unskilled labour not included 
above 

Total (Males) ... 

II Females ... 



FORM II— (Continued) 
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(SEE REGULATION 3). 
Accidents and Prosecutions. 
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•Figures for any other specified disease, which has been epidemic at the mine should be entered in this form. 
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FORM V. 

(SEE REGULATION 3) 

(For mines other than mica minu,. 

Type and aggregate horse- power of electrical apparatus. 

1. — System of Supply (whether continuous current or alternat- 

ing current)— 

Voltage of supply 
Periodicity 
Source of supply 

2. — Voltage at which current is used for — 

Lighting 

Power 

3. —Aggregate horse-power of motors installed on surface for - 

Winding 
Ventilation 
Haulage 
Ore dressing 
Miscellaneous 

Total horse-power 

4. —. Aggregate horse-power of motors installed under ground for — 

Haulage 

Pumping 

Portable machinery 
Miscellaneous 

Total horse-power 


5. — Total horse-power (addition of 3 and 4) 



FORM VI. 

(SEE REGULATION 3). 
Particulars of Explosives. 
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Signature of Owner, Agent or Manager. 

<If the form is signed by managing Agents the words “for owner” should be added). 
Date of Signature. 



(SEE REGULATION 3) 

(For all mines except mica mines) 

Output far year ending on the 31st December 19 
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Signature of Owner, Agent or Manager 

(If the form is signed by a Managing Agent the words “for owner” should be added). 

Date of signature. 
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FORM IX. 

(SEE REGULATION 13) 
Notice of accident. 

From — 

TO — THE CHIEF INSPECTOR OF MINES, 


(Through the Magistrate of 

Dated 19 


I have the honour to furnish the following particulars of 

a fatal accident 

a serious accident 

m ex plo s ion or which has occurred at the Mine . 

an outbreak of Are 

» Irruption of water 

1. Situation of the mine. (Village, Station, 

District, Province.) 

2. Mineral worked 


3. Name and postal address of owner 


4. Name and sex of persons — 



Killed 

Injured 

Age 

Occupation 



j 



5. Date and hour of the occurrence 


IT Place of the occurrence — - — 

7” Cause and description ~ 

IT Classification of accident 41 
9. Nature of injury, and if fatal cause 
of death 


I have the honour to be, 
Sir, 

Your most obedient servant, 
Ovmer. 

Agent. 

Manager. 


•Under one or other of the following heads namely: — 

(1) Explosions and ignitions of fire damp ; (21 falls of roof; (8) falls of side; (4) in shafts 
(overwinding); (ft) in shafts (ropes and chains breaking); (6) in shafts (while ascending or de- 
cending by machinery); (7) in shafts (falling down shaft); (8) in shafts things falling down 
shafts; (9) in shafts (miscellaneous); (10) suffocation by gases; (11) by explosives; (12) irrup- 
tions of water; (18) haulage; (14) by underground jnachinery; (1ft) sundries underground 
(18) by surface machinery; (17) boilers or pipes bursting; (18) on surface railways and tram- 
ways belonging to the mines; (19) by electricity; (20) miscellaneous on the surface. 
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BOMBAY CASTLE, 18TH FEBRUARY 1927 

No. S.-18/6. — The following notification by the Government 
of India, Department of Industries and Labour, is republished : — 

“ No. M.-987, dated New Delhi, the 26th January 1927. 

For the purposes of regulations 34, 35 and 39 of. the Indian 
Coal Mines Regulations, 1926, the Governor General in Council 
has approved of the following institutions in respect of the de- 
grees, diplomas or certificates specified against them if granted 
after the dates similarly specified. 

2. The notifications of the Government of India in the De- 
partment of Commerce and Industry No. 5808-160, dated the 25th 
July 1906, No. 1715-2, dated the 22nd February 1907, No. 9033-225, 
dated the 6th December 1909, No. 6690-143, dated the 24th Sep- 
tember 1910, No. 1329-26, dated the 22nd February 1913, No. 2455-C, 
dated the 13th March 1915, No. 567-27, dated the 19th February 
1916 and No. 7845, dated the 10th August 1918, and in the De- 
partment of Industries No. M.-987, dated the 26th February 1923, 
are hereby cancelled. 
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Students, subject to the Degree being en- 
dorsed by the University with a certificate 
of four months* practical experience in a 



London University 
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Indian Mines Act, 1923 

REGULATIONS FOR PROHIBITING THE EMPLOYMENT 
OF WOMEN UNDERGROUND IN MINES. 

“ No. M. 1055, dated New Delhi, the 7th March 1929. 

In exercise of the powers conferred by section 29 of the Indian 
Mines Act, 1923 (IV of 1923), the Governor General in Council is 
pleased to make the following regulations, the same having been 
previously published as required by sub-section (1) of section 31 
of the said Act, namely : — 

1. These regulations shall have effect from the 1st of July 
1929. 

2. In these regulations — 

(1) ‘ exempted mine ’ means — 

(a) coal mines in Bengal, Bihar and Orissa and the Central 
Provinces ; 

(b) salt mines in the Punjab ; and 

(2) ‘underground workings’ means any part of a mine 
situated beneath the superjacent ground, and includes vertical 
shafts provided for access to, or for the ventilation of such part ; 
but does not include tunnels made and used only for convenience 
in disposing of spoil. 

3. No woman shall be permitted to enter or remain in the 
underground workings of any mine other than an exempted mine, 
unless she is authorised in that behalf in writing by the Chief 
Inspector. 

4. In an exempted mine — 

(1) up to and including the 30th day of June 1939,— 

(a) no woman shall be permitted to enter or remain in the 
underground workings of the mine unless— 

(i) she is employed to work therein in accordance with 
the provisions of sub-clause (b), or 

(ii) she is authorised in that behalf in writing by the 
Chief Inspector, and 

(b) the total number of women employed to work in the 
underground workings of the mine on any day in any 
year specified in column 1 of the Schedule shall not be 
a greater percentage of the total number of persons, both 
women and men so employed in the mine on that day 
than the percentage specified against that year, in the 
case of exempted coal mines, in column 3 of the Sche- 
dule ; and 

(2) on and after the 1st day of July 1939, no woman shall be 
permitted to enter or remain in the underground workings of the 
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mine, unless she is authorised in that behalf in writing by the 
Chief Inspector. 


SCHEDULE 



Percentage of the total number of 


persons, both men & women 

Year 

employed underground 


Exempted coal 

Exempted salt 


mines 

mines 


1 

o 

3 

1 

1st July 1929 to 30th June 1930 

29 

40 

1st July 1930 to 30th June 1931 

26 

36 

1st July 1931 to 30th June 1932 

23 

32 

1st July 1932 to 30th June 1933 

20 

28 

1st July 1933 to 30th June 1934 

17 

24 

1st July 1934 to 30th June 1935 

14 

20 

1st July 1935 to 30th June 1936 

11 

16 

1st July 1936 to 30th June 1937 

8 

12 

1st July 1937 to 30th June 1938 

5 

8 

1st July 1938 to 30th June 1939 

2 

4 


NOTIFICATIONS 

No. M. 5731 — In exercise of the powers conferred by section 46 
of the Indian Mines Act, 1923, (IV of 1923), and in supersession 
of the Notifications of the Government of India in the Department 
of Labour No. M.4091 dated the 2nd August 1943 and No. M.4283 
dated the 18th August 1943 the Central Government is pleased to 
exempt until further orders all coal mines in Bengal, Bihar or 
the Central Provinces and Berar from the provisions of clause 
(;) of section 29 of the said Act, to the extent to which regula- 
tions made thereunder prohibit the entry of women into under- 
ground workings for the purposes of employment, subject however 
to the following conditions namely : — 

(i) No woman shall be employed underground in galleries 
which are less than five and a half feet in height ; 

(ii) Every woman employed underground shall be paid 
wages at the same rate as a man employed underground 
on similar work. 

(Vide Gaz. of India Part I Sec. I of 27-9-43.) 

No. M.-5962. — In exercise of the powers conferred by section 
46 of the Indian Mines Act, 1923, (IV of 1923), the Central Gov^ 
ernment is pleased to exempt until further orders all coal mines 


27 
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in the Province of Orissa from the provisions of clause (?) of 
section 29 of the said Act, to the extent to which regulations 
made thereunder prohibit the entry of women into underground 
workings for the purposes of employment, subject however to the 
following conditions namely : — 

(i) no woman shall be employed underground in galleries 
which are less than five and a half feet in height. 

(ii) every woman employed underground shall .be paid wages 
at the same rate as a man employed underground on 
similar work. 

(Vide Gaz. of India Extra Not. of 4-12-43). 


INDIAN MINES ACT, 1923. 

INDIAN OIL MINES REGULATIONS, 1933 

No. M.-1055 (1), dated New Delhi, the 20th December 1933. 

In exercise of the powers conferred by section 29 of the 
Indian Mines Act, 1923 (IV of 1923), the Governor General in 
Council is pleased to make the following regulations, the same 
having been previously published as required by sub-section (1) 
of section 31 of the said Act, namely 

1. (1) These regulations may be called the Indian Oil Mines 
Regulations, 1933. 

(2) They shall apply to all oil mines. 

2. In these regulations, unless there is anything repugnant 
in the subject or context — 

(a) ‘ the Act 9 means the Indian Mines Act, 1923 ; 

(b) ‘ the District Magistrate \ in relation to any mine, means 
the District Magistrate of the District in which the mine 
is situated : 

Provided that in the case of a mine which is situated partly 
in one district and partly in another, the District Magistrate for 
the purpose of these regulations shall be the District Magistrate 
authorised in this behalf by the Central Government ; 

(c) ‘ Form ’ means a form as set out in the Schedule ; 

( d ) ‘ Schedule ’ means the Schedule to these regulations. 

CHAPTER I. 

RETURNS, NOTICES AND RECORDS. 

4. (1) On or before the 21st day of January in each year the 
owner, agent or manager of every mine shall forward to the 
District Magistrate, and to the Chief Inspector annual returns in 
respect of the preceding year in the following forms : — 
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I, II, III;, IV, V, VI and VII. 

(2) If any mine is abandoned or the working of any mine 
has been discontinued over a period exceeding three months, or 
if a change occurs in the ownership of any mine, the returns re- 
quired by sub-regulation (1) shall be submitted, within one month 
from the date of abandonment or change of ownership or within 
four months from the date of discontinuance : 

Provided that the Chief Inspector may by order in writing 
extend the period for the submission of such returns up to any 
date not later than the twenty-first day of January in the year 
following that to which they relate : 

Provided further that nothing in this sub-regulation shall be 
deemed to authorise the submission of any return later than the 
twenty-first day of January in the year following that to which it 
relates. 

5. The notice required by section 14 of the Act shall be fur- 
nished in duplicate and shall specify the name and situation of 
the mine, the names and addresses of the owner and the manager, 
and, in the case of a new mine, the date on which it was opened. 
The District Magistrate shall, on receipt of the notice, forward 
one copy thereof to the Chief Inspector. 

6. When a mine has been abandoned, or the working there- 
of has been discontinued over a period exceeding two months, the 
owner of the mine shall, within seven days after the abandonment 
or within seven days after expiry of the said period, as the case 
may be, send to the Chief Inspector notice in writing specifying 
the name and situation of the mine, the name and address of the 
owner, and the date and cause of the abandonment or disconti- 
nuance. 

7. When a mine is re-opened after abandonment or discon- 
tinuance, the owner, agent or manager shall, within seven days 
after the date of the re-opening, send to the District Magistrate 
notice in writing in duplicate, specifying the name and situation 
of the mine, the names and addresses of the owner and the 
manager, and the date of the re-opening. The District Magistrate 
shall, on receipt of the notice, forward one copy thereof to the 
Chief Inspector. 

8. When a change occurs in the name of, or in the ownership 
of a mine, notice in writing of the change and of the date there- 
of shall be sent by the owner, agent or manager to the Chief In- 
spector within seven days from the date of the change. 

9. When any new appointment is made of an agent or man- 
ager of a mine, or any change of address of any agent or manager 
occurs, notice of the appointment or change and of the date 
thereof shall be sent by the owner, agent or manager to the Chief 
Inspector within seven days from the date of the appointment. 
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10. When the ownership of a mine is transferred, the pre- 
vious owner or his agent or manager shall make over to the new 
owner all plans, books and other records required to be kept under 
the Act, and all correspondence relevant to the working of the 
mine with the Department of Mines and other Government de- 
partments. 

11. If the owner, agent or manager of any mine intends to 
conduct or extend any mining operations under his control at or 
to any point within fifty yards of any railway subject to the pro- 
visions of the Indian Railways Act, 1890, or of any public work in 
respect of which this Regulation is. applicable by reason of any 
general or special order of the Central Government under clause 
( u ) of section 29 of the Act, he shall, not less than sixty days be- 
fore commencing such operations, give notice of his intention to 
the Chief Inspector, and also, in the case of a railway, to the 
Railway Administration concerned or, in the case of any such 
public work as aforesaid, to such authority as the Local Govern- 
ment may by general or special order direct. 

12. ‘The notice to be given under regulation 11 shall specify 
the position of the workings of the mine in relation to the rail- 
way or public work in question, the manager in which it is propos- 
ed to carry out the intended new operations, and the limits to 
which it is proposed to carry the said operations, and shall in- 
clude a plan showing the existing and the intended mining opera- 
tions in so far as they affect the railway or public work in ques- 
tion. 

13. If the operations in respect of which notice is given 
under regulation 11 are not commenced within 12 months from 
the expiry of the period of sixty days therein referred to, the 
notice shall be held to have lapsed and the provisions of that re- 
gulation shall apply as if no such notice had been given. 

14. When any accident occurs in or about a mine causing 
loss of life, or serious bodily injury, or when an accidental explo- 
sion, ignition, outbreak of fire or irruption of water or other dan- 
gerous occurrence occurs in or about a mine, the owner, agent or 
manager of the mine shall forthwith inform the Inspector by 
telephone or telegraph and shall alsq, within twenty-four hours 
of the occurrence of such accident, explosion, ignition, outbreak, 
irruption or other dangerous occurrence send notice thereof in 
Form VUI to the District Magistrate or to the Sub-divisional 
Magistrate, and also to the Chief Inspector. 

15. If death results from any injury already reported as 
serious under Regulation 14, the owner, agent or manager of the 
mine shall within twenty-four hours of his being informed of the 
death, send notice thereof to the District Magistrate or to the 
Sub-divisional Magistrate, and also to the Chief Inspector. 
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CHAPTER II 
PLANS 

16. The owner, agent or manager of every mine shall keep 
in the office at the mine an accurate plan and section or 
sections, properly inked in on durable paper, of the workings of 
the mine on a scale of not less than 100 feet to 1 inch, showing 
the workings up to a date not more than six months previously. 
The name of the mine and of its owner and the scale shall be 
shown on the plan and sections and the magnetic meridian with 
date shall be shown on the plan. The plans and sections shall 
also show all shafts, drives, crosscuts, winzes, rises, excavations, 
and any tunnels and passages connected therewith. They shall 
also show the boundaries of the underground leasehold, where 
possible, and all important surface features within the boun- 
daries, such as railways, roads, rivers, streams and reservoirs 
which overlie any part of the workings or any point within 600 
feet of any part of the mine workings;, also the general strike and 
thickness of the oil, gas and water sands with their dips at differ- 
ent points, and the known dislocations of the strata. 

* 17. The owner, agent or manager of every mine shall, at any 
time on the request of the Chief Inspector or of any Inspector, 
produce to him at the office at the mine such plans and sections, 
and also, on the like request, mark on such plans and sections, 
the state of the workings of the mine at the time ; and the Chief 
Inspector or Inspector shall be entitled to examine the plans and 
the sections, and to make or have a copy made of any part there- 
of for official purposes. 

18. If any mine or any considerable part of a mine is aban- 
doned, or the working thereof has been discontinued over a period 
exceeding one year, the person who was the owner of the mine 
at the time of the abandonment or discontinuance shall, within 
three months after the abandonment or within fifteen months 
after the discontinuance of working, as the case may be, send to 
the Chief Inspector accurate plans and sections of the workings of 
the mine up to the time of the abandonment or discontinuance: 

Provided that a chage of ownership occurs after the aban- 
donment or discontinuance and before the expiry of the three 
months or the fifteen months aforesaid, as the case may be, such 
plans and sections shall be sent forthwith. 

19. After the expiry of ten years from the date of abandon- 
ment or discontinuance of working in any mine or in any con- 
siderable part of a mine, or, where the consent of the owner of the 
mine for the time being has been obtained, prior to the expiry of 
the said period, the Chief Inspector may, on such conditions as 
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he thinks fit to impose, permit any person having interest in the 
said mine or part of the mine to inspect the plan or section of 
such mine or part of the mine sent to him in accordance with 
the provisions of Regulation 18, and he may, subject to such 
conditions as he thinks fit to impose*, supply to any such person 
oopies of the said plan or section. 

CHAPTER IH 
MANAGEMENT 

20. For every mine a book, to be called the Inspection Book, 
shall be kept in which Inspectors may record their observations. 
The owner, agent or manager shall write or cause to be written at 
the commencement of the book : — 

(a) the name of the mine, 

(b) the names and addresses of the owner of the mine and 
of the agent, if any, and of the manager of the mine. 

21. The owner or agent of every mine shall appoint a com- 
petent person of not less than 25 years of age to be manager of 
the mine. If any question arises whether any person so appointed 
is competent to perform the duties of manager, the decision of 
the Chief Inspector shall be final. 

22. One person may be appointed manager of more mines 
than one, provided that the size of such mines and the distance 
between them is not so great as to preclude the proper and 
thorough performance by such manager of his duties in respect 
of each such mine. The decision of the Chief Inspector shall be 
final on any question arising out of this regulation. 

23. Personal supervision shall be exercised by the Manager. 
Where by reason of absence or for any other reason he is unable 
to perform the duties required of him by the Act, regulations, rules 
and bye-laws, the owner, agent or manager shall authorise in 
writing a person, whom he considers competent, to act as man- 
ager of the mine. 

24. The manager of every mine shall appoint in writing such 
number of competent persons as will be sufficient to secure a 
thorough supervision of all the operations in the mine and the 
enforcement of the requirements of the Act and of the regula- 
tions, rules and bye-laws made thereunder. He shall assign to 
every such person his particular duties, shall on his appointment 
make over to him a copy of the regulations, rules and bye-laws 
which affect him and shall take all possible steps to ensure that 
every such person understands, carries out and enforces the pro- 
visions therein contained. Copies of all appointments made by 
the manager shall be kept in the office at the mine. 
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25. No person shall be appointed to carry out the inspection 
required by Regulation 50 unless he has attained the age of 21 
years and has had sufficient practical experience -of the working 
of mine and is competent to detect the presence of gas. If any 
question arises whether the person so appointed is competent to 
carry out the duties required of him, the decision of the Chief 
Inspector shall be final. 


CHAPTER IV 

TRANSPORT OF PERSONS OR MATERIALS 

26. (1) At every mine where more than twenty persons are 
employed underground, or where in the opinion of the Chief In- 
spector it is necessary, there shall be at least two shafts or outlets, 
not nearer to one another than 100 feet, according separate means 
of ingress and egress available to all the persons employed in the 
mine. 

(2) Proper arrangements shall be made for persons to des- 
cend to, and ascend from, the mine at each of such shafts or 
outlets. If apparatus is necessary, it shall be kept on the works 
belonging to the mine and shall be constantly available for use. 

(3) The foregoing provisions of this regulation with respect 
to shafts and outlets shall not apply — 

'(i) while a shaft is being sunk or an outlet is being made ; 

(ii) to any workings for the sole purpose of making a com- 
munication between two or more shafts or outlets pro- 
vided that not more than twenty persons are employed 
in making such communication. 

27. At every shaft or incline where persons or materials are 
lowered or raised by means of machinery the following provi- 
sions shall have effect, namely : — 

(a) A single linked chain shall not be used for lowering or 
raising persons in any working shaft or plane, except 
for the short coupling chain attached to a cage, skip, 
wagon or bucket. 

(b) Ropes used in raising and lowering persons and all 
cappings or sockets and shackles shall be of the best 
materials and kept in good condition. Hie working 
load shall at no time be more than one-sixth of the 
breaking load of the rope. A similar spare rope shall 
always be kept in reserve at mines where there is only 
one hoisting shaft. 

(c) There shall be attached to every machine worked 
by mechanical power, and used for raising and lower- 
ing persons, one or more brakes of snf&eient power by 
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themselves to hold the cage, skip, wagon or bucket, 
when loaded, at any point in the shaft, and a proper 
indicator (in addition to any mark on the rope) show- 
ing to the person who works the machine the position 
of the cage, skip, wagon or bucket in the shaft ; and 
if the drum is not on the crank shaft, there shall be 
an adequate brake on the drum shaft : 


Provided that in the case of a shaft or winze not exceeding 
100 feet in depth or a shaft or winze in course of sinking so 
much of this clause as requires an indicator shall not apply. 

(d) Every apparatus on or in which persons ride in a work- 
ing shaft shall be provided with a sufficient cover over- 
head, except — 

(i) in that portion of a shaft which is being extended 
by sinking, or 

(ii) where persons are employed at work in a shaft. 

(e) Every working shaft used for the purpose of drawing 
minerals or for lowering or raising persons shall, if 
exceeding 150 feet in depths be provided with proper 
means of communicating distinct and definite signals 
from the bottom of the shaft, and from every entrance 
for the time being in use between the surface and the 
bottom of the shaft, to the surface, and fro mthe surface 
to the bottom of the shaft and to every entrance for 
the time being in use between the surface and the bot- 
tom of the shaft. There shall also be proper means of 
transmitting distinct and definite signals from the top 
of every winding shaft to the winding engine. All signals 
shall be transmitted by mechanical or electrical means : 

Provided that if electrical means are used electrical apparatus 
shall be of a type approved by the Chief Inspector. 

(/) (i) The first three or principal signals shall be 


One rap or bell 
One rap or bell 
Two raps or bells 
Three raps or bells 
Three raps or bells 


RAISE when engine at rest. 
STOP when engine in motion. 
LOWER. 

Men ready to ascend or descend. 
IN REPLY. Men may enter the 
cage or other conveyance. 


Provided that an alternative code may be used where the 
written permission of the Chief Inspector has been obtained. 

(ii) Any other signals shall be in addition to, and shall 
not interfere with the foregoing. 

(iii) A printed copy of the code of shaft signals shall 
be posted at the shaft top and at every inset, and 
also at the winding engine. 
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ig) Every working shaft used for lowering or raising per- 
sons by machinery, other than machinery operated by 
hand labour, shall, if it exceeds 150 feet in depth, be 
provided with guides to within not less than 100 feet 
from the bottom of the shaft. 

(h) Adequate stationary lights shall be provided and used 
during working hours : — 

(1) at all places where persons have to work under- 
ground in the immediate vicinity of shafts, 

(2) after dark at the tops of all working shafts and at 
all winding engines used for raising and lowering 
persons. 

(i) There shall be on the drum of every machine used for 
lowering or raising persons such flanges, horns or other 
appliances as may be sufficient to prevent the rope from 
slipping. The rope shall be securely fastened to the 
drum, and there shall be at least two turns of the rope 
on the drum when the cage, skip, bucket or box is at 
the bottom of the shaft. 

ij) Every cage shall be provided with catches or some other 
suitable contrivance to prevent tubs from falling out, 
and shall, if used for lowering or raising persons, be 
covered in completely at the top and closed in at the 
two sides in a manner sufficient to prevent persons or 
things from projecting beyond the sides, and shall be 
provided with suitable gates or other rigid fences and 
with a rigid hand bar fixed in a position where it can 
be easily reached by all persons in the cage. 

(k) The manager, or a competent person or persons appoint- 
ed by the manager for the purpose shall, once at least 
in every 24 hours, examine the state of the external parts 
of the mcahinery and of the head gear, ropes, chains, 
cage guides, and conductors in the shaft and other 
similar appliances of the mine which are in actual use. 
both underground and above ground, and if more than 
twenty persons are employed in the mine simultaneously, 
shall without delay write or cause to be written a full 
and accurate report of the result of such examination. 
Every such report shall be recorded in a paged book to 
be kept at the mine for the purpose, and shall be signed 
and dated by the person who made the examination. 

28. Not more than such number of persons as may be autho- 
rised by the manager shall be allowed to ride in the same cage, 
tub, skip or bucket at one time and a notice specifying the autho- 
rised number shall be posted at the top of every shaft and at 
every inset in a shaft. 
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20. No persons shall ride in a shaft on, or afeainst, a loaded 
cage, skip, bucket or box. 

30. No person shall get on or off a cage, skip, tub or bucket 
used for lowering or raising persons after the same has been set 
in motion, or leave it until it has reached the appointed stopping 
place ; nor shall any person ride on the top or edge of any cage, 
skip, bucket or box except when engaged upon work in the shaft. 

31. No person, when ascending or descending a shaft, shall 
take with him any tools or other bulky materials, save when 
engaged in repairing the shaft or when otherwise specially autho- 
rised by the manager : 

Provided that, in the case of tools only, the manager may, by 
general order, permit the same to be carried. 

32. Every person, when at or about the top or the bottom of 
a shaft, shall obey the orders and directions of the shaft attend- 
ants on duty at the time. 

33. Every windless, whim or whip in use at a shaft or winze 
shall be provided with a stopper, lynch peg or other reliable 
holder. 

34. The bucket, skip or any wagon in the cage shall not be 
filled up to such a height that any of the contents can fall out. 
and the bottom of the cage shall be kept clean. 

35. When tools, wood, etc., with ends projecting over the 
top of the cage, skip or bucket are being lowered or hoisted, the 
projecting ends shall be securely fastened to the rope or bow. 

36. When the winding apparatus is not provided with some 
automatic contrivance to prevent overwinding, a point shall be 
fixed and marked on the indicator in such a way as to show 
when the cage or other conveyance is within a distance of twice 
the circumference of the drum from the completion of the wind ; 
and when such cage or conveyance has reached such distance it 
shall not, if either it or the descending cage contains persons, be 
raised for the remaining distance at a speed exceeding three 
miles per hour. 

37. In shafts exceeding 300 feet in depth, where persons are 
raised or lowered by machinery, suitable devices shall be fitted if. 
in the opinion of the Chief Inspector, such are required to pro- 
vide against the overwinding of cages, skips or other conveyance 
or to safeguard persons liable to be injured in the case of an 
overwind. 

38. At the top of every incline on which the haulage, not 
being endless rope or endless chain haulage, is worked by mecha- 
nical power or gravity there shall be stop-blocks or other similar 
contrivances to prevent wagons from running away. Additional 
stop-blocks or runaway switches, or some other appliance for 
arresting or diverting the descent of wagons in the event of a 
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runaway, shall be fixed below the first stop-blocks at a greater 
distance than the length of a train of wagons. There shall also 
be provided and attached behind the ascending wagon or train 
of wagons a backstay, drag or other suitable contrivance for pre- 
venting the wagon or wagons from running back. 

39. Where wagons are moved by hand no person shall per- 
mit a wagon to run uncontrolled, and, if sprags are necessary, a 
sufficient number shall be provided by the manager. 

40. No person shall ride upon any tub, truck or wagon either 
underground or above ground without the permission of the 
manager. 


CHAPTER V 

MINE WORKINGS 

41. No operations shall, without the consent in writing of 
the Central Government, be carried out within a distance of 100 
feet of the boundary of the mining property worked in accord- 
ance with these regulations, and if any doubt arises as to the 
position of the said boundary the Central Government may pro- 
hibit the person working the mine from carrying on operations 
within a specified portion of the area held by him until such doubt 
has been removed by the decision of a competent authority. 

42. The sides and roofs of all shafts, galleries, roads and 
working places shall be made and kept secure. 

43. Except in cases where the geological conditions are suffi- 
ciently known and previous permission has been obtained from 
the Chief Inspector all mining operations shall be preceded by 
the boring of a pilot hole not less than thirty feet ahead of the 
face of the working. The aperture of every such pilot hole shall 
be fitted with a casing head, blow out preventer or other device 
cemented in place and so constructed and maintained as to pre- 
vent any blow out of gas or oil. If in the process of drilling pilot 
holes or of mining, oil or gas are encountered in such quantity 
or with such pressure as to make the continuance of operations 
dangerous to life or property, such work shall be stopped and 
shall not be resumed until the pressure has been released. 

44. The permanent supports used within 200 feet of any 
shaft shall be entirely composed of non-inflammable materials. 

45. The lining of every shaft and of every excavation which 
penetrates more than one sand whether such sand contains oil, 
gas or water or not shall be backed with cement or treated in 
some other way so that the percolation or migration of fluids 
or gas through or behind the lining is effectually and permanently 
prevented. 
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46. Where any part of a mine is so situated that there is 
any danger whatever of an irruption of water into the mine, 
adequate protection against such an irruption shall be provided 
and maintained. 

47. No mine or part of a mine shall be abandoned nor shall 
the working thereof be discontinued for a peirod exceeding two 
months unless all inlets from any oil sand or gas sand into the 
mine or part have been sealed off as far as is practicable so as to 
prevent the egress of oil or gas from the sand. 

48. When a mine has been abandoned or discontinued for a 
period exceeding six months all openings into the mine shall be 
effectively sealed off at the surface. 

49. No winze or other working shall be made below the level 
of the floor of the lowest gallery in the mine until such precau- 
tions for the prevention of the collection of gas and the safety 
of the workers employed therein as the Inspector may prescribe 
have been taken. 

50. (1) A competent person or persons appointed for the 
purpose by the manager shall within such time, not exceeding 
two hours before the commencement of work in a shift inspect 
every part of the mine and shall ascertain the condition thereof 
so far as the presence of gas, ventilation, roof and sides and 
general safety are concerned. The result of every such inspec- 
tion shall be recorded in a book kept at the mine for the purpose. 

(2) A like inspection shall be made at least twice in the 
course of each shift, and at least once in every five hours during 
which the shift continues, of all parts of the mine, but it shall 
not be necessary to record the result of such inspections in a 
book unless the last inspection in a shift is the inspection re- 
quired to be made under sub-regulation (1). 

51. Every report shall be made by the person inspecting, 
either when underground or immediately on his return to the 
surface, and shall be a full and accurate report of the inspection, 
specifying whether or not, and where, if anywhere, noxious or 
inflammable gas was found, and whether or not any and, if any, 
what defects in roof or sides and other sources of danger were 
observed. The report shall be signed by the person who made the 
inspection and shall state the date and time of the inspection 
and the date and time when the report was written. 

52. No workman shall enter or be permitted to enter the 
mine until every part of the mine has been examined in the 
manner perscribed in sub-regulation (1) of Regulation 50. 

53. Every place where work is carried on or where men are 
stationed or pass shall be placed under the charge of a com- 
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petent person appointed by the manager or underground 
manager. 

54. If any part of a mine is found to be unsafe, all persons 
except those engaged in saving life or in removing the danger 
shall be withdrawn immediately from the dangerous area, and 
all approaches to the area shall be securely fenced so as to pre- 
vent unauthorised persons entering it until the danger has been 
removed. 

55. No person shall work in any place other than a place in 
which he has been ordered to work by an official of the mine or 
by any person in whose charge he has been placed by an official 
of the mine. 


CHAPTER VI 

VENTILATION AND LIGHTING 

56. An adequate amount of ventilation shall be constantly 
produced in every mine to dilute and render harmless inflam- 
mable and noxious gases to such an extent that the working 
places of the shafts, levels and workings of the mine, and the 
travelling roads to and from these working places, shall be in a 
safe state for persons working or passing therein. If the per- 
centage of inflammable gas in the main return airway exceeds 
0.6 per cent, the mine shall be deemed to be unsafe and the steps 
prescribed by Regulation 54 shall be taken. 

57. Means shall be provided on the surface for reversing the 
ventilation if and when required. 

58. At least once in every week the quantity of air in the 
main air currents and splits shall be measured, and at least once 
in every twenty-four hours a sample of the air in the main re- 
turn airways shall be taken and analysed, and records of the 
same shall be maintained in a book to be kept at the mine. 

59. Electric lamps connected to a lighting or power circuit 
shall not be used underground in the return airways or at any 
point more than 200 feet from the bottom of the downcast shaft. 
If It is the intention to reverse the direction of the air current 
the supply of electric current to such lamps shall first be cut 
oft, and the same shall be done in the event of a failure of the 
air current : 

Provided that the Chief Inspector may, by order in writing, 
and subject to such conditions as he may impose permit the use 
of self-contained lighting apparatus in which electric lamps are 
supplied from a generator operated by compressed air. All such 
apparatus shall be of a type approved by the Chief Inspector, 
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60. Except as provided for in Regulation 59 no lamp other 
than an electric safety lamp of a type approved by the Chief 
Inspector for use in oil mines sail be used in a mine. 

61. (1) All safety lamps shall be kept in a lamp-room and 
shall be in charge of a lamp-man authorised in writing for the 
purpose by the manager. 

(2) All safety lamps in ordinary use shall be numbered and 
such record shall be kept of the persons to whom the lamps are 
issued that the user of any particular lamp can at any time be 
identified from the record. 

(3) The lamp-man shall examine and lock securely all safety 
lamps before they are taken into the workings for use, and such 
lamps shall not be used until they have been so examined and 
found to be in safe working order and securely locked. 

62. The banksman or other competent person appointed by 
the manager for the purpose shall examine every safety lamp at 
the surface immediately before it is taken underground for use 
and shall assure himself as far as practicable from external ob- 
servation that each lamp is in safe working order and securely 
locked. 

63. (1) No safety lamp shall be unlocked underground, and 
unlocking on the surface shall only be done at the lamp-room. 

(2) .No person other than a person authorised by the 
manager to examine and lock safety lamps shall take or give 
out for use any safety lamps, or unlock or open or attempt to 
unlock or open any safety lamps. 

64. (1) No person shall have in his possession when under- 
ground any unlocked safety lamp, naked light, match, smoking 
apparatus, or any apparatus of any kind for striking a light, 
and if it appears to any person that any safety lamp in his 
possession is defective or insecure he shall at once remove it 
from the mine and return it to the person authorised to issue 
safety lamps. 

(2) With the object of preventing any substance such as 
matches or smoking appliances being taken into the mine the 
manager shall arrange for the systematic search of every person 
immediately before such person enters the mine ; and no person 
shall enter or be permitted to enter the mine until such search 
has been made. The method of search shall be one which has 
been approved by the Chief Inspector. 

65 . No person shall wilfully damage, or improperly use, or 
by improper means extinguish, any safety lamp. 

66. In any underground part of the mine where adequate 
stationary .lights are not in use, every person shall carry a light. 
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CHAPTER Vn 

PRECAUTIONS TO PREVENT FIRE AND EXPLOSIONS 

67. Explosives shall be used in or about a mine only with 
the permission of the Chief Inspector and subject to such con- 
ditions as he may impose. 

68. Electricity for power purposes shall not be used under- 
ground except with the consent of the Chief Inspector and under 
such conditions as he may approve. 

69. Air from air compressing plant shall be cleaned and 
freed from oil fumes before being used underground. 

70. (a) An area on the surface round the top of each shaft 
• or entrance to a mine shall be securely fenced so as to 

prevent the ingress of any persons except through gates. 
The fence shall not be placed nearer than 150 feet from 
the shaft or entrance. 

( b ) Areas on the surface used for the purpose of dumping 
sand containing oil shall be securely fenced so as to 
prevent the ingress of any person except through gates. 

(c) Such areas shall be known as danger areas, and notices 
to this effect shall be displayed around each such area. 

71. (a) No person shall enter any danger area without the 
permission of the manager. 

(i) no person shall have in his possession any match, 
smoking apparatus or means for striking a light ; 

(ii) no person shall light or cause or permit to be 
lighted or used any fire or naked light ; 

(b) With any danger area — 

(iii) no inflammable material shall be stored ; 

Note. — Nothing in this sub- regulation shall preclude the 
dumping of sand containing oil in a danger area separate from 
a danger area surrounding a shaft. 

(iv) except for the materials used in the construction 
of a temporary sinking derrick*, no inflammable 
material shall be used in any building or other 
construction ; 

(v) all electric transmission lines shall be armoured 
or encased in pipes ; 

( vi) all electric motors shall be flame-proof. 

72. The bottom of every shaft shall be kept free from accu- 
mulation of oil or gas. 

73. All oil pipes whether below or above the surface shall 
be inspected daily and constantly maintained in an oil-tight 
condition. 

74. Oil collected or released in the process of mining or by 
leakage from any pipe line shall be continuously collected and 
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removed to the surface in receptacles with oil-tight and gas- 
tight covers or by pumping through pipe lines. 

75. Main oil reservoirs shall be situated not less than 150 
feet from any working shaft and not less than 30 feet from any 
travelling road or airway, and shall be shut oft so as to prevent 
danger from fire. 

76. Reasonable provision shall be made to prevent an out- 
break of fire in the mine or the spread of fire. Fire extinguishers 
shall be provided and placed at important points in the mine. 
Fire extinguishers shall be tested and examined at intervals not 
exceeding one month. When in the opinion of an Inspector the 
provisions made for the above purpose are inadequate, he may 
require such additional provision as he shall specify to be made. 

77. The owner shall maintain such specially trained safety 
staff and equipment as may from time to time be prescribed by 
the Chief Inspector. 

78. Plans and specifications showing the lay-out and dimen- 
sions of all permanent oil and gas pipe lines and plant shall be 
submitted to the Chief Inspector, and the work of construction 
shall not be commenced until his sanction has been obtained. 


CHAPTER VIII 
MISCELLANEOUS 

79. (1) Every entrance to a mine from the surface, and the 
top and all entrances between the top and the bottom, including 
the sump (if any), of every working, ventilating, or pumping 
shaft, and the top of every open excavation, shall be kept pro- 
perly fenced : 

Provided that any fence may be temporarily removed for the 
purpose of repairs or other operations, if proper precautions are 
used. 

(2) Shaft temporarily or permanently out of use and any 
place in or about the excavation which is dangerous shall be 
kept properly fenced. 

80. (1) Every flywheel and all exposed and dangerous parts 
of the machinery used in and about a mine shall be kept se- 
curely fenced. 

(2) Efficient guards shall be provided for such parts of any 
machinery and any electrical conductors as may be a source of 
danger. 

81. Where it is necessary to prevent danger to the public 
every tank or reservoir shall be securely fenced. 

82. If any person, when in charge of any machinery, appa- 
ratus or about a mine, observes any defect or dangerous flaw 
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therein, he shall immediately report the fact to the manager,, 
engine-wright or other responsible official. 

83. Every person shall strictly comply with all lawful orders 
issued by the manager or such other official as may be empower- 
ed by the manager to issue the same. 

84. No person occupying any position of trust in or about a 
mine shall depute another person to do his work without the 
sanction of the official to whom he is subordinate ; and no such 
person shall absent himself without having previously obtained 
permission from such official for the term of his absence or 
without having been relieved by a competent person. 

85. No person shall negligently or wilfully do anything likely 
to endanger life or limb in the mine, or negligently or wilfully 
omit to do anything necessary for the safety of the mine or the 
persons employed therein. 

86. No person shall damage, destroy or improperly interfere 
with anything provided for or used in the working of the mine. 

87. No person shall remove or pass through any fence, or 
remove or pass any danger-signal unless so specially authorised 
by the manager or an official empowered by the manager in that 
behalf. 

88. No person shall sleep underground. 

89. If any person required by these regulations or by any 
rule or bye-law made under the Act to make any report is unable 
to write, he shall be present when his report is written for him, 
and shall have it read over to him, and shall have it read over 
and shall have it read over to him, and shall attach his thumb 
mark to it. The person writing the report shall also sign his 
name at the end together with a statement that it has been 
read over to the person for whom it was written. 

90. The Chief Inspector may, at his discretion, and under 
such conditions as he may think fit, grant exemption from any 
of the foregoing regulations. 


28 
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THE SCHEDULE 
FORM I 

[SEE REGULATION 4 (1).] 

Annual return for the year ending on the 31st December 19 

1. Name of mine. 

2. Postal address of mine. 

3. Date of opening. 

4 . Date of closing (if closed). 

f Province. 

5. Situation of mine ^ 

(^District. 

Name of owner. 

M 

^Postal address of owner. 

fName of Managing Agents (if any). 

M 

(^Postal address of Managing Agents (if any). 
fName of Agent (if any), as defined in Section 3 U 
8. J of the Indian Mines Act. 

L Postal address of Agent. 
fName of Manager. 

M 

^ Postal address of Manager. 



FORM II 

[SEE REGULATION 4 (1).] 

Persons employed during the year ending on 31st December 
19 and wages paid for work done in December 19 
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Note -—Where workmen arc paid through contractors, the sums entered in column 7 should be the sums paid by the contractors to the workmen, 
r to these can be ascertained. 




Figures for any other specified disease which has been epidemic ut the mine should be entered iu this form. 
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FORM V 

[SEE REGULATION 4 (1)] 

Type and aggregate horse-power of electrical apparatus 

1. System of supply (whether continuous current or alternating 
current) — 

Voltage of supply 
Periodicity 
Source of supply 

2. Voltage at which current is used for — 

Lighting 

Power 

3. Aggregate horse-power of motors installed on surface for — 

Winding 

Ventilation 

Haulage 

Pumping 

Miscellaneous 

Total horse-power . . 

4. Aggregate horse-power of motors installed underground for — 

Haulage 

Pumping 

Portable machinery 
Miscellaneous 

Total horse-power 

5. Total horse-power (addition of 3 and 4). 


FORM VI 

[SEE REGULATION 4 (1).] 

Explosives, safety lamps and mechanical ventilators 


Explosive* 


Safety lamps 


Mechanical ventilators 


Name of explosives ~ 

1 


j No. of safety \ 
'lamps smd method 
( of locking | 


! 
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FORM VII 

[SEE REGULATION 4 (1).] 

Output of Crude oil for year ending on the 31st December 19 


1. Opening stocks on 1st January 19 gallons. 

2. Raisings (including mine consumption) gallons. 

3. Total of 1 and 2 . . gallons. 

4. Despatches gallons. 

5. Mine consumption gallons. 

6. Closing stocks on 31st December 19. • gallons. 

7. Total of 4, 5 and 6 . . gallons. 


Signature of Owner , Agent or Manager , 

(If the form is signed by Managing Agents 
the words “ for owner ” should be added.) 

Date of Signature. 


FORM VII 

(SEE REGULATION 14.) 

Notice of Accident 

From 

To 

The CHIEF INSPECTOR OF MINES, 

Through the Magistrate 

Dated 19 

Sir, I have the honour to furnish the 

following particulars of which has occurred at the 

a fatal accident 

a serious accident 

an accidental explosion or ignit ion 

an outbreak of Are 

an irruption of wat er 

a well getting out of control 


■Mine. 
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1. Situation of the mine (Village, 
Station, District, Province). 


2. Name and postal address of 
owner. 


3. Name and sex of persons — i 

1 

Age 

Occupation 

Killed J Injured ! 


i 

4. Date and hour of the occur- 
rence. 



5. Place of the occurrence. 

1 


6. Cause and description. 

| 


i 

7. Classification of accident * 


8. Nature of injury and, if fatal 
cause of death. 


I have the honour to be, 

Sir, 

Your most obedient Servant, 

Owner. 

Agent. 

Manager. 

♦Under one or other of the following heads, namely : — 

(1) Explosions and ignitions of vapour, inflammable gas or 
oil ; (2) falls of roof ; (3) falls of side ; (4) in shafts (overwind- 
ing) ; (5) in shafts (ropes and chains breaking) ; (6) in shafts 
(whilst ascending or descending by machinery) ; (7) in shafts 
(falling down shaft) ; (8) in shafts (things falling down shaft) ; 
(9) in shafts (miscellaneous) ; (10) suffocation by gases; (11) 
by explosives; (12) irruptions of water; (13) haulage; (14) by 
underground machinery; (15) sundries underground; (16) by 
surface machinery ; (17) boilers, or pipes bursting ; (18) on sur- 
face railways or tramways belonging to the mine ; (19) by elec- 
tricity ; (20) by wells getting out of control ; (21) miscellaneous 
on surface. 
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Indian Mines Act, 1923 

EXEMPTION OF MINES AND CLASSES OF PERSONS FROM 
THE OPERATION OF CERTAIN PROVISIONS OF THE ACT 

NEW DELHI, THE 20TH JANUARY 1938 

No. M.-1051. — In exercise of the powers conferred by section 
46 of the Indian Mines Act, 1923 (IV of 1923>, and in supersession 
of the notification of the Government of India in the late De- 
partment of Industries and Labour No. M.-1051, dated the 1st 
October 1935, the Central Government is pleased to exempt the 
mines, groups of mines, classes of mines, parts of mines, and 
classes of persons specified in the first column of the annexed 
Schedule from the operation of those provisions of the said Act, 
which are specified in the corresponding entry in the second 
column thereof, subject to the conditions, if any, specified in the 
corresponding entry in the third column thereof. 

SCHEDULE 


Mines and classes \ which Conditions attached to 
exempted. ; exemption is exemption. 

granted 


1. Mines of kankar, murum. All exempt* 
laterite, gravel, sand, in g the P r °- 
clay (not including VLS, . ons ^°. n - 
kaolin, china clay or tai . nei1 ,n 
white clay), fire-clay sec , tl °” s A - r * 
ochre, stone, earth, and 2GA 
fuller’s earth, barytes, 
bauxite, slate and lime-j 
stone : 

Provided that this exemp- 
tion shall not apply 
to — i 

(a> The mines specified; 
in Appendix I to; 
this Schedule. 1 

(b) Slate mines in the ! 

Province of the 
Punjab and in the 
Monghyr district of; 
the Province of 
Bihar. 

(c) Limestone mines in 
the districts of 
Shahabad and; 
Jubbuipore. 

(<?) Mines of soapstonej 
or steatite. ! 


(D The owner, agent or 
manager of every mine 
so exempted, whether 
existing or new, shall 
forward to the Chief 
Inspector and the Dis- 
trict Magistrate a re- 
port in the form con- 
tained in Appendix II 
to this Scedule as soon 

as — 

< i > the depth of the 
mine measured 
from its highest tc 
i its lowest point 

reaches 20 feet ; oi 
(ii) the number ol 
! persons employee 

day is more thar 
in the mine on anj 
50; 

and at such timei 
thereafter as the Dis 
trict Magistrate ma; 
direct. 

(2) The owner, agent am 
manager shall permi 
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l 

from' 1 ‘which I Conditions attached to 

exemption is j exemption, 

grunted ‘ 


1 

Mines and classes 
exempted. 

(e) Stone mines in thej 
Town and Island] 
of Bombay. i 


i 


the Chief Inspector or 
any person exercising 
the powers of an Ins- 
pector or a person duly 
authorised in writing 
in this behalf by a per- 
son exercising the 
powers of an Inspector 
to enter, inspect and 
examine any mine so 

] exempted at any rea- 
sonable time. 

<3> The owner, agent or 
manager of any mine 
so exempted shall not 
permit any female to 
enter for purposes of 
employment, or be em- 
ployed in the under- 
ground workings, if 
any, of the mine. 


2. Borings and oil wells in| 
the making or opera-j 
tion of which no per-i 
son is employed be- 1 
neath the superjacent' 
ground. 


All 


3. Mines or parts of mines AH 
in which excavation is 
being carried out for 
the purpose of obtain- 
ing minerals for use or j 
sale : 


Provided that — I 

(i) not more than 20 
persons are em- 
ployed in or about 
such excavation ; 

(ii) no part of the ex- 
cavation extends 
beneath the super- 
jacent ground ; 
and 

(Hi) the depth of the 
excavation mea- 
sured from its 
highest to its 
lowest point no- 


* 

i 
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12 3 

Mines and classes exempted. f^ V which Conditions attached to 

exemption is exemption. 

___ granted 

where exceeds 20 
feet or, in the case 
of an excavation 
lor coal 50 feet 

4. Iron-ore mines worked AH except- The owner, agent or mana- 

without mechanical ing the pro- ger of any mine so 

power, the whole of the visions con- exempted shall not per- 

ore from which is sup- tained in mit any female to enter 

plied locally to village s**** 008 26 for purposes of em- 

smelters and black- and 26 ' A - ployment, or be em- 

smiths. ployed in, the under- 

ground workings, if 
any, of the mine. 

5. The following mines in 

the Province of Bihar, 
namely : — 

(i) The coke factory All 
of the Burrakui 
Coal Company, 

Ltd., at Loyabad 
in the Manbhum 
district. 

(ii) The coke factory of All 
the Barari Coke 
Company, Ltd., at 
Kendwadih in the 
Manbhum district. 

(iii) The coke factory All 
of the Eastern Coal 
Company, Ltd., at 
Bhowra in the 
Manbhum district. 

(iv) The coke factory All 
of the Lodna Col- 
liery Company, 

Ltd., at Lodna in 
the Manbhum dis- 
trict. 

(v) The coke factory All 
of the East Indian 
Railways at Girdih 
in the Hazaribagh 
district. 

( vi ) Open excavations All except- 
for coal in the Raj- ing the pro- 
mahal coalfields in visions con- 
the district ofthetained in 
Sonthal Parganas, sections 26 
provided that not anci 26-A * 
more than 20 per- 
sons are employed 

in or about the 

i 
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Mines and classes exempted f F oS V whfch 

exemption is 

granted 

mine at any one 
time. 

6. The following mines in 

the Province of Bom- 
bay, namely : — 

Stone crushing plants All 
forming part of the 
mines included in 
Appendix I or 

situated in the 

Town and Island of 
Bombay. 

7. The following mines in 

the Province of Madras, 
namely : — 

Stone mines in the The pro- 

Mangalgiri sub- visions eon- 
division of the tai p ed ln 

Guntur district 28 * 

specified in Appen- 
dix I. 

8. The following mines in 

the North-West Fron- 
tier Province, namely:— AH 
(i) Salt mines in the xu 
Kohat district. 

(if) Carbonaceous clay vi f; 

pits in the Hazara “dTn 

district. sections 26 

and 26 A. 

9. Persons employed in the . 

loading of wagons, tubs 8ions p ^ 
or carts on the surface tained in 
and cartmen on the sections 23B 
surface. and 28. (3) 

10. Firemen, winding^ vi . 
enginemen , pumpmen 8ions 0 p f scc . 
and horsekeepers. t i 0n 22A. 

11. Winding enginemen, 

Engine, and power-™ . 

house attendants, V^ s p 
Banksmen, Boiler Fire-®" ^ d w "n 
men, Trolleymen andCl^B 
trammers, Persons ( 2 ) and 28 
working on mechanical m 
screening and loading 

plants ; and Fan at- 
tendants. 


Conditions -attached to 
exemption 


The owner, agent or mana- 
ger of any mine so ex- 
empted shall not permit 
any female to enter 
for purposes of employ- 
ment, or be employed 
in, the underground 
workings, if any, of the 
mine. 


(1) The period of work of 
these workers shall not 
exceed eight hours in 
any one day. 

(2) The entries in the reg- 
ister prescribed by 
section 28(1) shall be 
such that workers 
working in accordance 
therewith or not work- 
ing in contravention 
of any of the provisions 
of Chapter VI of the Act 
other than those from 
which exemption is 
given, or in contraven- 
tion of condition (1). 
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Indian Mines Act, 1923 

COAL MINES RESCUE RULES, 1939 

No. M.-955, dated New Delhi, the 9th February 1939 
In exercise of the powers conferred by section 30-A of the 
Indian Mines Act, 1923 (IV of 1923), the Central Government is 
pleased to make the following rules, the same having been pre- 
viously published as required by sub-section (1) of section 31 of 
the said Act, namely : — 

COAL MINES RESCUE RULES 

CHAPTER I 
PRELIMINARY 

Short title and commencement 

1. (1) These rules may be called the Coal Mines Rescue 
Rules, 1939. 

(2) Rules 1 to 27 shall come into force at once. The remain- 
ing rules shall come into force on such date as the Central Gov- 
ernment may, by notification in the Gazette of India , appoint. 

Extent 

2. These rules shall apply to — 

(i) the area known as the Jharia coalfield in the province 
of Bihar ; and 

(ii) the area known as the Raniganj coalfield in the pro- 
vinces of Bengal and Bihar. 

Definitions 

3. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) “The Act” means the Indian Mines Act 1923 ; 

(b) “ Chief Inspector ” means the Chief Inspector of Mines : 

(c) “Committee” means the Rescue Stations Committee 
constituted under rule 4 ; 

(d) “Member” means a member of the Committee ; and 

( e ) “President ” means the President of the Committee. 

CHAPTER II 

CONSTITUTION AND PROCEDURE OF COMMITTEE 

Constitution of Rescue Stations Committee 

4. (1) The Central Government shall constitute a Com- 
mittee consisting of the following members for the establishment, 
maintenance and management of Rescue Stations in the areas 
to which these rules apply, namely : — 
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(1) an Inspector of Mines, nominated by the Chief In- 
spector ; 

(ii) one person nominated by the Indian Mining Association; 

(iii) one person nominated in rotation for the term of office 
specified in sub-rule (1) of rule 5 by the following bodies 
in order of priority — 

(a) the Indian Mining Federation, 

(b) the Indian Colliery Owners’ Association ; 

(iv) one person nominated by the National Association of 
Colliery Managers, Indian Branch ; 

(v) one person nominated by the Indian Mine Managers 
Association ; and 

(vi) two persons to represent the interests of persons em- 
ployed in the mines situated in the areas to which these 
rules apply nominated in the manner described in 
clause (e) of section 10 of the Act : 

Provided that, if any authority or body entitled to nominate 
any number fails to make any nomination within a period of thirty 
days from the date it is called upon by the Central Government 
to make the nomination, the Central Government may nominate 
a member to fill the vacancy. 

(2) The members shall elect one of their number as Pre- 
sident. 

(3) No act done by a Committee shall be questioned on the 
ground merely of the existence of any vacancy in, or any defects 
in the constitution of the Committee. 

Term of office 

5. (1) Save as otherwise provided in these rules, a member 

shall hold office for three years from the date of his appointment 
and shall be eligible for re-nomination : 

“ Provided that an outgoing member may continue in office 
until the appointment of his successor is notified.” 

(2) A member nominated to fill a casual vacancy or a mem- 
ber appointed by the Central Government on the failure of any 
authority or body entitled to make a nomination, shall hold office 
so long as the member whose place he fills would have been en- 
titled to hold office if the vacancy had not occurred or the nomi- 
nation had been made, as the case may be. 

(3) Inspectors of Mines shall hold office as directed by the 
Chief Inspector. 

(4) Save as otherwise provided in these rules, the President 
shall hold the office of President for a period of three years from 
the date of his election and shall be eligible for re-election : 

Provided that on ceasing to be a member, the President shall 
be deemed to have vacated the office of President and shall not, 
so long as he is not a member, be eligible for re-election. 
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Resignation 

6. (1) A member other than the President may resign his 
office by letter addressed to the President. 

(2) The President may resign his office by letter addressed 
to the Central Government. 

Absence from India 

7. (1) Before a member leaves India — 

(a) he shall intimate to the President the date of his de- 
parture from and the date of his expected return to 
India ; and 

(b) if the intends to be absent from India for a longer pe- 
riod than six months, he, shall tender his resignation. 

(2) If any member leaves India without taking the action 
required by sub-rule (1), he shall be deemed to have resigned with 
effect from the date of his departure from India. 

(3) If the President leaves India without resigning his office 
as President, he shall be deemed to have resigned from the date 
of his departure from India. 

Vacation of office 

8. (1) A member shall be deemed to have vacated his seat 
on the Committee — 

(a) if he becomes bankrupt or insolvent or suspends pay- 
ment or compounds with his creditors ; 

(b) if he is convicted of any offence which is punishable 
under the Indian Penal Code and is under the provi- 
sions of the Criminal Procedure Code non-bailable ; or 

(c) if he is absent from meetings of the Committee during 
a period of three consecutive months without leave of 
absence from the Committee. 

(2) The Central Government may after such inquiry as it 
deems necessary declare that the President has vacated his office 
and the .Committee shall thereupon elect another member as 
President . 

Time and place of meetings 

9. (1) The President may at any time call a meeting of the 
Committee and shall do so if a requisition for that purposes is 
presented to him by four other members. 

(2) The meetings of the Committee shall, unless the Presi- 
dent in any case otherwise direct^, be held at Dhanbad. 

Notice of meetings 

10. Not less than seven clear days before any meeting of 
the Committee notices of the time and place of the intended 



LABOUR AND FACTORY LEGISLATION 


468 


meeting, signed by the President, shall be left at or posted to 
the usual place of residence of every other member : 

Provided that in cases of urgency an emergency meeting may 
be summoned at any time by the President who shall inform the 
other members of the subject-matter for discussion and the 
reasons for which he considers it urgent. Business not arising 
out of the subject-matter shall not be introduced or transacted at 
an emergent meeting. 

Presiding at meetings 

11. The President shall preside at every meeting of the Com- 
mittee at which he is present. If the President is absent from 
any meeting the members present shall elect one of their number 
to preside over the meeting and the member so elected shall at 
that meeting exercise all the powers of the President. 

Quorum 

12. No business shall be transacted at a meeting of the 
Committee unless at least four members are present : 

Provided that if at any meeting less than four members 
attend the President may adjourn the meeting to a date not less 
than seven days later and inform the members present and notify 
other members that he proposes to dispose of the business at the 
adjourned meeting irrespective of a quorum, and it shall there- 
upon be lawful to dispose of the business at such adjourned 
meeting irrespective of the number attending. 

Powers and duties of the President 

13. The President shall be the Principal Executive Officer of 
the Committee and, in addition to the other powers and duties 
conferred upon him by these rules, shall — 

(a) present all important papers and matters to the Com- 
mittee as early as practicable ; 

(b) issue orders as to the method of carrying out the deci- 
sions of the Committee ; 

(c) sign or, subject to a resolution by the Committee, autho- 
rise some other person to sign, cheques Issued on behalf 
of the Committee ; 

(d) grant or, subject to a resolution by the Committee, au- 
thorise some other person to grant, receipts on behalf of 
the Committee for all moneys received under these rules ; 

(e) maintain or cause to be maintained an account of the 
receipts and expenditure of the Committee ; and 

(/) present an annual draft report on the working of the 
Committee to the Committee for approval and submit 
the report in the form approved by the Committee to 
the Central Government. 
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Disposal of business 

14. (1) All questions which the Committee is required to 
take into consideration shall be considered either at its meetings 
or by circulation of the papers as the President may direct. 

(2) When a question is referred by circulation of papers any 
member may request that the question be considered at a meet- 
ing of the Committee. If three or more members make such a 
request the President shall direct that it be so considered ; and 
if any member makes such a request, he may direct that it be 
so considered. 

List of Business 

15. (1) The President shall circulate to the other members 
at least three days before a meeting of the Committee a list of 
business to be disposed of at that meeting. 

(2) No business not on the list shall be considered without 
the permission of the President. 

Decision by majority 

16. (1) Every question at a meeting of the Committee shall 
be decided by a majority of votes of the members present and 
voting on that question. 

. (2) Every question circulated to the members shall, unless 
the President in pursuance of sub-rule (2) of rule 14 reserves it 
for consideration at a meeting, be decided in accordance with the 
opinions of the majority recording opinions. 

(3) In the case of an equal division of votes or opinions, the 
President shall exercise an additional vote or opinion. 

Committee’s establishment 

17. (1) The Committee shall, from time to time, fix the 
scale of establishment and the salaries and allowances of all 
officers and servants to be employed by it and require security in 
such instances and to such amount as it thinks fit. 

( 2 ) Subject to the scale of establishment fixed under sub- 
rule (1), the President shall have power to appoint, dismiss, 
grant leave to, suspend or reduce any person in the service of the 
Committee : 

Provided that — 

(a) no person shall be appointed to, or dismissed from, an 
office the salary of which is one hundred and fifty rupees 
or upwards without the sanction of the Committee at 
a meeting ; 

(b) the grant of leave, pay and allowances to officers and 
servants of the Committee, who are not Government 
servants, shall be regulated by rules made by the Com- 
mittee. 
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Remuneration of members 

18. Each member shall be paid Rs. 16 for each meeting 
attended by him, subject to a maximum of Rs. 32 for any one 
calendar month plus actual railway fare. 

CHAPTER m 
FUNDS AND ACCOUNTS 
Imposition of excise duty 

19. There shall be levied and collected on all coal and coke 
despatched by rail from collieries or to the plants situated in the 
areas to which these rules apply a duty of excise at the rate of 
IVz pies per ton for one year from the 1st day of May 1939, and 
thereafter at such rate as the Central Government may, after 
consulting the Committee, by notification in the Gazette of 
India , fix : 

Provided that, when it is proved to the satisfaction of the 
Committee, that any coal on which the duty of excise had pre- 
viously been collected, has been used in the manufacture of any 
coke on which also the duty has been collected, the Committee, 
or the person authorised in this behalf by the Committee may 
order refund of the amount equal to the duty collected on such 
coal to the person from whom such duty was collected. 

Provided that, when it is proved to the satisfaction of the 
Committee or any person authorised in this behalf by the Com- 
mittee, that any coke, on which such excise has been collected, 
has been manufactured from coal on which such excise had pre- 
viously been collected, the Committee or person authorised in this 
behalf by the Committee may order the refund of the excise 
collected on such coke. 

Recovery of excise duty 

20. The excise duty shall be collected by the Railway Ad- 
ministrations concerned by means of a surcharge on freight and 
shall be recovered — 

(a) from the consignor, if the freight charges are being pre- 
paid at the forwarding station, 

(b) from the consignee, if the freight charges are collect- 
ed at the destination of the consignment, 

(c) from the party paying the freight, if the consignment is 
booked on the “weight only” system : 

Provided that Tractions of an anna, if any, in the total 
amount of the excise duty recoverable on any one consignment 
shall be rounded off to the nearest anna. 
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Weight for charge 

21. For the purposes of the levy of the excise duty, the 
actual weight of a consignment rounded off to the nearest ton, 
shall be taken into account. 

Remittance of excise duty to the Committee 

22. The total amount of excise duty collected by each Rail- 
way Administration in respect of despatches from the areas to 
which these rules apply, less — 

(a) refunds and write-offs, authorised by the Railway Ad- 
ministration under rule 23, 

(b) a deduction of such percentage not exceeding ten as the 
Central Government may, by notification in the Gazette 

of India , fix, towards the cost of collection, 
shall be remitted quarterly to the Government treasury at Dhan- 
bad for the credit of the Committee. 

Refunds and recoveries 

23. Where the amount of the excise duty due under these 
rules has not been collected or where the amount collected is in 
excess of the amount due, the Railway Administration shall deal 
with the undercharge or overcharge, as the case may be, on the 
same principles as apply to undercharges and overcharges in re- 
gard to railway freight charges. 

Deposit of moneys 

24. All excise duty and other moneys received on behalf of 
the Committee shall be deposited in the Government treasury 
at Dhanbad to the credit of the Committee : 

Provided that the Committee may from time to time autho- 
rise the retention in the charge of the President or any other 
person of such sum as it thinks fit as petty cash to meet contin- 
gent expenditure. 

Application of excise duty and other moneys received 

25. The proceeds of the excise duty and any other moneys 
received by the Committee shall be applied to meeting the ex- 
penses of the Committee and the maintenance and upkeep of 
the Rescue Stations. 

Keeping, auditing and publication of accounts 

26. (1) The Committee shall keep accounts of all moneys 
received and expended during each financial year. 

(2) Such accounts shall be examined and audited annually 
by auditors appointed in this behalf by the Central Government. 

(3) The auditors may disallow any item which has, in their 
opinion, been expended out of any moneys so received otherwise 
than as directed by or under these rules. 
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(4) If any item is disallowed, an appeal may be made to the 
Central Government whose decision shall be final. 

(5) The audited statement of receipts and expenditure to- 
gether with the annual report referred to in clause (/) of rule 
13 shall be submitted to the Central Government not later than 
July in each year. 

(6) An abstract statement of the receipts and expenditure 
shall be published annually in the Gazette of India . 


CHAPTER IV 
RESCUE STATIONS 

Maintenance and location of Rescue Stations 

27. (1) The Committee shall establish as early as practic- 
able and maintain one Rescue Station in the Jharia coalfield and 
one Rescue Station in the Raniganj coalfield. 

(2) The Stations shall be located — 

(a) for the Jharia coalfield within a radius of 4 miles from 
the Dhanbad Railway Station. 

(b) for the Raniganj coalfield within a radius of 5 miles 
from the Asansol railway station. 

Appointment of Superintendents 

28. Each Rescue Station shall be placed under the control 
of a competent Superintendent who — 

(1) has been for two years a Superintendent or Instructor 
at a rescue station or a member of a permanent rescue 
corps, or 

(ii) has been fully trained in rescue work, 
and has had five years’ practical experience of underground work 
in a mine. 

Appointment of Instructors 

29. (1) Not less than three competent instructors shall be 
employed at each Rescue Station to train rescue workers. 

(2) No person shall be appointed as an Instructor unless he 
has had at least three years’ practical experience of underground 
work in a mine. 

(3) The Superintendent of the station may be included as 
an instructor for the purpose of sub-rule (1). 

(4) At least one instructor shall always be in attendance at 
the Station and one instructor shall be appointed to take charge 
of the Station in the absence of the Superintendent. 

1 Rules 28 to 85 came into force from 10th Decembel 1241; vide G. of B. Gas. Part IV 
C.P. 1627 of 28/12/41 
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Permanent Rescue Carps 

30. (1) A permanent rescue corps shall be maintained at 
each Rescue Station. Exclusive of the Superintendent and of the 
person appointed to take charge of the Station in his absence, the 
corps shall consist of not less than six fully trained men. One or 
more members shall be trained to act as leaders. 

(2) It shall be the duty of the corps — 

(a) to conduct rescue work and take all practicable steps to 
minimize danger in mines after any explosion or out- 
break of fire or dangerous irruption of noxious or in- 
flammable gas ; 

(b) generally to fulfil any other obligations imposed upon 
them by these rules. 

Attendance of Corps at Station 

31. The members of the rescue corps maintained at a Res- 
cue Station shall be continuously employed at the Station, and 
in constant residence there. 

Rescue apparatus and equipment 

32. (1) At every Rescue Station there shall be provided and 
maintained, in good order and ready for immediate use, appara- 
tus and equipment suitable and sufficient to enable the require- 
ments of these rules to be carried out. Such apparatus and equip- 
ment shall include that specified in Schedule I to these rules. 

(2) The following apparatus and equipment to be provided 
in pursuance of sub-rule (1) shall be of a type or standard ap- 
proved by the Chief Inspector : — 

(a) breathing apparatus ; 

(b) smoke helmets and other apparatus serving the same 
purpose ; 

(c) gas masks ; 

( d ) reviving apparatus ; 

(e) electric safety lamps and flame safety lamps ; 

(/) first-aid boxes ; 

( g ) fire extinguishers. 

Any apparatus or equipment approved by the Chief Inspector 
in pursuance of this rule may be approved either absolutely or 
subject to conditions. 

(3) No apparatus or equipment specified in heads (a) to (g) 
in sub-rule (2) shall be provided or used at any Rescue Station 
or mine if it is not of a type or standard approved by the Chief 
Inspector. 

.(4) Breathing apparatus for use at a mine in rescue work 
or training shall be obtained as required from the Rescue Station 
serving the mine. 
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(5) All breathing apparatus and every flow-meter shall be 
adjusted and tested periodically, and the purity of oxygen for 
use in breathing apparatus shall be tested: The tests shall be 
made in the manner prescribed in Schedule n to these rules. 

Accidents caused by equipment or apparatus 

33. (1) A report in writing giving particulars of every acci- 
dent or dangerous occurrence arising out of the use of any 
breathing apparatus or smoke helmets or other apparatus serv- 
ing the same purpose at any mine, shall be sent within 24 hours 
of the accident or occurrence to the Inspector of the Circle by 
the manager of the mine. 

(2) If any such accident or dangerous occurrence takes 
place at any Rescue Station, a similar report shall be sent by the 
Superintendent of the Station. 

CHAPTER V 

ORGANISATION AND EQUIPMENT AT MINES 

Appointment of men from mines to act with permanent rescue 
corps 

34. The manager of every mine situated in the areas to 
which these rules apply employing 100 or more persons under- 
ground on any one day of the preceding twelve months shall 
appointment on the following scale fully trained men to co- 
operate with the Rescue Station in rescue work and practice : — 

Where the total number of 
persons employed under- 
ground is not more than 500. 

Where the total number of 
persons employed under- 
ground is more than 500 but 
not more than 1,000 

Where the total number of per- 
sons employed underground 
is more than 1,000 but not 
more than 1,500 

Where the total number of per- 
sons employed underground 
Is more than 1,500 

Disposition of rescue workers 

35. (1) So far as practicable it shall be arranged that train- 
ed men for rescue work at a mine, where there is more than one, 
shall not all be employed underground at the same time. 


not less than one trained man. 

not less than two trained men. 

not less than three trained men. 

not less than four trained men. 
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(2) Effective arrangements shall be made at every mine for 
summoning rescue workers immediately their services are re- 
quired. 

Telephonic communication 

36. Every mine situated in the areas to which these rules 
apply shall be in telephonic communication with the Rescue 
Station serving the mine : 

Provided that if the number of persons employed underground 
in a mine does not exceed one hundred, the requirements of this 
rule shall be deemed to have been complied with if the office of 
the mine is situated within a distance of two miles from a tele- 
phone connected to the Rescue Station : 

Provided further that the Chief Inspector may exempt any 
mine, where there is no public telephone system, from the pro- 
visions of this rule subject to such conditions as he may impose to 
ensure other prompt means of communication with the Rescue 
Station. 

Tracings showing ventilation, etc. 

37. There shall be kept at every mine, other than an open 
mine, in which the number of persons employed exceeds one 
hundred, situated in the areas to which these rules apply, in a 
form suitable for use by rescue workers, a sufficient number of 
clear and legible tracings, not being less than three, of the work- 
ings of the mine up to a date not more than six months pre- 
viously, showing the ventilation and all principal doors, stoppings 
and air-crossings, regulators and telephone stations, and dis- 
tinguishing the intake airways by a different colour from the 
return airways. The signs used in these tracings shall be those 
specified in Schedule III to these rules. 

Selection of rescue workers 

38. (1) The persons to be trained in rescue work shall be 
carefully selected on the grounds of their coolness, powers of 
endurance and general suitability for the work, and, in the case 
of men from mines to be trained to co-operate with permanent 
rescue corps, also on the ground of their knowledge of the mine. 

(2) No person shall be trained as a rescue worker unless 

(i) he is certified by a qualified medical practitioner after 
examination in accordance with Schedule IV to these 
rules to be free from any organic disease or weakness, 
and to be fit for undertaking rescue work in a mine ; 

(ii) he is considered by the Superintendent of the Rescue 
Station to be suitable for rescue work with breathing 
apparatus ; 

(iii) the manager of the mine at which the person is em- 
ployed certifies in writing that he has had sufficient 
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underground experience for the purpose of rescue work ; 
and 

(iv) he is the holder of a certificate of * proficiency in first- 
aid from an organization approved by the Chief In- 
spector. 

Medical examination of rescue workers 

39. Every rescue worker so long as he continues to practise 
shall be re-examined every 12 months by a qualified medical 
practitioner in accordance with Schedule IV to these rules, and 
no person shall continue to practise after re-examination unless 
he is certified to be fit. 

Instruction and Practice 

40. (1) Every person selected for training in rescue work 
shall undergo the course of instruction and practices set out in 
Part I of Schedule V to these rules, until he has been certified as 
efficient by the Superintendent. 

(2) Rescue workers who have been so certified shall undergo 
practices and receive instruction as set out in Part II of Sche- 
dule V to these rules. 

(3) All practices required by Schedule V shall last at least 
two hours except on occasion when, in the opinion of the instruc- 
tor, it is desirable in the interests of safety to curtail the practice. 
At some of the practices the breathing apparatus shall be worn 
continuously for two hours. 

(4) A record shall be kept at every Rescue Station of all 
persons undergoing practices or receiving instruction in rescue 
work at the station. This record shall contain such particulars as 
the Chief Inspector may specify from time to time, including the 
date and character of each practice and the condition of each man 
after the practice, and if anything abnormal is observed in his 
condition, whether it is due to a defect of the apparatus or to the 
man himself. 

Code of Signals in training 

41. The code of signals used in training shall be that set 
out in Schedule VI to these rules. 

CHAPTER VI 

CONDUCT OF RESCUE WORK 

Duties of Manager or principal official present at surface in 
emergencies 

42 . On receiving information of any emergency likely to re- 
quire the services of a rescue corps or brigade, the manager, or, 
in his absence, the principal official present at the surface shall 
immediately— 
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(a) telephone to the Rescue Station ; inform the responsible 
officer on duty at the Station of the character of the 
occurrence ; state whether assistance will be needed 
from rescue brigades other than the permanent rescue 
corps or the brigades attached to the mine ; 

(b) summon the trained men attached to the mine ; 

(c) summon medical assistance ; 

(d) telephone to the Chief Inspector or Inspector ; 

(e) if necessary, communicate with the Police Station : 

Provided that if the mine is not in telephonic communica- 
tion with the Rescue Station a message shall be sent by a reliable 
person to the nearest telephone for immediate communication to 
the Rescue Station and the Chief Inspector or Inspector. 

Entry into mines for rescue operations 

43. (1) No person shall be allowed to enter a mine or part 
of mine which is unsafe for the purpose of engaging in rescue 
operations unless authorised by the manager, or, in his absence, 
by the principal official of the mine present at the surface. Only 
men trained in the use of breathing apparatus shall be permitted 
to enter the mine for the purpose of using such apparatus. 

(2) During the progress of such operations, a person or per- 
sons shall be stationed at the entrance of the mine and required 
to keep a written record of all persons entering and leaving the 
mine. 

Leader 

44. (1)“ Every corps or brigade engaged in work with 
breathing apparatus in a mine shall be under a leader appointed 
by the Superintendent of a Rescue Station. 

(2) The leader shall not engage in manual work. He shall 
give his attention solely to directing the brigade and to main- 
taining its safety. He shall examine the roof and supports during 
the journey in and, if there is any likelihood of a fall, shall not 
proceed until the brigade has made the place secure. 

Numbers employed 

45. The number of persons in any corps or brigade using 
breathing apparatus in a mine shall not be less than five or more 
than six including the leader. 

Supply of Oxygen 

46. If the type of apparatus admits of it, at least one person 
in every corps or brigade shall wear an apparatus with an ex- 
tension for the supply of oxygen to another person in case of 
necessity. 
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Instructions to brigade regarding rescue operations 

47. (1) Prior to sending a brigade underground clear in- 
structions shall be given by the principal official of the mine for 
the time being on the surface, or by a responsible person deputed 
by the agent or manager, to the leader of the brigade as to where 
it shall go and what it shall attempt. 

(2) If the Superintendent of the Rescue Station serving the 
mine is present, the manager or the principal official in charge of 
the mine shall consult him before issuing such instructions. 

(3) Unless the leader is personally thoroughly familiar with 
the roadways in question, the route to be followed shall be mark- 
ed on a tracing, which the leader shall take with him into the 
mine. 

(4) The leader shall not permit the brigade to go under- 
ground until he has received such instructions and* if necessary, 
such tracing. 

(5) The leader shall not deviate from the instructions re- 
ceived by him except when such deviation is necessary for the 
purpose of saving human life. 

Fresh air bases 

48. (1) As soon as possible a base or bases shall be estab- 

lished in fresh air, as near to the irrespirable zone or zones as 
safety permits. Each such base shall, if possible, be connected by 
telephone if the base is underground to the surface or if the base 
is on the surface to the shaft bottom. 

(2) Except in cases where the delay involved may result in 
danger to life, no brigade shall proceed beyond any place where a 
base is to be established until there have been stationed at such 
base the following : — 

(a) two men, of whom at least one should understand res- 
cue, appliances and first-aid ; 

(b) a spare brigade with rescue apparatus and ready for 
immediate service ; 

(c) one or more reviving apparatus, oxygen-revivers, 
stretchers and birds. 

(3) Whenever men are already at work beyond the base, 
there shall be stationed at the base as soon as possible the persons, 
spare brigade, apparatus and equipment specified in clauses (a) , 
(b> and (c) of sub-rule (2). 

Supply of gas-masks and arrangements at surface 

49. If the manager considers it necessary for safety, persons 
engaged in dealing with a fire shall be equipped with gas-masks 
and a rescue brigade equipped with apparatus shall be maintain- 
ed on the surface in case of necessity. 



474 


LABOUR AND FACTORY LEGISLATION 


Test of apparatus 

50. Before proceeding underground the leader shall test, or 
witness the testing of, all rescue apparatus of the brigade. He 
shall check the equipment of his party, and, immediately before 
entering irrespirable air, shall make sure that all apparatus is 
working properly : 

Provided that if the leader and the manager of the mine con- 
sider that in order to save life the brigade should proceed at once 
into the mine., this test may be dispensed with if the apparatus 
has previously been tested at a Rescue Station. 

Duties of leader underground 

51. (1) If the atmosphere is clear, the leader shall, when 
passing the junction of two or more roads, clearly indicate the 
route by means of arrow-marks in chalk. If the atmosphere is 
obscure the leader shall see that a life-line is led in from fresh 
air, and shall not allow any member of the brigade to move out 
of reach of that line ; or, if that course is impracticable, he shall 
not proceed until every road branching from the route is fenced 
across the opening. 

(2) The leader shall keep the team together and shall not 
allow any member of the team to stray. 

(3) When using rescue apparatus the leader shall carry a 
watch, shall read the pressure of the compressed oxygen every 
20 minutes or thereabouts,, and shall commence the return jour- 
ney in ample time. In travelling he shall adapt the rate to that 
of the slowest member. If any member of the corps or brigade is 
in distress, he shall immediately return to the fresh air base with 
the whole brigade. 

(4) The leader shall not permit any corps or brigade using 
breathing apparatus in a mine to remain at work for longer than 
iy 2 hours at any one time. 

Duties of members of rescue brigades 

52. Every member of a rescue corps or brigade engaged in 
work with breathing apparatus in a mine shall obey the orders 
of the leader of the team. 

Travelling with rescue apparatus 

53. In travelling with rescue apparatus, each member of the 
brigade shall keep the place given him when numbering off. If 
the pace is too quick, or if distress is felt, the member shall at 
once call attention to the fact; 

Restriction on second spell of work 

54. No person shall commence a second or subsequent spell 
of work in noxious air without being examined and passed by a 
qualified medical practitioner, if present, or by the Rescue Station 
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Superintendent or other competent person if a qualified practi- 
tioner be not present. 

Code of signals 

55. Members of rescue corps or brigades shall, in general, 
use the signals prescribed in Schedule VI to these rules, in com- 
municating to one another. 


SCHEDULE I 
[SEE RULE 32 (1).] 

APPARATUS AND EQUIPMENT 

Minimum to be kept at each Rescue Station 

(i) Twenty-four complete suits of breathing apparatus, 
with means of supplying sufficient oxygen or liquid 
aid to enable such apparatus to be constantly used 
for two days, and of charming such apparatus. 

If the type of apparatus admits of it, one set of apparatus in 
every four shall be provided with an attachment for supplying 
oxygen or air to any person found overcome by noxious gases in 
a mine. 

(ii) Four smoke helmets or other apparatus serving the 
same purpose with not less than 120 feet of tubing 
for each. 

(iii) Twenty electric safety lamps or electric torches of a 
type approved by the Chief Inspector ; and 100 
approved flame safety lamps. 

(iv) Four oxygen reviving apparatus (not of the forced 
breathing type) each with a cylinder or cylinders 
capable of supplying at least 20 cubic feet of oxygen. 

(v) Thirty gas masks of a type approved by the Chief 
Inspector with two refills for each. 

(vi) First-aid box or boxes. 

(vii) Fresh drinking water. 

(viii) Cages of small birds for testing for carbon monoxide. 

(ix) A motor ambulance or car of adequate capacity and 
power in constant readiness. 

(x) Two portable signalling devices. 

SCHEDULE II 

[SEE RULE 32 (5).] 

BREATHING APPARATUS : ADJUSTMENT AND TESTS 

1. In every breathing apparatus which is arranged so as to 
give a uniform oxygen delivery, the reducing valve shall be so 



476 


LABOUR AND FACTORY LEGISLATION 

adjusted as to supply not less than two litres of oxygen per 
minute. 

2. Every breathing apparatus shall be thoroughly tested at 
least once a month in the following manner, and the results of 
the test giving such particulars as the Chief Inspector by order 
in writing may specify in this behalf shall be recorded : — 

(i) The apparatus shall be carefully examined in respect 
of its general condition and particular attention shall 
be given to any delicate and perishable parts. 

(ii) The apparatus shall be tested for leakage by com- 
pletely immersing it in water. For the purpose of this 
test the apparatus shall be fully distended and if it is a 
compressed oxygen apparatus the oxygen supply shall 
be turned on. The apparatus, immersed in water, shall 
be well shaken and closely examined in every part for 
leakage by the Superintendent or one of the instructors 
of the Rescue Station, or by the captain of the rescue 
brigade. If any leakage is observed the apparatus shall 
be deemed unsafe for use. 

This test may be omitted in respect of the pack of a 
liquid air apparatus in so far as it would be damaged 
by immersion. 

(iii) The pressure at which any automatic relief valve dis- 
charges shall be measured. 

3. The following additional tests shall be applied to com- 
pressed oxygen apparatus : — 

(i) The pressure in the oxygen cylinder shall be measured. 

(ii) The rate of delivery of oxygen shall be measured by a 
flowmeter and if that rate is capable of being adjusted 
by the wearer of the apparatus, it shall be measured 
over the whole range of adjustment. 

4. No breathing apparatus shall be used underground unless 
immediately before use it has been tested and found safe in the 
manner prescribed by paragraph (ii) of clause 2 of this Schedule : 

Provided that as a matter of urgency to save life, this test may 
be omitted and a test for leakage by mouth suction applied instead. 

5. The oxygen in every cylinder supplied for use in connec- 
tion with breathing apparatus shall be analysed before being used 
in a breathing apparatus, and no oxygen which is found to con- 
tain more than two per cent. . of impurities shall be used. The 
results of every analysis giving such particulars as the Chief In- 
spector may require shall be recorded. 

6. Flow-meters shall be tested for accuracy at least once in 
every six months, and the results of every test giving such parti- 
culars as the Chief Inspector may require shall be recorded. 
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7. Where by this Schedule any particulars are required to 
be recorded, they shall be recorded forthwith in a book to be 
kept at the station or mine, as the case may be. 

SCHEDULE III 
(SEE RULE 37.) 

CODE OF SIGNS 

BRICK, STONE, OR CONCRETE VEN- 
TILATION STOPPINGS 

FIRE DAMS OR SEALS 

WATER DAMS 

DOORS 

REGULATORS 

AIR CROSSINGS 

TELEPHONES 

UNDERGROUND AMBULANCE STA- 
TION IN RED 

DIRECTION OF AIR CURRENT . . 

INTAKE AIRWAYS — BLUE 
RETURN AIRWAYS — RED 

SCHEDULE IV 
[SEE RULES 38 (2) (i) AND 39.] 

MEDICAL EXAMINATION 

The medical practitioner shall make a thorough examination 
of each person to be trained or kept in training and shall devote 
particular attention to the following requirements 

I. The person must be free from — 

(i) any tendency to fainting or vertigo ; 

(ii) any chronic obstruction in the air passages ; 

(iii) dyspnoea on light exertion ; 

(iv) nystagmus ; any marked degree of myopia or any 
other serious optical defect or disease ; 

(v) deafness. 

II. The person must be of good physical development and 
mental alertness, and capable of undergoing hard physical ex- 
ertion for not less than 15 minutes without being unduly distress- 
ed or fatigued. 
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SCHEDULE V 

(SEE RULE 40.) 

PART I.— PRELIMINARY COURSE 

The course of instruction and practices shall be as follows 

A. Instruction in 

(i) the general methods of dealing with underground fires 
and the recovery of mines after fires and explosions ; 

(ii) the construction, use, repair, maintenance and testing 
of the type or types provided of breathing apparatus 
and of smoke helmets or other apparatus serving the 
same purpose ; 

(iii) the use of methods and apparatus for reviving men ; 

(iv) the properties and detection of the noxious and in- 
flammable gases which may be found in mines ; 

(v) the taking of gas samples in irrespirable atmospheres ; 

(vi) the reading of mine plans ; 

(vii) the requirements contained in Chapter VI and Sche- 
dule VI to these Rules. 

B. Practices 

Not less than 12 for each man with breathing apparatus and 
in addition not less than two for each man with smoke helmets 
or other apparatus serving the same purpose, in each case under 
conditions devised to resemble those likely to be encountered in 
underground operations requiring the use of such apparatus. 

(a) The practices shall be carried out as follows 

For Permanent Rescue Corps 

(i) By at least five members jointly. 

For Men from Mines to act with Rescue Corps 

(ii) Not more than eight nor less than five men shall take 
part in any practice. If five men from the mine do not 
attend on any occasion the number may be made up by 
members of the permanent rescue corps. So far as prac- 
ticable the same five men shall practise together as one 
brigade. 

<b) The practices with breathing apparatus shall take place 
in ordinary air and shall progress gradually until prac- 
tices can be carried out in a hot and irrespirable at- 
mosphere. 
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(c) The practices with breathing apparatus shall comprise 
the following operations : — 

(i) repeatedly raising and lowering of a weight of 
56 lb. to and from a height of six feet by means 
of a rope and pulley, 

(ii) walking continuously at a fair pace for half an 
hour, 

(iii) building and removing temporary stoppings of 
stone, brick, sandbags, brattice cloth, or other 
materials, and carrying the materials required for 
such operations over a distance of at least ten 
yards, 

(iv) removing debris in confined spaces as represent- 
ing the clearing of a fall of roof, 

(v) setting timber or other roof supports, 

(vi) carrying, pushing or pulling on a stretcher a live 
person or dummy body weighing 150 lb. along the 
length of the gallery, 

(vii) the rapid establishment of communication. 

FART II.— PRACTICES AND INSTRUCTION AFTER BECOMING 

EFFICIENT 


A. Practices 
Permanent Rescue Corps 

In addition to regular practices at the Rescue Station, prac- 
tices with breathing apparatus underground in a mine at least 
once in each quarter and at least six times in each year. Mem- 
bers who are not employed regularly underground in mines shall 
have six further practices underground in mines in each year, 
making twelve practices in all. 

Men from Mines to act with Permanent Rescue Corps 

Practices with breathing apparatus at least twice in each 
quarter and at least six times in each year, of which at least two 
shall take place in mines, and the reminder in a hot and irres- 
pirable atmosphere. 

B. Instruction 

Revision of all subjects included in Part I. 
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SCHEDULE VI 
(SEE RULES 41 AND 55.) 


Code of Signals 


Electric Signalling 

I 

Signals 

i 

1 

Signalling 
between Members 
of a brigade 

Signals 

" Distress ” or “ Help Wanted” 

One ring 

“ Distress ” or “ Help 1 
Wanted” | 

One hoot 


(IF NO ANSWER IS GIVEN to a call, 
“Distress*’ is to be understood) 


“ Not understood ” or “ Repeat 

Two rings 

Halt 

Two hoots 

the Message” 

11 No” 

Three rings 

Retire 

1 

IThree hoots 

** Yes ” or “All right” or “All’s 
well” 

To “ ring up ” To “ ring off ” 

Four rings 

Advance 

Four hoots 

Five rings 

To call attention 

Five hoots 

! 


BOMBAY CASTLE, 1ST MARCH 1939 

No. M.-955 (1), dated Simla, 14th May 1936 : 

In pursuance of sub-section (2) of section 1 of the Indian 
Mines (Amendment) Act, 1936 (XI of 1936), the Governor General 
in Council is pleased to appoint the 16th May 1936 as the date of 
which the said Act shall come into force. 

(Vide G. of B. Gaz. Part IV-A P. 498 of 28-5-36). 

No. M.-955, dated Simla,, the 20th July 1939 

In pursuance of Clause (b) of rule 22 of the Coal Mines 
Rescue Rules, 1939, the Central Government is pleased to fix 7 ^ 
as the percentage which each Railway Administration shall be 
entitled to deduct, towards the cost of collection, from the total 
amount of excise duty collected by it under the said rule. 

(Vide G. of B. Gaz. Part IV-A. P. 1583 of 24/8. 

In exercise of the powers conferred by section 47 of the 
Indian Mines Act. 1923 (IV of 1923), the Central Government is 
pleased to modify as follows the orders contained in Government 
of India Notifications No. 5731 dated 24th November 1943 and 
No. M.-5962 dated 4th December 1943. 

In condition (1) of each of the said orders, for the words 
“six feet” the words “five and half feet” shall be substituted. 

(Vide Gaz. of India Extra, of 16-1-44). 
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Indian Trade Unions Act, 1926 

INDIA ACT NO. XVI OF 1926 1 

An Act to provide for the registration of Trade Unions 
and in certain respects to define the law relating to registered 
Trade Unions in British India. 

WHEREAS it is expedient to provide for the registration 
of Trade Unions and in certain respects to define the law 
relating to registered Trade Unions in British India ; It 
is hereby enacted as follows : — 


CHAPTER I. 

PRELIMINARY 

Short title, extent and commencement. 

1. (1) This Act may be called the Indian Trade Unions 

Act, 1926. 

(2) It extends to the whole of British India, including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on such 2 date as the 
3 [Central Government] may, by notification in the 4 [Oj0Fi- 
ciaZ Gazette ], appoint. 

Definition. 

2 In this Act 6 [“ the appropriate Government ” means, 
in relation to Trade Unions whose objects are not confined 
to one province, the Central Government, and in relation 
to other Trade Unions, the Provincial Government, and] 
unless there is anything repugnant in the subject or con- 
text, — 

(a) “ executive ” means the body, by whatever name 
called, to which the management of the affairs of 
a Trade Union is entrusted ; 

1 For Statement of Object* and reasons, see Gazette of India, 1025, Pt, V„ p. 8, and for 
Report of Select Committee, see ibid, p. 107. 

2 This Act was brought into force on the 1st June, 1027, see Gazette of India, 1027, Pt. 
I, p. 467. 

6 These words were substituted for the words “ Governor General in Council by the 
Government of India (Adaptation of Indian Laws) Order, 1037. 

4 These words were substituted for the words **Casettc of India", ibid, 

4 These words wets inserted, ibid, 

81 
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(b) “officer” in the case of a Trade Union,, includes 
any member of the executive thereof, but does not 
include an auditor ; 

(c) “ prescribed ” means prescribed by regulations 
made under this Act ; 

(d) “ registered office ” means that office of a Trade 
Union which is registered under this Act as the 
head office thereof ; 

(e) “ Registered Trade Union ” means a Trade Union 
registered under this Act ; 

(f) “ Registrar ” means a Registrar of Trade Unions ap- 
pointed by the 1 [appropriate Government] under 
Section 3, and “ the Registrar,” in relation to any 
Trade Union, means the Registrar appointed for 
the province in which the head or registered office, 
as the case may be, of the Trade Union is situated ; 

' (g) “ trade dispute ” means any dispute between em- 
ployers and workmen or between workmen and 
workmen, or between employers and employers 
which is connected with the employment or non- 
employment, or the terms of employment or the 
conditions of labour, of any person, and “ work- 
men ” means all persons employed in trade or in- 
dustry whether or not in the employment of the 
employer with whom the trade dispute arises ; and 

( h ) “ Trade Union ” means any combination, whether 
temporary or permanent, formed primarily for the 
purpose of regulating the relations between work- 
men and employers or between workmen and work- 
men, or between emp’oyers and employers, or for 
imposing restrictive conditions on the conduct of 
any trade or business, and includes any federation 
of two or more Trade Unions : 

Provided that this Act shall not affect — 

(i) any agreement between partners as to their 
own business ; 


1 These words were substituted for the words “Local Government’' bv the Gownmant 
of India (Adaptation of Indian Laws) Order, 1987/^ Dy w ilr0V * mment 
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(ii) any agreement between an employer and those 
employed by him as to such employment ; or 

(iii) any agreement in consideration of the sale of 
the goodwill of a business or of instruction in 
any profession, trade or handicraft. 

CHAPTER II. 

REGISTRATION OF TRADE UNIONS 
Appointment of Registrars. 

3. 1 [The appropriate Government] shall appoint a 
person to be the Registrar of Trade Unions for 2 [each 
Province]. 

Mode of registration. 

4. Any seven or more members of a Trade Union may, 
by subscribing their names to the rules of the Trade Union 
and by otherwise complying with the provisions of this 
Act with respect to registration, apply for registration of 
the Trade Union under this Act. 

Application for registration. 

5. (1) Every application for registration of a Trade 
Union shall be made to the Registrar, and shall be accom- 
panied by a copy of the rules of the Trade Union and a 
statement of the following particulars, namely : — 

(a) the names, occupations and addresses of the mem- 
bers making the application ; 

(b) the name of the Trade Union and the address of 
its head office ; and 

(c) the titles, names, ages, addresses and occupations of 
the officers of the Trade Union. 

(2) Where a Trade Union has been in existence for 
more than one year before the making of an application for 
Its registration, there shall be delivered to the Registrar, 
together with the application, a general statement of the 
assets and liabilities of the Trade Union prepared in such 
form and containing such p articulars as may be prescribed. 

1 Thfie words were substituted for the words "each Local Government** by the Govern 1 * 
ment of India (Adaptation of Indian Laws) Order. 1931 

t These words were substituted fbr the words M the province**, ibid. 
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Provisions to be contained in the rules of a Trade Union. 

6, A Trade Union shall not be entitled to registration 
under this Act, unless the executive thereof is constituted 
in accordance with the provisions of this Act, and the rules 
thereof provide for the following matters, namely : — 

(a) the names of the Trade Union ; 

(b) the whole of the objects for which the Trade Union 
has been established ; 

(c) the whole of the purposes for which the general 
funds of the Trade Union shall be applicable, all 
of which purposes shall be purposes to which such 
funds are lawfully applicable under this Act ; 

(d) the maintenance of a list of the members of the 
Trade Unions and adequate facilities for the ins- 
pection thereof by the officers and members of the 
Trade Union ; 

(e) the admission of ordinary members who shall be 
persons actually engaged or employed in an indus- 
try with which the Trade Union is connected, and 
also the admission of the number of honorary or 
temporary members as officers required under Sec- 
tion 22 to form the executive of the Trade Union ; 

(f) the conditions under which any member shall be 
entitled to any benefit assured by the rules and 
under which any fine or forfeiture may be imposed 
on the members ; 

( g ) the manner in which the rules shall be amended, 
varied or rescinded ; 

( h ) the manner in which the members of the executive 
and the other officers of the Trade Union shall be 
appointed and removed ; 

( i) the safe custody of the funds of the Trade Union, 
an annual audit, in such manner as may be pres- 
cribed, of the accounts thereof, and adequate faci- 
lities for the inspection of the account books by 
the officers and members of the Trade Union ; and 
(?) the manner in which the Trade Union may be dis- 
solved. 
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Power to call for further particulars and to require altera- 
tion of name. 

7. (1) The Registrar may call for further informa- 
tion for the purpose of satisfying himself that any appli- 
action complies with the provisions of Section 5, or that 
the Trade Union is entitled to registration under Section 6, 
and may refuse to register the Trade Union until such in- 
formation is supplied. 

(2) If the name under which a Trade Union is pro- 
posed to be registered is identical with that by which any 
other existing Trade Union has been registered or, in the 
opinion of the Registrar, so nearly resembles such name as 
to be likely to deceive the public or the members of either 
Trade Union, the Registrar shall require the persons apply- 
ing for registration to alter the name of the Trade Union 
stated in the application, and shall refuse the register the 
Union until such alteration has been made. 

Registration. 

8. The Registrar, on being satisfied that the Trade 
Union has complied with all the requirements of the Act 
in regard to registration, shall register the Trade Union by 
entering in a register, to be maintained in such form as 
may be prescribed, the particulars relating to the Trade 
Union contained in the statement accompanying the appli- 
cation for registration. 

Certificate of registration. 

9. The Registrar, on registering a Trade Union under 
Section 8, shall issue a certificate of registration in the 
prescribed form which shall be conclusive evidence that 
the Trade Union has been duly registered under this Act. 

Cancellation of registration. 

10. A certificate of registration of a Trade Union may 
be withdrawn or cancelled by the Registrar — 

(a) on the application of the Trade Union to be veri- 
fied in such manner as may be prescribed, or 

(b) if the Registrar is satisfied that the certificate has 
been obtained by fraud or mistake, or that the Trade 
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-Union has ceased to exist or has wilfully and after 
notice from the Registrar contravened any provi- 
sion of this Act or allowed any rule to continue in 
force which is inconsistent with any such provision, 
or has rescinded any rule providing for any matter 
provision for which is required by Section 6 : 

Provided that not less than two months’ previous notice 
in writing specifying the ground on which it is proposed 
to withdraw or cancel the certificate shall be given by the 
Registrar to the Trade Union before the certificate is with- 
drawn or cancelled otherwise than on the application of 
the Trade Union. 


Appeal. 

1 [11. (1) Any person aggrieved by any refusal of the 

Registrar to register a Trade Union or by the withdrawal 
or cancellation of a certificate of registration may, within 
such period as may be prescribed, appeal — 

(a) where the head office of the Trade Union is situ- 
ated within the limits of a Presidency-town 2 * * *, 
to the High Court, or 

(b) where the head office is situated in any other area, 
to such Court, not inferior to the Court of an addi- 
tional or Assistant Judge of a principal Civil Court 
of original jurisdiction, as the 3 [appropriate Gov- 
ernment] may appoint in this behalf for that area. 

(2) The appellate Court may dismiss the appeal, or 
paps an order directing the Registrar to register the Union 
and to issue a certificate of registration under the provisions 
of Section 9 or setting aside the order for withdrawal or 
cancellation of the certificate, as the case may be, and the 
Registrar shall comply with such order. 

(3) For the purpose of an appeal under sub-section 
(1) an appeallate Court shall, so far as may be, follow the 
same procedure and have the same powers as it follows 


1 This section was substituted by s. 2 of the Indian Trade Unions (Amendment) Act, 
1028 (XV of 1928). 

2 T^e words “or of Rangoon" were omitted by the Government of India (Adaptation of 
of Indian Laws) Order, 1927. 

„ •?*»«** words were substituted for the words “Local Government*' by the Government 
of India (Adaptation of Indian Laws) Order, 1987. 
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and has when trying a suit under the Code of Civil Proce- 
dure, 1908, and may direct by whom the whole or any part 
of the costs of the appeal shall be paid and such costs shall 
be recovered as if they had been awarded in a suit under 
the said Code. 

(4) In the event of the dismissal of an appeal by any 
Court appointed under clause (b) of sub-section (1), the 
person aggrieved shall have a right of appeal to the High 
Court, and the High Court shall, for the purposes of such 
appeal, have all the powers of an appellate Court under sub- 
sections (2) and (3) and provisions of those sub-sections 
shall apply accordingly.] 

Registered Office. 

12. All communications and notices to a registered 
Trade Union may be addressed to its registered office. 
Notice of any change in the address of the head office shall 
be given within fourteen days of such change to the Regis- 
trar in writing, and the changed address shall be recorded 
in the register referred to in Section 8. 

Incorporation of registered Trade Unions. 

13. Every registered Trade Union shall be a body cor- 
porate by the name under which it is registered, and shall 
have perpetual succession and a common seal with power 
to acquire and hold both moveable and immoveable pro- 
perty and to contract, and shall by the said name sue and 
be sued. 

Certain Acts not to apply to registered Trade Unions. 

14. The following Acts, namely 

(a) The Societies Registration Act, 1860, 

(b) The Co-operative Societies Act, 1912, 
f*(c) [Repealed]. 

\*(d) [Repealed]. 

(e) The Indian Companies Act, 1913, 
shall not apply to any registered Trade Union, and the 
'registration of any such Trade Union under any such Act 
shall be void. 


• Repeated by the Repealing and amending Act No. XXV of 1942. 
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CHAPTER III. 

RIGHTS AND LIABILITIES OF REGISTERED 
TRADE UNIONS. 

Objects on which general funds may be spent. 

15. The general funds of a registered Trade Union 
shall not be spent on any other objects than the following, 
namely : — 

(a) the payment of salaries, allowances and expenses 
to officers of the Trade Union ; 

(b) the payment of expenses for the administration of 
the Trade Union, including audit of the accounts 
of general funds of the Trade Union ; 

(c) the prosecution or defence of any legal proceeding 
to which the Trade Union or any member thereof 
is a party, when such prosecution or defence is 
undertaken for the purpose of securing or protect- 
ing any rights of the Trade Union as such or any 
rights arising out of the relations of any member 
with his employer or with a person whom the 
member employs ; 

(d) the conduct of trade disputes on behalf of the 
Trade Union or any member thereof ; 

(e) the compensation of members for loss arising out 
of trade disputes ; 

(/) allowances to members or their dependants on ac- 
count of death, old age, sickness, accidents or un- 
employment of such members ; 

( g ) the issue of, or the undertaking of liability under, 
policies of assurance on the lives of members, or 
under policies insuring members against sickness, 
accident or unemployment ; 

(h) the provision of educational, social or religious 
benefits for members (including the payment of 
the expenses of funeral or religious ceremonies for 
deceased members) or for the dependants of mem- 
bers ; 
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(1) the upkeep of a periodical published mainly for 
the purpose of discussing questions affecting em- 
ployers or workmen as such ; 

( j ) the payment, in furtherance of any of the objects 
on which the general funds of the Trade Union may 
be spent, of contributions to any cause intended 
to benefit workmen in general, provided that the 
expenditure in respect of such contributions in any 
financial year shall not at any time during that 
year be in excess of one-fourth of the combined 
total of the gross income which has up to that time 
accrued to the general funds of the Trade Union 
during that year and of the balance at the credit 
of those funds at the commencement of that year ; 
and 

( k ) subject to any conditions contained in the notifi- 
cation, any other object notified by the ^appro- 
priate Government] in the 2 [Official Gazette ]. 

Constitution of a separate fund for political purposes. 

16. (1) A registered Trade Union may constitute a 

separate fund, from contributions separately levied for or 
made to that fund, from which payments may be made, for 
the promotion of the civic and political interests of its 
members, in furtherance of any of the objects specified in 
sub-section (2). 

(2) The objects referred to in sub-section (1) are : — 

(a) the payment of any expenses incurred, either di- 
rectly or indirectly, by a candidate or prospective 
candidate for election as a member of any legis- 
lative body constituted under the Government of 
India Act, 3 [or the Government of India Act, 1935,] 
or of any local authority, before, during, or after 
the election in connection with his candidature or 
election ; or 

1 These word* were substituted for the words “Governor General in Council” by the 
Government of India (Adaptation of Indian Laws) Order, 1037. 

% These words were substituted for the words “Gasette of India” ibid . 

8 These words and figures were inserted, ibid. 
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•(b) the 'holding of ahy meeting or the distribution of 
any literature or documents in support of any such 
candidate or prospective candidate ; or 

(c) the maintenance of any person who is a member 
of any legislative body constituted under the Gov- 
ernment of India Act, 1 [or the Government of 
India Act, 1935,] or of any local authority ; or 

(d) the registration of electors or the selection of a 
candidate or any legislative body constituted under 
the Government of India Act, 2 [or the Government 
of India Act, 1935,] or for any local authority ; or 

(e) the holding of political meetings of any kind, or 
the distribution of political literature or political 
documents of any kind. 

(3) No member shall be compelled to contribute to 
the fund constituted under sub-section (1) ; and a member 
who does not contribute to the said fund shall not be exclu- 
ded from any benefits of the Trade Union, or placed in any 
respect either directly or indirectly under any disability 
or at any disadvantages as compared with other members 
of the Trade Union (except in relation to the control or 
management of the said fund) by reason of his not contri- 
buting to the said fund ; and contribution to the said fund 
shall not be made a condition for admission to the Trade 
Union. 

Criminal conspiracy in trade disputes. 

17. No officer or member of a registered Trade Union 
shall be liable to punishment under sub-section (2) of Sec- 
tion 120B of the Indian Penal Code, in respect of any agree- 
ment made between the members for the purpose of fur- 
thering any such object of the Trade Union as is specified 
in Section 15, unless the agreement is an agreement to com- 
mit an offence. 

Immunity from civil suit in certain cases. 

18. (1) No suit or other legal proceeding shall be 
maintainable in any Civil Court against any registered 

1 These words and figures were inserted, ibid. *"***' 

Indi 2 and were inserted by the Government of India (Adaptation of 
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Trade Union or any officer or member thereof in respect 
of any act done in contemplation or furtherance of a trade 
dispute to which a member of the Trade Union is a party 
on the ground only that such act induces some other person 
to break a contract of employment, or that it is interference 
with the trade, business or employment of some other per- 
son or with the right of some other person to dispose of 
his capital or of his labour as he wills. 

(2) A registered Trade Union shall not be liable in 
any suit or other legal proceeding in any Civil Court in 
respect of any tortious act done in contemplation or fur- 
therance of a trade dispute by an agent of the Trade Union 
if it is proved that such person acted without the know- 
ledge of, or contrary to express instructions given by, the 
executive of the Trade Union. 

Enforceability of agreements. 

19. Notwithstanding anything contained in any other 
law for the time being in force, an agreement between the 
members of a registered Trade Union shall not be void or 
voidable merely by reason of the fact that any of the objects 

•of the agreement are in restraint of trade : 

Provided that nothing in this Section shall enable any 
Civil Court to entertain any legal proceeding instituted for 
the express purpose of enforcing or recovering damages for 
the breach of any agreement concerning the conditions oh 
which any members of a Trade Union shall or shall not 
sell their goods, transact business, work, employ or be 
employed. 

Right to inspect book of Trade Union. 

20. The account books of a registered Trade Union and 
the list of members thereof shall be open to inspection by 
an officer or member of the Trade Union at such times as 
may be provided for in the rules of the Trade Union. 

Rights of minors to membership of Trade Unions. 

21. Any person who has attained the age of fifteen 
years may be a member of a registered Trade Union 
subject to any rules of the Trade Union to the contrary* 
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and may, subject as aforesaid, enjoy all the rights of a 
member and execute all instruments and give all acquit- 
tances necessary to be executed or given under the rules : 

Provided that no person who has not attained the age 
of eighteen years shall be an officer of any such Trade 
Union. 

Proportion of officers to be connected with the industry. 

22. Not less than one-half of the total number of the 
officers of every registered Trade Union shall be persons 
actually engaged or employed in an industry with which 
the Trade Union is connected : 

Provided that the 1 [appropriate Government] may, by 
special or general order, declare that the provisions of this 
Section shall not apply to any Trade Union or class of Trade 
Unions specified in the order. 

Change of name. 

23. Any registered Trade Union may, with the con- 
sent of not less than two-thirds of the total number of its 
members and subject to the provisions of Section 25, change, 
its name. 

Amalgamation of Trade Unions. 

24. Any two or more registered Trade Unions may 
become amalgamated together as one Trade Union with 
or without dissolution or division of the funds of such Trade 
Unions of either or any of them, provided that the votes 
of at least one-half of the members of each or every such 
Trade Union entitled to vote are recorded, and that at least 
sixty per cent, of the votes recorded are in favour of the 
proposal. 

Notice of change of name or amalgamation. 

25. (1) Notice in writing of every change of name and 

of every amalgamation, signed, in the case of a change of 
name, by the Secretary and by seven members of the Trade 


1 These words were substituted for the words “Local Government** w.. ^ 

of India (Adaptation of Indian Laws) Order, 1987. ment the Government 
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Union changing its name, and, in the case of an amalgama- 
tion, by the Secretary and by seven members of each and 
every Trade Union which is a party thereto, shall be sent 
to the Registrar, and where the head office of the amalga- 
mated Trade Union is situated in different province, to the 
Registrar of such province. 

(2) If the proposed name is identical with that by 
which any other existing Trade Union has been registered 
or, in the opinion of the Registrar, so nearly resembles such 
name as to be likely to deceive the public or the members 
of either Trade Union, the Registrar shall refuse to register 
the change of name. 

(3) Save as provided in sub-section (2), the Registrar 
shall, if he is satisfied that the provisions of this Act in 
respect of change of name have been complied with, register 
the change of name in the register referred to in Section 8, 
and the change of name shall have effect from the date 
of such registration. 

(4) The Registrar of the province in which the head 
office of the amalgamated Trade Union is situated shall, 
if he is satisfied that the provisions of this Act in respect 
of amalgamation have been complied with and that the 
Trade Union formed thereby is entitled to registration 
under Section 6, register the Trade Union in the manner 
provided in Section 8, and the amalgamation shall have 
effect from the date of such registration. 

Effects of change of name and of amalgamation. 

. 26. (1) The change in the name of a registered Trade 
Union shall not affect any rights or obligations of the Trade 
Union or render defective any legal proceeding by or against 
the Trade Union, and any legal proceeding which might 
have been continued or commenced by or against it by its 
former name may be continued or commenced by or against 
it by its new name. 

(2) An amalgamation of two or more registered Trade 
Unions shall not prejudice any right of any of such Trade 
Unions or any right of a creditor of any of them. 
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Dissolution: 

27. (1) When a registered Trade Union is dissolved, 
notice of the dissolution signed by seven members and by 
the Secretary of the Trade Union shall, within fourteen 
days of the dissolution, be sent to the Registrar, and shall 
be registered by him if he is satisfied that the dissolution 
has been effected in accordance with the rules of the Trade 
Union, and the dissolution shall have effect from the date 
of such registration. 

(2) Where the dissolution of a registered Trade Union 
has been registered and the rules of the Trade Union do 
not provide for the distribution of funds of the Trade Union 
on dissolution, the Registrar shall divide the funds 
amongst the members in such manner as may be prescribed. 

Returns. 

28. (1) There shall be sent annually to the Registrar, 
on or before such date as may be prescribed, a general 
statement, audited in the prescribed manner, of all receipts 
and expenditure of every registered Trade Union during 
the year ending on the 31st day of March next preceding 
such prescribed date, and of the assets and liabilities of 
the Trade Union existing on such 31st day of March. The 
statement shall be prepared in such form and shall comprise 
such particulars as may be prescribed. 

(2) Together with the general statement there shall 
be sent to the Registrar a statement showing all changes 
of officers made by the Trade Union during the year to 
which the general statement refers, together also with a 
copy of the rules of the Trade Union corrected up to the 
date of the despatch thereof to the Registrar. 

(3) A copy of every alteration made in the rules of 
a registered Trade Union shall be sent to the Registrar 
within fifteen days of the making of the alteration. 
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Power to make regulations. 

29 . ( 1 ) 1 * * *, the 2 [appropriate Government] may 

make regulations for the purpose of carrying into effect 
the provisions of this Act; 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power, such regulations may pro- 
vide for all or any of the following matters, namely : — 

(a) the manner in which Trade Unions and the rules 
of Trade Unions shall be registered and the fees 
payable on registration ; 

(b) the transfer of registration in the case of any re- 
gistered Trade Union which has changed its head 
office from one province to another ; 

(c) the manner in which, and the qualifications of per- 
sons by whom, the accounts of registered Trade 
Unions or of any class of such Unions shall be 
audited ; 

(d) the conditions subject to which inspection of docu- 
ments kept by Registrars shall be allowed and the 
fees which shall be chargeable in respect of such 
inspections ; and 

(e) any matter which is to be or may be prescribed. 

Publication of regulations. 

30. (1) The power to make regulations conferred by 

Section 29 is subject to the condition of the regulations 
being made after previous publication. 

(2) The date to be specified in accordance with clause 
(3) of Section 23 of the General Clauses Act, 1897, as that 
after which a draft of regulations proposed to be made will 
be taken into consideration shall not be less than three 
months from the date on which the draft of the proposed 
regulations was published for general information. 

1 The words “Subject to the control of the Governor General in Council” were omitted 
by the Government of India (Adaptation of Indian Laws) Order, 1037. 

a These words were substituted for the words “Local Government'*, ibid. 
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(3) Regulations sp made shall be published in the 
’[OjQFicial Gazette], and on such publication shall have effect 
as if enacted in this Act. 


CHAPTER V. 

PENALTIES AND PROCEDURE. 


Failure to submit returns. 

31. (1) If default is made on the part of any .regis- 
tered Trade Union in giving any notice or sending any 
statement or other document as required by or under any 
provision of this Act, every officer or other person bound 
by the rules of the Trade Union to give or send the same, 
or, if there is no such officer or person, every member of 
the executive of the trade Union, shall be punishable with 
fine which may extend to five rupees and, in the case of 
continuing default, with an additional fine which may ex- 
tend to five rupees for each week after the first during 
which the default continues : . 

Provided that the aggregate fine shall not exceed fifty 
rupees. 

(3) Any person who wilfully makes, or causes to be 
made, any false entry in, or any omission from, the gene- 
ral statement required by Section 28, or in or from any 
copy of rules or of alterations of rules sent to the Registrar 
under that Section, shall be punishable with fine which may 
extend to five hundred rupees. 


Supplying false information regarding Trade Unions. 

32. Any person who, with intent to deceive, gives to 
any member of a registered Trade Union or to any person 
intending or applying to become a member of such Union 
any document purporting to be a copy of the rules of the 
Trade Union or of any alterations to the same which he 
knows or has reason to believe, is not a correct copy of such 
rules or alterations as are for the time being in force, dr 
any person who, with the like intent, gives a copy of any 


1 Tbete words were iutwtituted for the word* “Local Official Gazette*' by the Govern* 
meat of India (Adaptation of Indian Law*) Order, 1987. 7 
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rules of an unregistered Trade Union to any person on the 
pretence that such rules are the rules of a registered Trade 
Union, shall be punishable with fine which may extend to 
two hundred rupees. 

Cognizance of offences. 

33. (1) No Court inferior to that of a Presidency 

Magistrate or a Magistrate of the First Class shall try any 
offence under this Act. 

(2), No Court shall take cognizance of any offence 
under this Act, unless complaint thereof has been made 
by, or with the previous sanction of, the Registrar or, in 
the case of an offence under Section 32, by the person to 
whom the copy was given, within six months of the date 
on which the offence is alleged to have been committed. 


Indian Trade Unions Act, 1926 

BOMBAY TRADE UNIONS REGULATIONS. 1927 

BOMBAY CASTLE, 2 1ST MAY 1927 
No. 6377. — In exercise of the powers conferred by section 29 
of the Indian Trade Unions Act, 1926 (XVI of 1926), the Governor 
in Council is pleased to make the following regulations with effect 
from 1st June 1927 for the purpose of carrying into effect the 
provisions of the said Act : — 

Short title 

1. These regulations may be called the Bombay Trade Unions 
Regulations, 1927. 

Extent 

1A. They shall extend to trade unions whose objects are con- 
fined to the Province of Bombay. 

Definitions 

2. In these regulations — 

(a) “the Act ” means the Indian Trade Unions Act, 1926; 

( b ) “ Form ” means a form appended to these regulations; 

(c) “ Section ” means a section of the Indian Trade Unions 
Act, 1926. 

Form of application for registration 

3. Every application for registration of a Trade Union shall 
be made in Form A. 


82 



498 LABOUR AND FACTORY LEGISLATION 

Evidence to prove authority to make application 

4. Upon an application for the registration of a Trade Union, 
the Registrar may require from the applicants such evidence 
as may seem to him necessary to show that the applicants have 
been duly authorised to make the application on behalf of the 
Trade Union. 

Form of register 

5. The register of Trade Unions referred to in section 8 shall 
be maintained in Form B. 

Form of certificate 

6. The certificate of registration issued by the Registrar 
under section 9 shall be in Form C. 

Fee for registration 

7. The fee payable on registration of a Trade Union shall 
be as follows : — 

Rs. 5 for a Trade Union with a membership of 1,000 or 
over. 

Rs. 2 for a Trade Union with a membership of less than 

1 , 000 . 

8. Withdrawal or cancellation of certificate of registration — 

Form of application for withdrawal or cancellation 

(1) Every application by a Trade Union for withdrawal or 
cancellation of its certificate of registration shall be sent to the 
Registrar in Form D. 

Verification of application 

(2) The Registrar oh receiving an application for withdrawal 
or cancellation of registration shall, before granting the applica- 
tion, verily that the application was approved in a general meet- 
ing of the Trade Union, or if it was not so approved, that it has 
the approval of a majority of the members of the Trade Union. 
For this purpose the Registrar may call for such particulars as he 
may deem necessary and may examine any officer of the Union. 

Appeals 

9. Any appeal made under sub-section (1) of section 11 
shall be filed within ninety days of the date on which the Regis- 
trar passed the order against which the appeal is made. 

Change of address of Head Office of a Trade Union 

10. Notice of any change in the address of the head office 
of a Trade Union shall be given to the Registrar in Form G. 


11. Cancelled. 
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Alteration of rules 

12. (1) On receiving a copy of any alteration made in the 
rules of a Trade Union under sub-section (3) of section 28, the 
Registrar shall, unless he has reason to believe that the altera- 
tion has not been made in the manner provided by the rules of 
the Trade Union or unless the alteration is not in accordance with 
the provisions of the Act, register the alteration in a register to 
be maintained for this purpose and shall notify the fact that he 
has done so to the Secretary of the Trade Union. 

(2) The fee payable for registration of alterations of rules 
shall be Re. 1 for each set of alterations made simultaneously. 

Change of name 

13. (1) The notice of any change of the name of a Trade 
Union shall be sent to the Registrar in Form E. 

(2) When the Registrar registers a change of name under 
section 25, sub-section (3)., he shall certify under his signature at 
the foot of the certificate issued under regulation 6 that the new 
name has been registered. The secretary shall present the certi- 
ficate to the Registrar for making this entry. 

Amalgamation of Trade Unions — Form of notice 

14. Notice of every amalgamation shall be sent to the Re- 
gistrar in duplicate in Form F. 

Dissolution of registered Trade Unions 

15. When a registered Trade Union is dissolved, notice of 
the dissolution shall be sent to the Registrar in Form H. 

Division of funds 

16. Where it is necessary for the Registrar, under sub-section 
(2) of section 27, to distribute the funds of a registered Trade 
Union which has been dissolved, he shall divide the fund among 
the members in proportion to the amounts contributed by them 
by way of subscription during their membership. 

Aimual returns 

17. The general statement to be furnished under section 28 
shall be submitted to the Registrar by the 31st day of July in 
each year and shall be in Form I. 

Audit 

18. (1) Save as provided in sub-regulations (2), (3), (4) 
and (5) of this regulation the annual audit of the accounts of 
any registered Trade Union shall be conducted by an auditor 
authorized to audit the accounts of companies under sub-section 
(1) of section 144 of the Indian Companies Act, 1913. 

(2) Where the membership of a registered Trade Union did 
not at any time during the year ending on the 31st March exceed 
2,000, the annual audit of the accounts may be conducted— 
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(a) by an examiner of local fund accounts, or 

(b) by any local fund auditor appointed by the Central 
Government, or 

(c) by any person who, having held an appointment under 
the Central Government in any audit or accounts de- 
partment, is in receipt of a pension of not less than 
Rs. 200 per mensem. 

(3) Where the membership of a registered Trade Union did 
not at any time during the year ending on the 31st day of March 
exceed 1 , 000 , the annual audit of the accounts may be conducted- - 

(a) by any two persons holding office as a magistrate or a 
judge or as a councillor of any municipality or member 
of a district local board, or of either Chamber of the 
Provincial or Central Legislature ; 

(b) by any person who, having held an appointment under 
the Central Government in any audit or accounts de- 
partment, is in receipt of a pension from the Central 
Government of not less than Rs. 75 a month, or 

(c) by any auditor appointed to conduct the audit of co- 
operative societies by the Provincial Government or by 
the Registrar of Co-operative Societies or by any Pro- 
vincial co-operative organization recognized by the Pro- 
vincial Government for this purpose. 

(4) Where the membership of a registered Trade Union did 
not at any time during the year ending on the 31st March exceed 
500, the annual audit of the accounts may be conducted by any 
two members of such registered Trade Union. 

(5) Where the registered Trade Union is a federation of 
Trade Unions, and the number of such Unions affiliated to it at 
any time during the year ending on the 31st March did not exceed 
50, 15 or 5 respectively, the audit of the accounts of the federation 
may be conducted as if it had not at any time during the year 
had a membership of more than 2,000, 1,000 or 500 respectively. 
Disqualification of auditors 

19. Notwithstanding anything contained in regulation 18, no 
person who at any time during the year for which the accounts 
are to be audited was entrusted with any part of the funds or 
securities belonging to a registered Trade Union shall be eligible 
to audit the accounts of that Union. 

20. The auditor or auditors appointed in accordance with 
these regulations shall be given access to all the books of the re- 
gistered Trade Union concerned and shall verify the general state- 
ment submitted under section 28 with the accounts and vouchers 
relating thereto, and shall thereafter sign the auditor’s declara- 
tion appended to Form I, indicating separately on that form under 
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his signature or their signatures a statement showing in what 
respect he or they find the return to be incorrect,, not supported by 
vouchers or not in accordance with the Act. The particulars 
given in the statement shall indicate — 

(a) every payment which appears to be unauthorised by the 
rules of the registered Trade Union concerned, or con- 
trary to the provisions of the Act, 

(b) the amount of any deficit or loss which appears to have 
been incurred by the negligence or misconduct of any 
person, 

(e) the amount of any sum which ought to have been but is 

Audit of' political fund 

21. The audit of the political fund of a registered Trade 
Union shall be carried out along with the audit of the general 
account of the registered Trade Union by the same auditor or 
auditors. 

Inspection of register and documents 

22. (1) The register of Trade Unions maintained in accord- 
ance with regulation 5 shall be open to inspection by any person 
on payment of a fee of annas eight. 

(2) Any documents in the possession of the Registrar re- 
ceived from a registered Trade Union may be inspected by any 
member of that Union on payment of a fee of annas eight for 
each document inspected. 

(3) Documents shall be open to inspection every day on 
which the office of the Registrar is open and within such hours 
as may be fixed for this purpose by the Registrar. 

FORM A 

TRADE UNIONS ACT, 1926 

APPLICATION FOR REGISTRATION OF TRADE UNIONS 

Name of Trade Union Address : 

Dated the day of 19 

This application is made by the persons whose names are sub- 
scribed at the foot hereof. 

2. The name under which it is proposed that the Trade 

Union on behalf of which this application is made shall be re- 
gistered is as set forth in Rule No 

3. The address of the Head Office of the Union to which all 

communications and notices may be addressed is 


4. The 

on the 


day of 


Union came into existence 
19 . 
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Union is a union of employers/workers engaged in 

industry/or profession/or 

(establishment), and has members. 

6. The particulars required by section 5 (1) (c) of the Indian 
Trade Unions Act, 1926, are given in Schedule I. 

7. The particulars given in Schedule II show the provision 
made in the rules for the matters detailed in section 6 of the 
Indian Trade Unions Act, 1926. 

& e struck out in the case of Unions which have not 
been in existence for one year before the date of application.) 
The particulars required by section 5 (2) of the Indian Trade 
Unions Act, 1926, are given in Schedule III. 

9. One copy of the Rules of the Union, is attached to this 
application. 

10. We have been duly authorised by the Trade Union to 

make this application on its behalf, such authorisation consist- 
ing of* 



Signature 

Occupation 

I 

j Address 

(Signed) 1 


i 


2 




3 




4 




5 


j 

i 

j 


6 




7 





To 


The Registrar of Trade Unions for the Province of Bombay. 

Secretariat, Bombay. 


* Stale hew whether the authority to make this armiii>o*inn . """ ' 

Of a general meeting of the Trade Union" or, if no?, in wCt ^Xr ^ y m |^ y gl teIL re,0,Utl0n 
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FORM A 
SCHEDULE I 

TRADE UNIONS ACT, 1926 
LIST OF OFFICERS 
Name of Trade Union 

Office held in Union Name Age Address Occupation 


SCHEDULE II 
REFERENCE TO RULES 

The numbers of the rules making provision for the several 

matters detailed in column 1 are given in column 2 below : — 

1 2 
Matter Number of rules 

Name of Union. 

The whole of the objects for which the Union 
has been established. | 

The whole of the purposes for which the general' 
funds of the Union shall be applicable. 

The maintenance of a list of members. I 

The facilities provided for the inspection of the 
list of members of officers and members. 

The admission of ordinary members. 

The admission of honorary or temporary mem- 
bers. 

The conditions under which members are en- 
titled to benefits assured by the rules. 

The conditions under which fines or forfeitures 
can be imposed or varied. 

The manner in which the rules shall be amended, 
varied or rescinded. 

The manner in which the members of the exe- 
cutive and the other officers of the union shall 
be appointed and removed. 

The safe custody of the funds. 

The annual audit of the accounts. 

The facilities for the inspection of the account 
books by officers and members. 

The manner in which the union may be dissolved. 
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SCHEDULE III 

(This need not be tilled in if the Union came into existence less than one year 
before the date of application for Registration) 

Statement of Liabilities and Assets on the day of 19 


Liabilities Rs. a. p. 

Assets 

| Rs. a. p. 

i 

Amount of general; 
fund 

Amount of political 
fund 

Cash : — j 

In hands of Treasurer. 

In hands of Secretary, 


In hands of 


Loans from — 

In the 

Bank 

j 


In the 

Bank 

1 

Debts due to 

j 

Securities as 
below 

i 

per list 


Unpaid subscriptions 
! ; due ! 

| Loans to — 

Other liabilities (to Immoveable property 

be specified) Goods and furniture 1 

Other assets (to be 
| specified) j 

Total liabilities . . j j Total assets . . J 


List of Securities 

Particulars Face value | Cost price j Market \alue ; In hands of 


1 . 

2 . 

3. 

4. 

5. 

6 . 

7. 


(Signed) 
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FORM B 

Name of Trade Union Date of Registration Remarks: — 

Registration Number Number of applica- 
tion form 

Address of head Office 

Subsequent changes 
of the address of 
the Head Office — 

1 . 

2 . 

3 . 

4 . 

5 . 

6 . 

7 . 

8 . 


Officers (Transfers from one post to another count as 
relinquishment of appointment held) 


Names of Members 
making application- 

1 . 

2 . 

3 . 

4 . 

5 . 

6 . 

7 . 

8 . 


Year of 

Name 

Office hold 

Age on 

Address 

Occu- l 

Year of 
rclinqui- 

Other Officers 
held in 
addition to 

coloring on 
office 

in Union 

j entry 

pation 

shing 

membership 



! 


Office 

of executive 
with dates 
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FORM C 

TRADE UNIONS ACT, 1926 

CERTIFICATE OF REGISTRATION OF TRADE UNION 

Name of Trade Union 
Registration Number 

Office of the Registrar of Trade Unions : 

Secretariat, Fort, Bombay. 


It is hereby certified that the 

Union has been registered under the Indian Trade Unions 
Act, 1926, this day of 19 . 



for the Province of Bombay. 
Registrar of Trade Unions 


FORM D 


TRADE UNIONS ACT, 1926 

Request to withdraw or cancel Certificate of Registration 


Name of Trade Union 
Registration Number 

Address : 


To 


Dated the day of 19 

The Registrar of Trade Unions for the Province 

of Bombay, Secretariat, Bombay. 


The abovementioned Trade Union desires that its certificate of 
registration under the Trade Unions Act, 1926, may be withdrawn 
(or cancelled) and at a general meeting* duly held on the 
day of 19 it was resolved as follows : — 

(Here give exact copy of Resolution) 

(Signed) 


upon. 


If not at a general meeting, state in what manner the request has been determined 
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FORM E 

TRADE UNIONS ACT, 1926 
NOTICE OF CHANGE OF NAME 

Name of Trade Union already registered 
Registration Number 

Address : 


Dated this day of 19 . 


To 

The Registrar of Trade Unions for the Province of Bombay, 

Secretariat, Fort, Bombay. 

Notice is hereby given that the provisions of section 23 of the 
Trade Unions Act having been complied with the name of the 
abovementioned Trade Union has been changed to 

The consent of the members was obtained by* 


(Signed) 1. 


Secretary. 

2. 

1 


3. 

I 


4. 

i 


5. 

r 

Members. 

6. 


7. 

! 


S. 

J 



• i. e., by referendum, resolution of a general meeting, etc. If procedure followed is 
covered by rule quote number of the rule. 
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FORM F 

TRADE UNIONS ACT, 1926 
Notice of Amalgamation Of Trade Unions 

A. Name of Registered Trade Union 
Number of Registration 

B. Name of Registered Trade Union 
Number of Registration 

(and so on if more than two). 

Address : 

Dated this day of 19 

To 

The Registrar of Trade Unions for the Province of Bombay, 

Secretariat, Fort, Bombay. 

Notice is hereby given that in accordance with the require- 
ments of section 24 of the abovementioned Act the members of 
each (or every one) of the abovementioned Trade Unions have 
resolved to become amalgamated together as one Trade Union. 

And that the following are the terms of the said amalgama- 
tion (state the terms). 

And that it is intended that the Trade Union shall hence- 
forth be called the 

Accompanying this notice is a copy of the rules intended to 
be henceforth adopted by the Amalgamated Trade Union which 
are the rules (if so) of the Union. 

(To be signed by seven members and the 
Secretary of each Trade Union.) 

Name and address (Signed) 
to which registered 
copy is to be sent. 

1. 

2 . 

3 . 

4 . 

5 . 

6 . 

7 . 

8 . 


Secretary. 


f Members. 
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FORM G 

TRADE UNIONS ACT, -1926 

Notice of change of address of the Head Office of a Registered 

Trade Union 

Name of Trade Union 
Registration Number 


Address : 


Dated this day of 19 


To 

The Registrar of Trade Unions for the Province of Bombay, 

Secretariat, Fort, Bombay. 

Notice is hereby given that the Head Office of the abovemen- 
tioned Trade Union has been removed from and is 

now situated at in City (or town, 

or district). 


(Signed) 


Secretary. 


This part to be detached by the 
Registrar when the notice is regis- 
tered, and returned to the Trade 
Union. 


Received this day of 

19 notice of removal of the Head 
Office of the Register 

No. to City (or town, 

or district). 


(Signed) 

Registrar of Trade Unions 
for the Province of Bombay. 
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FORM H 

TRADE UNIONS ACT, 1926 
Notice of the Dissolution of Trade Union 

Name of Trade Union 
Registration Number 


Address : 

Dated this day of 19 


To 

The Registrar of Trade Unions for the Province of Bombay, 

Secretariat, Fort, Bombay. 

Notice is hereby given that the abovementioned Trade Union 
was dissolved in pursuance of the rules thereof on the day 

of 19 . 

We have been duly 'authorised by the Union to 

forward this notice on its behalf, such authorisation consisting 
of a resolution passed at a general meeting on the* day of 

in ^ 


(Signed) 

l. 

2 . 

3 . 

4 . 

5 . 

6 . 
7. 
3 . 


Secretary. 




Members. 


authorisattonwiu W “ no ,uch .tat. I„ what other way the 



LABOUR AND FACTORY LEGISLATION 


511 


FORM I 

Annual Return prescribed under section 28 of the Indian Trade 
Unions Act, 1926, for the year ending 31st March 19 . 

Name of Union 

Registered Head Office 

Number of certificate of registration 


Return to be made by federa- 
tions of trade unions. 


This return need not be made 
by federations of trade 
unions. 


A. Number of unions affiliated 
at beginning of year* 

B. Number of unions joining 
during year* 

C. Number of unions disaffi- 
liated during year* 

D. Number of unions affiliated 
at end of year. 

Number of members on books 
at the beginning of year. 

Number of members admitted 
during the year (add) 
Together 

Number of members who left 
during the year (deduct) 

Total number of members on 
books at the end of the year 
Males. 

Females. 

Number of members contribut- 
ing to Political Fund. 


A copy of the rules of the Trade Union corrected up to the 
date of despatch of this return is appended. 

Dated the 


Secretary. 

* The names of the affiliated and disaffiliated unions should be given in separate state- 
ments marked 44 A ”, “ B ” and “ C 
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FORM I — contd . 

Statement of Liabilities and Assets on the day of 
Liabilities Assets 


Rs. a. 


Amount 

fund. 

of 

general 

Amount 

fund. 

of 

political 


Loans from — 


Debts due to — 


Other liabilities (to be 
specified). 


Total liabilities . . 


Rs. a. p. 

Cash — 

In hands of Treasurer. 

In hands of Secretary. 

In hands of 
In the Bank.. 

In the Bank.. 

Securities as per list 
below 

Unpaid subscriptions 
due. 

Loans to — 

Immo vea ble property 

Goods and furniture 
Other assets (to be spe- 
cified ) 


Total assets 


List of Securities 


Particulars 

Face value 

1 

Cost price 1 

: 

Market price at date I 
on which accounts i 
have been made j 

up 

l 1 

In hands of 


1 

1 

i 



. 


Treasurer. 
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FORM I — contd. 
General Fund Account 


Income 


Kvp end it ure 


Rs. a. p. 

Balance at beginning of 
year 

Contributions from 
members at per 
member 

Donations 

Sale of periodicals, 
books, rules, etc. 

Interest on investments 

Income from miscella- 
neous sources (to be 
specified) 


Rs. a. p. 

Salaries allowances 
and expenses of 
officers 

Salaries allowances 
and expenses of 
establishment 

Auditors’ Fees 

Legal expenses 

Expenses in conduct- 
ing trade disputes 

Compensation paid to 
members for loss 
arising out of trade 
disputes 

Funeral, old age. sick- 
ness, unemployment 
benefits, etc. 

Educational, social and 
religious benefits 

Cost of publishing 
periodicals 

Rents, rates and taxes. 

Stationery, printing 
and postage 

Expenses incurred 
under section 15 (?) 
of the Indian Trade 
Unions Act, 1926 (to 
be specified) 

Other expenses (to be 
specified) 

Balance at end of year. 


a» 


Total 


Total . . 
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FORM I — contd. 
Political Fund Account 


Rs. a. p. 

Balance at beginning of 
year 


Contributions from 
members at per 
member 


Total 


Rs. a. p. 

Payments made on 
objects specified in 
section 16(2) of the 
Indian Trade Unions 
Act, 1926 (to be 
specified) 

Expenses of manage- 
ment (to be fully 
specified) 

Balance at end of year. 


Total 


Treasurer. 


Auditors’ Declaration 

The undersigned, having had access to all the books and 
accounts of the Trade Union, and having examined the foregoing 
statements and verified the same with the account vouchers re- 
lating thereto now sign the same as found to be correct, duly 
vouched and in accordance with the law, subject to the remarks, 
if any, appended hereto. 


Auditor. 


Auditor. 

The following changes of officers have been made during the 
year : — 


Officers Relinquishing Office 


Date of relinquishing office 


Name 


office 
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FORM I — contd . 
Officers appointed * 







Date on which 

Other Offices held 

Name 

Date of 
birth 

Private 

Address 

Personal 

occupa- 

tion 

Title of 
position held 
i in union 

appointment 
in column S 
was taken up 

in addition to 
membership of 
executive with 

1 

2 

3 

4 

I 5 

6 

| date 


i 

I 

i 


1 

i _ 

! 

i 


Secretary. 


Indian Trade Unions Act, i9^6 

CENTRAL TRADE UNION REGULATIONS, 1938 
No. L.-1785, dated Simla, the 16th June 1938 

INDIAN TRADE UNIONS ACT, XVI OF 1926 

In exercise of the powers conferred by section 29 of the Indian 
Trade Unions Act, 1926 (XVI of 1926), and by the said section 
of the said Act as in force in Berar, the Central Government is 
pleased, in relation to Trade Unions whose objects are not con- 
fined to one Province, to make the following regulations, the same 
having been previously published as required by sub-section (1) 
of section 30 of the said Act, namely : — 

REGULATIONS 


Title and Application 

1. (1) These regulations may be called the Central Trade 
Union Regulations, 1938. 

(2) The regulations apply to trade unions whose objects are 
not confined to one province. 

Definitions 

2. In these regulations — 
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(a) “ the Act ” means the Indian Trade Unions Act, 1926. 

(b) “ Form ” means a form appended to these regulations. 

(c) “ Section ” means a section of the Act. 

Application for registration 

3. Every application for registration of a Trade Union shall 
be made in form A. 

Register of Trade Unions 

4. The register of Trade Unions referred to in section 8 
shall be maintained in form B. 

Certificates of registration 

5. (1) The certificate of registration issued by the Registrar 
under section 9 shall be in form C. 

(2) When the Registrar registers a change of name under 
section 25, sub-section (3), he shall certify under his signature 
at the foot of the certificate on its presentation to him by the 
Secretary that the new name has been registered. 

Cancellation of Registration 

6. The Registrar on receiving an application for the can- 
cellation of registration shall, before granting the application, 
satisfy himself that the withdrawal or cancellation of registration 
was approved by a general meeting of the Trade Union, or if it 
was not so approved, that it has the approval of the majority of 
the members of the Trade Union. For this purpose, he may call for 
such further particulars as he may deem necessary and may ex- 
amine any officer of the Union. 

Unions registered with provincial Registrars 

7. If the application is made by a Trade Union which has 
previously been registered by the Registrar of any province the 
union shall submit with its application a copy of the certificate 
of registration granted to it and copies of the entries relating to 
it in the Register of Trade Unions for the Province. 

Fees 

8. The fee payable for the registration of a Trade Union 
shall be Rs. 5. 

Amendment of rules 

9. (1) On receiving a copy of an alteration made in the 
rules of a Trade Union under section 28 (3), the Registrar, unless 
he has reason to believe that the alteration has not been made in 
the manner provided by the rules of the Trade Union, shall re- 
gister the alteration in a register to be maintained for this pur- 
pose and shall notify the fact that he has done so to the Secre- 
tary of the Trade Union. 
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(2) The fee payable for registration of alteration of rules 
shall be Re. 1 for each set of alterations made simultaneously. 

Appeals 

10. Any appeal made under section 11 (1) of the Act must 
be filed within sixty days of the date on which the Registrar 
passed the order against which the appeal is made. 

Funds of a dissolved Trade Union 

11. Where it is necessary for the Registrar, under section 
27 (2) to distribute the funds of a Trade Union which has been 
dissolved, he shall divide the funds in proportion to the amounts 
contributed by the members by way of subscription during their 
membership. 

Return 

12. The annual return to be furnished under section 28 
shall be submitted to the Registrar by the 31st day of July in each 
year and shall be in form D. 

Auditors 

13. (1) Save as provided in sub-clauses (2), (3), (4) and 
(5) of this regulation, the annual audit of the accounts of any 
registered Trade Union shall be conducted by an auditor autho- 
rized to audit the accounts of companies under section 144 (1) of 
the Indian Companies Act, 1913, or under section 3 (2) of the 
Indian Companies (Amendment) Act, 1930. 

(2) Where the membership of a Trade Union did not at any 
time during the financial year exceed 2,500 the annual audit of 
the accounts may be conducted — 

(a) by any examiner of local fund accounts, or 

(b) by any local fund auditor appointed by the Provincial 
Government, or 

(c) by any person, who, having held an appointment under 
Government in any audit or accounts department, is in 
receipt of a pension of not less than Rs. 200 per mensem. 

(3) Where the membership of a Trade Union did not at any 
time during the financial year exceed 750, the annual audit of 
the accounts may be conducted — 

(a) by any two persons holding office as magistrates or 
judges or as members of any municipal council, district 

• board, or legislative body, or 

(b) by any person, who, having held an appointment under 
Government in any audit or accounts department, is in 
receipt of a pension from Government of not less than 
Rs. 75 a month, or 
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( 2 ) by any auditor appointed to conduct the audit of any 
co-operative societies by Government or by the Registrar 
of Co-operative Societies or by any provincial co-opera- 
tive organization recognised by Government for this 
purpose. 

<4) Where the membership of a Trade Union did not at any 
time during the financial year exceed 250, the annual audit of 
the accounts may be conducted by any two members of the Union. 

(5) Where the Trade Union is a federation of unions, and the 
number of unions affiliated to it at any time during the financial 
year did not exceed 50, 15 or 5, respectively, the audit of the 
accounts of the federation may be conducted as if it had not at 
any time during the year had a membership of more than 2,500, 
750 or 250, respectively. 

Exception \ 

14. Notwithstanding anything contained in regulation 13, 
no person, who, at any time during the year, was entrusted with 
any part of the funds or securities belonging to the Trade Union 
shall be eligible to audit the accounts of that Union. 

Audit 

15. The auditor or auditors appointed in accordance with 
the regulations shall be given access to all the books of the Trade 
Union and shall verify the annual return with the accounts and 
vouchers relating thereto and shall thereafter sign the auditor’s 
declaration appended to form D, indicating separately on that 
form under his signature or their signatures a statement show- 
ing in what respect he or they find the return to be incorrect, 
unvouched or not in accordance with the Act. The particulars 
given in this statement shall indicate 


(u) every payment which appears to be unauthorized by 
the rules of the Trade Union or contrary to the provi- 
sions of the Act, 

(t» the amount of any deficiency or loss which appears to 
ave been incurred by the negligence or misconduct of 
any person, 

(c) the amount of any sum which ought to have been but is 
not brought to account by any person. 


Audit of political funds 

tlnion °VVf tiCal fund of a registered Trade 

Union shall be carried out along with the audit of the general 

account of the Trade Union and by the same auditor or auditors. 
Inspection 


17. (l) The register of Trade Unions maintained in accord- 
ance with regulation 4 shall be open to Inspection by any person 
on payment of a fee of annas eight. y y pe son 
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(2) Any documents in the possession of the Registrar re- 
ceived from a registered Trade Union may be inspected by any 
member of that Union on payment of a fee of annas eight for 
each document inspected. 

(3) Documents shall be open to inspection every day on 
which the office of the Registrar is open and within such hours 
as may be fixed for this purpose by the Registrar. 

(4) The Registrar may supply a certified copy of any such 
document to a registered Trade Union or a member thereof on 
payment of annas twelve for the first two hundred words (or 
less) and annas six for every additional hundred words or frac- 
tional part thereof. 

FORM A. 

Application for Registration of Trade Union. 

Dated the day of 19 

1. We hereby apply for the registration of a trade union 
under the name of 

2. The address of the head office of the union is 

3. The union came into existence on the day of 19 . 

4. The union is a union of employers/workers engaged in the 
industry (or profession). 

5. The particulars required by section 5 (1) (c) of the Indian 
Trade Union Act, 1926, are given in Schedule I. 

6. The particulars given in Schedule II show the provision 
made in the rules for the matters detailed in section 6 of the 
Indian Trade Unions Act, 1926. 

7. (To be struck out in the case of unions which have not 
been in existence for one year before the date of application). 
The particulars required by section 5 (2) of the Indian Trade 
Unions Act, 1926, are given in schedule III. 

8. We have been duly authorized to make this application 


Signature Occupation | Address 


Signed l 


5 


To the Registrar of Central Trade Unions, Delhi. 

•State here whether the authority was given by a resolution of a general meeting of the 
Union, if not what other way it wus given. 
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SCHEDULE I. 
List of Officers. 


Title 


j Name j Age 

i f 


Address 


Occupation 


Note — Enter in this schedule the names of all members of the executive of the Union, 
showing^n column 1 the names of any posts held by them (e.g. President, Secretary, Treasurer 
etc.) in addition to their offices as members of the executive. 


SCHEDULE II. 

Reference to Rules. 

The numbers of the rules making provision for the several 
matters detailed in column 1 are given in column 2 below : — 


Matter 


Numbers 

of 

rules 


Name of union 

The whole of the objects for which the union ] has been 
established 

The whole of the purposes for which the general funds of j 
the union shall be applicable. 

The maintenance of a list of members 
The facilities provided for the inspection of the l ist of 
members by officers and members. 

The admission of ordinary members 

The admission of honorary or temporary members ! 

The conditions under which members are entitled to be- 
nefits assured by the rules i 

The conditions under which fines or forfeitures can be im- 
posed or varied i 

The manner in which the rule shall be amended, varied! 
or rescinded 

The manner in which the members of the executive and 
the other officers of the union shall be appointed and 
removed I 

The safe custody of the funds I 

The annual audit of the accounts j 

The facilities for the inspection of the account books by 
officers and members 

The manner in which the union may be dissolved 
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SCHEDULE III. 

(This need not be Ailed in if the Union came into existence 
less than one year before the date of application for registration.) 

Statement of Liabilities and Assets on the day of 19 . 


Liabilities 


IRs. 


Rs. a. p. 


Amount of general fund ...j 

Amount of political fund 
Loans from — 

Debts due to — j 

Other liabilities (to be specified) ~ 


1 

Total Liabilities — ! 


Cash — I 

In hands of Treasurer 
In hands of Secretary ...I 

In hands of ... ...! 

In the Bank 

In the Bank ...j 

Securities as per list below ...j 

Unpaid subscriptions due ...j 

Loans to — 

Immovable property .J 

Goods and furniture ...I 

lOther assets (to be specified) — ...j 

l Total Assets — 


List of Securities 


Particulars j Nominal value | Market value j In hands of 


I 

i 

I 



Signed 1. 

2 . 

3. 

4. 

5. 

6 . 


7 . 
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FORM B. 



No. 


FORM C. 

Certificate of Registration of Trade Union 


It is hereby certified that the has been registered 

under the Indian Trade Unions Act, 1926 this day of 19 


Seal 


Registrar of Central Trade Unions 


FORM D. 

( Annual return prescribed under section 28 of the Indian 
Trade Unions Act, 1926, for the year ending 31st March, 19 .) 

Name of Union. 

Registered Head Office. 

Number of certificate of registration. 
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Return to be made by federations 
of trade unions. 

This return need not be made by 
federations of trade unions 


Number of unions affiliated at beginning of year 
Number of unions joining during year 
Number of unions disaffiliated during year 
Number of unions affiliated at end of year 

Number of members on books at the beginning of 
year 

Number of members admitted during the year (add). 
Together 


Number of members who left during the year 
(deduct) 

Total number of members on books at the end of 
the year 


Males 


Females. 

Numbers of members contributing to political fund 


A copy of the rules of the Trade Union, corrected up to the date 
of despatch of this return, is appended. 

Dated the Secretary. 


Statement of Liabilities and Assets on 

Liabilities Rs. a. ] 


Amount of General Fund 
Amount of political fund 
Loans from — 


Debts due to — 


Other liabilities (to be specified) — ! 


the day of 19 


Assets | Rs. a. p. 


Cash 

i In hands of Treasurer 
In hands of Secretary 
In hands of 
In the Bank 

In the Bank 

I 

i Securities as per list below 
Unpaid subscriptions due 
Loans to — 

j 

J Immoveable property 

Goods and furniture 

Other assets (to be specified) — 


Total Liabilities ... 


Total Assets 
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List of Securities 


Particulars 

Nominal value 

i 

Market value 
at date on 
which accounts 
have been made 
up 

In hands of 


i 

I 

i 

; 

1 

! 

! 


Treasurer. 


General Fund Account 


Income Rs. a. 


Balance at beginning of year I 

Contributions from members'at j 

per member * | 

Donations ... ... ! 

Sale of periodicals, books, rules etc,! 
Interest on investments . . . ! 

Income from miscellaneous sources! 
(to be specified), j 


Total 


p. I Expenditure JRs. 


[Salaries, allowances and expenses 
I of officers : 

.Salaries, allowances and expenses! 

| of establishment 

| Auditors’ fees | 

| Legal expenses . . . j 

Expenses in conducting trade 1 
j disputes | 

Compensation paid to members fori 
loss arising out of trade disputes! 

Funeral, old age, sickness, unem- 
| ployment benefits, etc. ! 

j Educational, social and religious! 

I benefits. J 

Cost of publishing periodicals i 

lUents, rates and taxes, 
i Stationary, printing and postage j 

Expenses incurred under section IB 1 
( j) of the Indian Trade Unions! 
Act, 1926 (to be specified) — 

Other expenses (to be specified)— 
Balance at the end of year ...j 


Total 


a. p. 
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Political Fund Account 



Rs. a. p. 


Rs. a. p. 

Balance at beginning of year 

Contributions from members at 
per member 


payments made on objects speci- 
fied in Section 16 (2) of the 
Indian Trade Unions Act, 1926 
(to be specified) 

Expenses of management (to be 1 
fully specified) 


Total ... 

1 

1 

Balance at end of year 

Total ... 

1 

— 


Treasurer 

Auditors’ Declaration 

The undersigned, having had access to all the books and 
accounts of the Trade Union and having examined the foregoing 
statements and verified the same as found to be correct, duly 
vouched and in accordance with the law, subject to the remarks, 
if any, appended hereto. 

Auditor. 


Auditor. 


The following changes of officers have been made during the 
year : — 


Officers relinquishing office 
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Officers appointed 



I 1 



, f 

Date of 

Name 

Age 

office j 

Address 

Occupation | 

appointment 


i 


Secretary 

NOTIFICATIONS. 

No. L-1766, dated, New Delhi 26-3-31. 

In pursuance of Clause <k) of section 15 of the Indian Trade 
Unions Act, 1926 (VI of 1926), the Governor General in Council 
is pleased to notify the following as objects on which the general 
funds of a registered Trade Union may be spent namely : — 

( a ) the financing of Industrial and Technical research con- 
nected with the Industry concerned. 

( b ) the opening out of a new markets for any material 
dealt with by the Industry concerned. 

(Vide G. of B. Gaz. Part I P. 849 of 2/4/231.) 


No. 3841/34. — In exercise of the functions of the Central 
Government under Section 3 of the Indian Trade Unions Act, 
1926 iXVI of 1926) in relation to Trade Unions whose objects 
are not confined to, and whose Head Office is situated in the 
Province of Bombay (hereinafter referred to as the said Trade 
Unions), entrusted to the Department of Labour, notification 
No. L-3006, dated the 16th January 1941, the Government of 
Bombay is pleased to appoint the Registrar of Trade Unions, 
appointed under the said Section 3 in relation to Trade Unions 
whose objects are confined to the Province of Bombay, to be 
the Registrar in relation to the said Trade Unions. 

(Vide G. of B. Gaz. Part IVA P. 101 of 22-5-41). 
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SCHEDULE 

No. 4757/34.-I— In exercise of the powers conferred by Clause 
(k) of Section 15 of the Indian Trade Unions Act, 1926 (XVI 
of 1926), the Government of Bombay is pleased to notify con- 
tribution to any of the funds specified in the Schedule hereto 
annexed, as an object on which the general fund of any regis- 
tered Trade Union, whose objects are confined to the Province 
of Bombay ; may be spent. 

SCHEDULE 

1. The Bombay War Gifts Fund. 

2. The Viceroy’s War Purposes Fund. 

No. 4757/34-11— In exercise of the functions of the Central 
Government under clause (k) of Section 15 of the Indian Trade 
Unions Act, 1926 (XVI of 1926), in relation to Trade Unions 
whose objects are not confined to, and whose Head Office is 
situated in the Province of Bombay, entrusted to the Govern- 
ment of Bombay by the Government of India, Department of 
Labour Notification No. L-3006 dated the 16th January 1941, 
the Government of Bombay is pleased to notify contribution to 
any ol the funds specified in the Schedule hereto annexed as 
an object on which the general funds of any such Trade Unions 
which is registered Trade Union may be spent. 

SCHEDULE 

1. The Bombay War Gifts Fund. 

2. The Viceroy’s War Purposes Fund. 

(Vide G. of B. Gaz. Part IVA P. 95-96 of 5-3-42.) 
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Payment of Wages Act, 1936 1 

INDIA ACT NO. IV OF 1936*. 

-In Act to regulate the payment of Wages to certain classes 
of persons employed in industry. 

WHEREAS it is expedient to regulate the payment of wages 
to certain classes of persons employed in industry ; It is 
hereby enacted as follows : — 


Short title, extent, commencement and application. 

1. (1) This Act may be called the Payment of Wages 

Act, 1936. 

(2) It extends to the whole of British India, including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on such date 2 as the 
Governor General in Council may, by notification in the 
Gazette of India , appoint. 

(4) It applies in the first instance to the payment of 
wages to persons employed in any factory and to persons 
employed (otherwise than in a factory) upon any railway 
by a railway administration or, either directly or through 
a sub-contractor, by a person fulfilling a contract with a 
railway administration. 

(5 The 3 [Provincial Government) may, after giving 
three months’ notice of its intention of so doing, by notifi- 
cation* in the 4 fOfficial Gazette), extend the provisions of 
the Act or any of them to the payment of wages to any 
class of persons employed in any industrial establishment 
or in any class or group of industrial establishments. 

(6) Nothing in this Act shall apply to wages payable 
in respect of a wage-period which, over such wage-period, 
average two hundred rupees a month or more. 


o L P< 7i? t . a 5?R cnt °.f Object* and Reasons see Gazette of India, 1085. Pt. V d 20- for 
Report of Select Committee, act ibid , p. 77. * * ** ,WI 

India, im, A pt.T“p b 02«. , ' ht int ° f0rC ° Wlth < ‘ IIoet from lh< 1037, «•< Cette ol 

8 These word* were substituted for the words "Local Government" liv ik* 
of India (Adaptation of Indian Laws) Order, 1087. m nl by thc Gover,,,T, « ,lt 

4 These words were substituted for thc words "Local Oflicinl Gazette" ibid 

llth' IMS!* iMUed “ nder ‘ hi * Section "** G N -. * S- n', No. *039, dated the 
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Heflifltioiu. 

Z> In' this Act, unless there is anything repugnant in 
the subject or context,— . 

(i) “factory” a factory as defined in clause (j) of 
section 2 of the Factories Act, 1934 ; 

(ii) “industrial establishment” means any— 

(a) tramway or motor omnibus service ; 

(b) dock, wharf or jetty ; 

. (c) inland steam- vessel ; 

(d) mine, quarry or oil-field ; 

(e) plantation ; 

(/) workshop or other establishment in which articles 
are produced, adapted or manufactured, with a view 
to their use, transport or sale ; 

(iii) “ plantation ” means any estate which is maintain- 
ed for the purpose of growing cinchona, rubber, coffee or 
tea, and on which twenty-five or more persons are employed 
for that purpose ; 

(iro) “prescribed” means prescribed by rules made 
under this Act ; 

( v ) " railway administration ” has the meaning assign- 
ed to it in clause (6) of section 3 of the Indian Railways 
Act, 1890 ; ahd 

(tri) “ Wages ” means all remuneration, capable of 
being expressed in terms of money, which would, if the 
terms of the contract of employment, express dr implied, 
were fulfilled, be payable, whether conditionally upon the 
regular -attendance, good work or conduct or Other 
behaviour of the person employed, or otherwise, to a person 
employed in respect of his employment or of work done in 
such employment, and includes any bonus or other addi- 
tional remuneration of the nature aforesaid which would 
be so payable and any sum payable to such person by reason 
of the termination of his employment, but does not 
ihchtd*— 

:, «r ~ ; 
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(e) the value of any house-accommodation, supply of 

light, water, medical attendance or other amenity, 
or of any service excluded by general or special 
order of the * * * * * 2 [Provincial Government]; 

(b) any contribution paid by the employer to any 
pension fund or provident fund ; 

(c) any travelling allowance or the value of any 
travelling concession ; 

(d) any sum paid to the person employed to defray 
special expenses entailed on him by the nature of 
his employment ; or 

(e) any gratuity payable on discharge. 

Responsibility for payment of wages. 

3. Every employer shall be responsible for the pay- 
ment to persons employed by him of all wages required to 
be paid under this Act, 

Provided that, in the case of persons employed (other- 
wise than by a contractor) — 

(a) in factories, if a person has been named as the 
manager of the factory under clause (e) of sub- 
section (1) of Section 9 of the Factories Act, 1934, 

(b) in industrial establishments, if there is a person 
responsible to the employer for the supervision and 
control of the industrial establishment, 

(c) upon railways (otherwise than in factories), if the 
employer is the railway administration and the 
railway administration has nominated a person in 
this behalf for the local area concerned, 

the person so named, the person so responsible to the 
employer, or the person so nominated, as the case may he, 
shall be responsible for such payment. 

Fixation of wage-periods. 

4. (1) Every person responsible for the payment of 
wages under section 3 shall fix periods (in this Act referred 


, “OoreroOT GwwnJ In Counoll or" wan omitted by tha Goracanawl Ol 

India (Adaptation of Indian Laws) Order, 1987. - ***** 


Notification* refer to G.N* P. * 8JD., No. 6848*4 (1) of 18/10/48. 


Atao 
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toils wage-periods) in respect of which such wages ghalfr 
be payable. 

(2) No wage-period shall exceed one month. 

Time of payment of wages. 

5. (1) The wages of every person employed upon 
o? in — 

(o) any railway, factory or industrial establishment 
upon or in which less than one thousand persons 
are employed, shall be paid before the expiry of 
the seventh day, 

(b) any other railway, factory or industrial establish- 
ment, shall be paid before the expiry of the tenth 
day, 

after the last day of the wage-period in respect of which 
the wages are payable. 

(2) Where the employment of any person is terminated 
by or on behalf of the employer, the wages earned by him 
shall be paid before the expiry of the second working day 
from the day on which his employment is terminated. 

(3) The ’[Provincial Government] may, by general or 
special order, exempt, to such extent and subject to such 
conditions as may be specified in the order, the person res- 
ponsible for the payment of wages to persons employed 
upon any railway (otherwise than in a factory) from the 
operation of this section in respect of the wages of any such 
persons or class of such persons. 

' (4) All payment of wages shall be made on a working- 

day. 

Wages to be paid in current coin or currency notes. 

0. All wages shall be paid in current coin or currency 
notes or in both. 

Reductions which may be made from wages. 

7. (1) Notwithstanding the provisions of sub-section 
(2) of section 47 of the Indian Railways Act, 1890, the wages 
of an employed person shall be paid to him without deduo 

1 Tbeee word* were mtatltuWd for th« word* “Governor General la Cornell” Iff Use 1 
Government at ladle (Adaptation of Indian Lews) Order, 1987. 
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fions of any kind except those authorised by or under this 
Act. 

Explanaton. — Every payment made by the employed 
person to the employer or his agent shall, for the purposes 
of : t&is Act, be deemed to be a deduction from wages. 

(2) Deduction from the wages of an employed person 
shall be made only in accordance with the provisions of 
this Act, and may be of the following kinds only, namely:-— 

(a) fines ; 

(b) deductions for absence from duty ; 

. (c) deductions for damage to or loss of goods expressly 
entrusted to the employed person for custody, or 
for loss of money for which he is required, to 
account, where such damage or loss is directly 
attributable to his neglect or default ; 

(d) deductions for house-accommodation supplied by 
the employer ; 

(e) deductions for such amenities and services supplied 
by the employer as the 1 * * * * * 2 [Provincial 
Government] may, by general or special order, 
authorise ; 3 

Explanation. 

The word “ services ” in this sub-clause does not 
include the supply of tools and raw materials re- 
quired for the purposes of employment. 

(/) deductions for recovery of advances or for adjust- 
ment of over-payments of wages ; 

(g) deductions of income-tax payable by the employed 
person ; 

(h) deductions required to be made by order of a Court 
or other authority competent to make such order ; 

(i) deductions for subscriptions to, and for repayment 
of advances from, any provident fund to which the 
Provident Funds Act, 1925, applies or any recognis- 
ed provident fund as defined m section 58A of the 


#S£ *" — 0 ““ t * d * ““ G ~— * 
G0Veran “ al ” *“• 

* Alto refer to G. N. E*48. D»No»69M/S4 of 13*1048 omln NttUflMkMti 
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Indian Income-Tax Act, 1922, or any provident fund 
approved in this behalf by the ’[Provincial Gov- 
ernment] during the continuance of such approval; 

<i) deductions for payments to .co-operative societies 
approved by the ’[Provincial Government] or to 
a scheme of insurance maintained by the Indian 
Post Office ; and 

*(fc) deductions, made with the written authorisation 
of the employed person, in furtherance of any 
War Savings scheme, approved by the Provincial 
Government, for the purchase of securities of the 
Government of India or the Government of the 
United Kingdom.* 

Fines. 

8. (1) No fine shall be imposed on any employed per- 

son save in respect of such acts and omissions on his part 
as the employer, with the previous approval of the ’[Pro- 
vincial Government] or of the prescribed authority, may 
have specified by notice under sub-section (2). 

(2) A notice specifying such acts and omissions shall 
be exhibited in the prescribed manner on the premises in 
which the employment is carried on or in the case of per- 
sons employed upon a railway (otherwise than in a factory), 
at the prescribed place or places. 

(3) No fine shall be imposed on any employed person 
until he has been given an opportunity of showing cause 
against the fine, or otherwise than in accordance with such 
procedure as may be prescribed for the imposition of fines. 

(4) The total amount of fine which may be imposed in 
any one wage-period on any employed person shall not 
exceed an amount equal to half-an-anna in the rupee of 
the wages payable to him in respect of that wage-period. 

(5) No fine shall be imposed on any employed person 
who is under the age of fifteen years. . 

(6) No fine imposed on any employed person shall be 

recovered from him by instalments or after the expiry of 
sixty days from the day on which it was imposed. . 

1 Tbffit word* wore substituted for the words “Local Government” by the GoVmimtatt 
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(7) Every fine shall be' deemed to have been imposed 
ott the day of the act or omission in respect of which it was 

imposed. ■ 

(8) All fines and all realisations thereof shall be re- 
corded in a register to be kept by the person responsible for 
the payment of wages under section 3 in such form as may 
be prescribed ; and all such realisations shall be applied 
only to such purposes beneficial to the persons employed in 
the factory or establishment as are approved by the pres- 
cribed authority. 

Explanation 

When the persons employed upon or in any railway, 
factory or industrial establishment are part only of a staff 
employed under the same management, all such realisations 
may be credited to a common fund maintained for the staff 
as a whole, provided that the fund shall be applied only to 
Such purposes as are approved by the prescribed authority. 

Deductions for absence from duty 

9. (1) Deductions may be made under clause (b) of 

sub-section (2) of section 7 only on account of the absence 
of an employed person from the place or places where, by 
the terms of his employment, he is required to work, such 
absence being for the whole or any part of the period dur- 
ing which he is so required to work. . 

<2) The amount of such deduction shall in no case bear 
to the wages payable to the employed person in respect of 
the wage-period for which the deduction is made a larger 
proportion than the period for which he was absent bears 
to the total period, within such wage-period, during which 
by the terms of his employment, he was required to work : 

- Provided that, subject to any rules made in this behalf 
by the 1 [Provincial Government], if ten or more employed 
persons acting in concert absent themselves without due 
notice (that is to say without giving the notice which is re- 
quired under the terms of their contracts of employment) 
and without reasonable cause, such deduction from any 

1 Them word* were sttbriftnted lor the words « Load Government" bv tie Ommm 
gum qf Indio (Adogdottop of Indto Lowt) Order, 1987* P* OOYfi*- 
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such person may include such amount not exceeding his 
wages for eight days as may by any such terms be due to 
the employer in lieu of due notice. 

Explanation 

’[For the purposes of this section, an employed person 
shall be deemed to be absent from the place where he is 
required to work, if, although present in such place, he 
refuses, in pursuance of a stay-in-strike or for any other 
cause which is not reasonable in the circumstances, to carry 
out his work.] 

Deductions for damage or loss. 

10. (1) A deduction under clause (c) of sub-section 
(2) of section 7 shall not exceed the amount of the damage 
or loss caused to the employer by the neglect or default of 
the employed person and shall not be made until the em- 
ployed person has been given an opportunity of showing 
cause against the deduction, or otherwise than in accord- 
ance with such procedure as may be prescribed for the 
making of such deductions. 

(2) All such deductions and' all realisations thereof 
shall be recorded in a register to be kept by the person res- 
ponsible for the payment of wages under section 3 in such 
form as may be prescribed. 

Deductions for services Rendered. 

11. A deduction under clause (d) or clause (e) of 

sub-section (2) of section 7 shall not be made from the 
wages of an employed person unless the house-accommoda- 
tion, amenity or service has been accepted by him, as a 
term of employment or otherwise, and such deduction shall 
not exceed an amount equivalent to the value of the house- 
accommodation, amenity or service supplied and, in the 
case of a deduction under the said clause (e) , shall be sub- 
ject to such conditions as 8 * ****** the 3 [Provincial 
Government] may impose. 

1 This Explanation wax added by ». * of tho Payment of Wage* (Amendment) Act 
1MT (XXXII of 1M7). 

A Hi iM “the OuMm General In Council or" 'were omitted by the Government 
Of India (Adaptation of Indian Law.) Order, 1007. 

• mind worth warn ndntltuted for the word. “Local Government”, AW. 
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DWiuctlDns for recovery of advances. 

12. Deduction under clause if) of sub-section (Jt> of 
section 7 shall be subject to' the following conditions, 
namely : — 

(fl) -recovery of an advance of money given before 
employment began shall be made from the first 
payment of wages in respect of a complete wage- 
period, but no recovery shall be made of such 
advances given for travelling-expenses ; 

(b) recovery of advances of wages not already earned 
shall be subject to any rules made by the 1 [Provin- 
cial Government] regulating the extent to which 
such advances may be given and the instalments 
by which they may be recovered. 

Deductions for payments to co-operative societies and 
insurance schemes. 

13. Deductions under clause (j) and clause (k)* of 
sub-section (2) of section 7 shall be subject to such condi- 
tions as the ^Provincial Government] may impose. 

Inspectors. 

14. (1) An Inspector of Factories appointed under 
sub-section (1) of section 10 of the Factories Act, 1934, shall 
be an Inspector for the purposes of this Act in respect of all 
factories within the local limits assigned to him. 

(2) The 2 [Provincial Government] may appoint Ins- 

? ectors for the purposes of this Act in respect of all persona 
mployed upon a railway (otherwise than in a factory) to. 
whom this Act applies. 

(3) The 1 [Provincial Government] may, by notification 
in the 3 [Official Gazette], appoint such other persons as it 
thinks fit to be Inspectors for the purposes of this Act, and 
may define the local limits within which and the class of 
factories and industrial establishments in respect of which 
they shall exercise their functions. 

of Gov “ mmenl ” * «"**** 

% The** word* were substituted for the word* “Governor General in Cornett ”* 
a These words were substituted for the words “Loeat Ofidal Gasttts^ 

* Inserted by Ordinances 'No. Ill of 1940, promulgated by the Governor General* ^ 
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(4) An Inspector may, at all reasonable hours, enter 
on any premises, and make such examination of any re- 
gister or document relating to the calculation or payment 
of wages and take -on the spot or otherwise such evidence 
of any person, and exercise such other powers of inspection* 
as he may deem necessary for carrying out the purposes 
of 'this Act, 

<5) Every Inspector shall be deemed to be a public 
servant within the meaning of the Indian Penal Code. 

Claims arising out of deductions from wages or delay in 

payment of wages and penalty for malicious or 

vexatious claims. 

15. (1) The 1 (Provincial Government] may, by 
notification in the 2 [Official Gazette] appoint any Com- 
missioner for Workmen’s Compensation or other officer 
with experience as a Judge of a Civil Court or as a stipen- 
diary Magistrate to be the authority to hear and decide for 
any specified area all claims arising out of deductions from 
the wages, or delay in payment of the wages of persons 
employed or paid in that area. 

(2) Where contrary to the provisions of this Act any 
deduction has been made from the wages of an employed 
person, or any payment of wages has been delayed, such 
person himself, or any legal practitioner or any official of 
a registered trade union authorised in writing to act on his 
behalf, or any Inspector under this Act, or any other person 
acting with the permission of the authority appointed un* 
der sub-section (1), may apply to such authority for a direc- 
tion under sub-section (3) : 

Provided that every such application shall be presented 
within six months from the date on which the deduction 
from the wages was made or from the date on which the 
payment of the wages was due to be made, as the case may 
be. 

Provided further that any application may be admitted 
after the said period of six months when the applicant satis- 

■ — i n * y> > > — ——i— 7 '■ * '■» " 11 ■■■ " ■■ - 1|1M ' ‘ ■ — ’ Tl ' 

1 ft !* m word* were eubeti toted for the word* “Local Government” by the Government 
of India (Adaptation of Indian Law*) Order, 1MT. „ .... 

9 Tbeae word* were subetitated *be word* “Local Official Gasette , 
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fles the authority that he had sufficient cause for not wak- 
ing the application within such period. 

(3) When any application under sub-section (2) is 
entertained, the authority shall hear the applicant and the 
employer or other person responsible for the payment of 
wages under section 3, or give them an opportunity of being 
heard, and, after such further inquiry (if any) as may be 
necessary, may, without prejudice to any other penalty to 
which such employer or other person is liable under this 
Act, direct the refund to the employed person, of the 
amount deducted, or the payment of the delayed wages, 
together with the payment of such compensation as the 
authority may think fit, not exceeding ten times the amount 
deducted in the former case and not exceeding ten rupees 
in the latter : 

Provided that no direction for the payment of compen- 
sation shall be made in the case of delayed wages if the 
authority is satisfied that the delay was due to— 

(a) a bona fide error or bona fide dispute as to the 
amount payable to the employed person, or 

(b) the occurrence of an emergency, or the existence 
of exceptional circumstances, such that the person 
responsible for the payment of the wages was 
unable, though exercising reasonable diligence, to 
make prompt payment, or 

(c) the failure of the employed person to apply for or 
accept payment. 

(4) If the authority hearing any application under this 
section is satisfied that it was either malicious or vexatious, 
the authority may direct that a penalty not exceeding fifty 
rupees be paid to the employer or other person responsible 
for the payment of wages by the person presenting the 
application. 

(5) Any amount directed to be paid under this section, 
may be recovered— 

(a) if the authority is a Magistrate, by the authority 
as if it were a fine imposed by him as Magistrate, 
and 
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(b) if the authority is not a Magistrate, by any Magis- 
trate to whom the authority makes application in 
this behalf, as if it were a fine imposed by such 
Magistrate. 

Rlng la application in respect of claims from unpaid group. 

1$. (1) Employed persons are said to belong to the 
unp aid group if they are borne on the same establish- 
ment and if their wages for the same wage-period or periods 
have remained unpaid after the day fixed by section 5. 

(2) A single application may be presented under sec- 
tion 15 on behalf or in respect of any number of employed 
persons belonging to the same unpaid group, and in such 
case the maximum compensation that may be awarded 
under sub-section (3) of section 15 shall be ten rupees per 
head. 

(3) The authority may deal with any number of 
separate pending applications, presented under section 15 
in respect of persons belonging to the same unpaid group, 
as a single application presented under sub-section (2) of 
this section, and the provisions of that sub-section shall 
apply accordingly. 


Appeal. , 

17. (1) An appeal against a direction made under 

1 [sub-section (3) or sub-section (4)] of section 15 may be 
preferred, within thirty days of the date on which the direc- 
tion was made, in a Presidency-town 2 * * * * * before the 
Court of Small Causes and elsewhere before the District 


Court — 

(a) by the employer or other person responsible for 
the payment of wages under section 3, if the total 
sum directed to be paid by way of wages and com- 
pensation exceeds three hundred rupees, or 

(b) by an employed person, if the total amount of 
wages claimed to have been withheld from him or 


* r Bute. were mltltuw- tot*, wort, h»«d«te md 

am SRJSEi? (5rwfc* K«‘ Schedule <3 the Repealing end Amending Act, 

Rangoon” were omitted hy the Coreroment o» India (Adaptation 
of Indian Lm) Order, MW. 
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from' the un p aid .group to which he belonged ex- 
ceeds fifty rupees, or 

(C) by any person directed to pay a penalty under 
1 [sub-section (4)] of section 15. 

(2) Save as provided in sub-section (1), any direction 
gpade under sub-section (3) or ’[sub-section (4)] of section 
15 shall be final. 

Powers of authorities appointed under section 15. 

18. Every authority appointed under sub-section (1) 
of section 15 shall have all the powers of a Civil Court 
under the Code of Civil Procedure, 1908, for the purpose 
of taking evidence and of enforcing the attendance of wit- 
nesses and compelling the production of documents, and 
every such authority shall be deemed to be a Civil Court 
for all the purposes of section 195 and of Chapter XXXV of 
the Code of Criminal Procedure, 1898. 

Power to recover from employer in certain cases. 

19. When the authority referred to in Section 15 or 
the Court referred to in Section 17 is unable to recover 
from any person (other than an employer) responsible 
under Section 3 for the payment of wages any amount 
directed by such authority under Section 15 or 17 to be 
paid by such person, the authority shall recover the amount 
from the employer of the employed person concerned. 

Penalty for offences under the Act 

20. (1) Whoever being responsible for the payment 
of wages to an employed person contravenes any of the 
provisions of any of the following sections, namely, Sec- 
tion 5 and Section 7 to 13, both inclusive, shall be punish- 
able with fine which may extend to five hundred rupees. 

(2) Whoever contravenes the provisions of Section 4, 
Section 6 or Section 25 shall be punishable with fine which 
may extend to two hundred rupees. 

Procedure in trial of offences. 


2L (1) No Court shall take cognizance of a com- 
plaint against any person for an offence under sub-section 
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(1) of Section 20 unless an application in respect of the 
facte constituting the offence has been presented under 
Section 15 and has been granted wholly or in part and the 
authority empowered under the latter Section or the appel- 
late Court granting such application has sanctioned the 
making of the complaint. 

' (2) Before sanctioning the making of a complaint 
against any person for an offence under sub-section (1) 
of Section 20 the authority empowered under Section 15 
or the appellate Court, as the case may be, shall give such 
person an opportunity of showing cause against the grant- 
ing of such sanction, and the sanction shall not be granted 
if such person satisfies the authority or Court that his de- 
fault was due to — 

(«) a bona fide error or bona fide dispute as to the 
amount payable to the employed person, or 

(b) the occurrence of an emergency, or the existence 
of exceptional circumstances, such that the person 
responsible for the payment of the wages was un- 
able, though exercising reasonable diligence, to 
make prompt payment, or 

(c) the failure of the employed persons to apply for or 
accept payment. 

(3) No Court shall take cognizance of a contravention 
of Section 4 or of Section 6 or of a contravention of any 
rule made under Section 26 except on a complaint made by 
or with the sanction of an Inspector under this Act. 

(4) In imposing any fine for an offence under sub- 
section (1) of Section 20 the Court shall take into con- 
sideration the amount of any compensation already 
awarded against the accused in any proceedings taken un- 
der Section 15. 

Bar of suite. 

22. No Court shall entertain any suit for the recovery 
of wages or of any deduction from wages in so far as the 
sum so claimed — 

(a) forms the subject of an application under Section 
15 ?yhich has been presented, by the plaintiff and 
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Avhich is pending before the authority appointed 
under that Section or of an appeal under Section 
17 ; or 

(b) has formed the subject of a direction under Section 
15 in favour of the plaintiff ; or 

(c) has been adjudged, in any proceeding under Sec- 
tion 15 ; not to be owed to the plaintiff ; or 

(d) could have been recovered by an application under 
Section 15. 

Contracting out. 

23. Any contract or agreement, whether made before 
or after the commencement of this Act, whereby an em- 
ployed person relinquishes any right conferred by this Act 
shall be null and void in so far as it purports to deprive him 
of such ri^ht. 

Application of Act to Federal 
Railways, mines and oilfields. 

1 [24. The powers by this Act conferred upon the Pro- 
vincial Government shall, in relation to Federal railways 
(within the meaning of the Government of India Act, 1935) 
mines and oilfields, be powers of the Central Government.] 

Display by notice of abstracts of the Act. 

25. The person responsible for the payment of wages 
to persons employed in a factory shall cause to be dis- 
played in such factory a notice containing such abstracts 
of this Act and of the rules made thereunder in English and 
in the language of the majority of the persons employed in 
the factory, as may be prescribed. 

Rule-making power. 

26. (1) The 2 [Provincial Government] may make 
rules to regulate the procedure to be followed by the autho- 
rities and Courts referred to in Sections 15 and 17. 

" nbrtHuted by «*• Qovetnmentof India (Adaptation of Indlan 
* Tb**e word* w«0 (ubatttoted for the word* '"Oorernor General tn Council ”, ibid. 
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(2) The 3 [Provincial Government] may, 4 * * * * * 
* * •* * by notification in the 6 [Official Gazette ] make 
rules for the purpose of carrying into effect the provisions 
of this Act. 

(3) In particular and without prejudice to the gene- 
rality of the foregoing power, rules made under sub-section 
<2) may— 

(o) require the maintenance of such records, registers, 
returns and notices as are necessary for the en- 
forcement of the Act and prescribe the form there- 
of ; 

(b) require the display in a conspicuous place on pre- 
mises where employment is carried on of notices 
specifying rates of wages payable to persons em- 
ployed on such premises ; 

(c) provide for the regular inspection of the weights, 
measures and weighing machines used by employers 
in checking or ascertaining the wages of persons 
employed by them ; 

(d) prescribe the manner of giving notice, of the days 
on which wages will be paid ; 

(e) prescribe the authority competent to approve under 
sub-section (1) of Section 8 acts and omissions in 
respect of which fines may be imposed ; 

(f) prescribe the procedure for the imposition of fines 
under Section 8 and for the making of the deduc- 
tions referred to in Section 10 ; 

(g) prescribe the conditions subject to which deduc- 
tions may be made under the proviso to sub-sec- 
tion (2) of Section 9 ; 

( h ) prescribe the authority competent to approve the 
purposes on which the proceeds of fines shall be 
expended ; 

(ij prescribe the extent to which advances may be 
made and the instalments by which they may be 
required with reference to clause (b) of Section 12 ; 


8 These words were substituted for the words “ Local Government ** by the Govern- 
ment of India (Adaptation of Indian Laws) Order, 1087. 

4 The words “subject to the control of the Governor General in Council ” were omit- 
ted, ibid, 

s 8 These words were substituted for the Words “Local Official Gazette**, ibid. 
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(]) regulate -the scaled of costs Which may be allowed 
- in proceedings under this Act ; 

(fe) proscribe -the amount of Court-fees payable hi res- 
pect of any proceedings under this Act ; and 
(l)- prescribe the abstracts to be contained in the notices 
required by Section 15. 

(4) In making any rule under this Section the 1 [Pro- 
vincial Government] may provide that a contravention of 
the rule 6hall be punishable with fine which may extend 
to two hundred rupees. 

(5) All rules made under this Section shall be sub- 

ject to the condition of previous publication, and the date 
to be specified under clause (3) of Section 23 of the Gene- 
ral Clauses Act, 1897, shall not be less than three months 
from the date on which the draft of the proposed rules was 
published* - 


Payment of Wages Act, 1936 

PAYMENT OF WAGES (Procedure) RULES, 1937. 

No. L.-3067, dated New Delhi, the 24th FebrU&ry 1937. 

In exercise of the powers conferred by sub^ Section (l) of 
Section 29 of the Payment of Wages Act, 1936 (IV "of 1936), read, 
with Section 22 of the General Clauses Act, 1897 (X of 1897), 
the Governor General in Council is pleased to make the follow- 
ing rules, the same having been previously published as re- 
quired by sub-section (5) of Section 26 of the first named Act, 
namely : — 


RULES. 

Short Title. 

1- These rules may be called the Payment of Wages (Pro- 
cedure) Rules, 1937. 


Definitions 

2. Ip these rules, unless there is anything repugnant in the 
subject or context,— 

(a) “the Act” means the Payment of Wages Act (IV of 
1936) : 


(6) “ appeal ” an appea l under Section 17 ; 

• ■ I ■■■■ I i .11 I.,, . l U .i. .i l l ■ I . 1 i hA .mii - |.| | ‘ ... I 'm I , JSkuJi 

1 These words were substituted for the words " Local Government ” by th6 Govern 
ment of India (Adaptation of Indian Laws) Order, 1987, y ^ 
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(c) “the Authority" means the authority appointed under 

sub-section (1) of section 15 ; 

(d) "the Court" means the court mentioned in sub-sec- 
tion (1) of Section 17 ; 

(e) “employer” includes the persons responsible for the 
payment of wages under Section 3 ; 

(/) “ section ” means a section of the Act 

(g) “ Form ” means a form appended to these rules ; 

(h) wordp and expressions defined in the Act shall be deem- 
ed to have the same meaning as in the Act! 

% 1 
Form of Application. 

3. Applications under sub-section (2) of Section 15 by or 
on behalf of an employed person or group of employed persons 
shall be made in duplicate in Form A, Form B or Form C as 
the case may be, one copy of which shall bear such court-fee 
as may be prescribed. 

Authorisation. 

4. The authorisation to act on behalf of an employed per- 
son or persons, under Section 15, shall be given by a certificate 
in Form D, shall be presented to the Authority hearing the ap- 
plication and shall form part of the record. 

Permission to appear. 

5. Any person desiring the permission of the Authority to 
act on behalf of any employed person or persons shall present 
to the Authority a brief written statement explaining his inte- 
rest in the matter, and the Authority shall record an order on 
the statement, which in the case of refusal shall include rea- 
sons for the order, and shall incorporate it in the record. 

Presentation of documents. 

6. (1) Application or other documents relevant to an 
application may be presented in person to the Authority, at any 
time during hours to be fixed by the Authority, or may . be sent 

to him by registered post. . 

(2) The Authority shall at once endorse, or cause to be 
endorsed, on each document the date of the presentation pr 
receipt, as the case may be. 

Refusal to entertain application. 

7. (1) The Authority may refuse to entertain an applica- 
tion presented under rule 6, if after giving the applicant an 
opportunity of being heard, the Authority is satisfied, for rea- 
sons to be recorded in writing that : — 

(a) the applicant is not entitled to present an application, 

or 
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(b> the application is barred by reason of the provisions 
in the provisos to sub-section (2) of Section 15, or 

(c) the applicant shows no sufficient cause for making a 
direction under Section 15. 

(2) The Authority may refuse to entertain an application 
which is insufficiently stamped or is otherwise incomplete and, 
if he so refuses, shall return it at once with an indication of 
the defects. If the application is presented again after the de- 
fects have been made good, the date of representation shall 
be deemed to be the date of presentation for the purposes of 
the provisos to sub-section (2) of Section 15. 

Appearance of parties. 

8. (1) If the application is entertained, the Authority shall 
call upon the employer by a notice in Form E to appear before 
him on a specified date together with all relevant documents 
and witnesses, if any, and shall inform the applicant of the 
date so specified. 

(2) If the employer or his representative fails to appear 
on the specified date, the Authority may proceed to hear and 
determine the application ex parte . 

(3) If the applicant fails to appear on the specified date, 
the Authority may dismiss the application : 

Provided that an order passed under sub-rule (2> or sub- 
rule (3) may be set aside and the applicant reheard on good 
cause being shown within one month of the date of the said 
order, notice being served on the opposite party of the date 
fixed for rehearing. 

Record of Proceedings. 

9. (1) The Authority shall in all cases enter the parti- 
culars indicated in Form F and at the time of passing orders 
shall sign and date the Form. 

(2) In a case where no appeal lies, no further record shall 
be necessary. 

(3) In a case where an appeal lies, the authority shall re- 
cord the substance of the evidence and shall append it under 
his signature to the record of direction in Form F. 

Signature on forms. 

10. Any form, other than a Record of Direction, which is 
required by these rules to be signed by the Authority, may be 
signed under his direction and on his behalf by any officer sub- 
ordinate to him appointed by him in writing for this purpose. 
Exercise of powers. 

11. In exercising the powers of a Civil Court conferred by 
Section 18 the Authority shall be guided in respect of proce- 
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dure by the relevant orders of the first Schedule of the Code 
of Civil Procedure, 1908, with such alterations: as the Authority 
may find necessary, not affecting their substance, for adapting 
them to the matter before him, and save where they conflict 
with the express provisions of the Act or these rules. 

Appeals. 

12. (1) An appeal shall be preferred in duplicate in the 
form of a memorandum one copy of which shall bear the pres»- 
cribed court-fee, setting forth concisely the grounds of objec- 
tion to the directions and shall be accompanied by a certified 
copy of that direction. 

(2) When an appeal is lodged a notice shall issue to the 
respondent in Form G. 

(3) The Court after hearing the parties and after such 
further inquiry, if any, as it may deem necessary, may confirm, 
vary, or set aside the direction from which the appeal is pre- 
ferred, and shall make an order accordingly. 

Inspection of documents. 

13. Any employed person, or any employer or his repre- 
sentative, or any person permitted under sub-section (2) of 
Section 15 to apply for a direction, shall be entitled to inspect 
any application, memorandum of appeal, or any other docu- 
ment filed with the Authority or the Court, as the case may 
be, in a case to which he is a party, and may obtain copies 
thereof on the payment of such fees as may be prescribed. 


FORM A 

FORM OF INDIVIDUAL APPLICATION. 


[See sub-section (2) of Section 15 of the Payment of Wages Act.] 
In the Court of the Authority appointed under the Payment 
of Wages Act (IV of 1936) for area. 

Application No. of 194 . 

Between A. B. C. applicant. 


, a legal practitioner. 

(through nnoffidaiof 

which is a registered trade union). 

And X. Y. Z. opposite party 

The applicant states as follows : — 

1. A. B. C. is a person employed — the 


fa ctory 

railway entitled. 

industrial establishment 

and resides at 
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The address of the applicant for the service of all notices 
and processes is : — 

2. X. Y. Z., the opposite party, is the person responsible for 
the payment of his wages under section 3 of the Act, and his 
address for the service of all notices and process is : — 

3. (1) The applicant’s wages have not been paid for the 
following wage period (s) (give dates) . 

Or A sum of has been unlawfully deducted from his wages of 
(amount) for the wage period (s) which ended on [give date(s)]. 

(2) [Here give any further claim or explanation]. 

4. The applicant estimates the value of the relief sought 
by him at the sum of rupees 

5. The applicant prays that a direction may be issued under 
sub-section (3) of Section 15 for 

(a) Payment of his delayed wages as estimated or such 
greater or lesser amount as the Authority may find to 
be due. 

Or Refund of the amount illegally deducted. 

(b) Compensation amounting to 

The applicant certifies that the statement of facts contain- 
ed in this application is to the best of his knowledge and belief 
accurate. 

V* 

Signature or thumb impression of the 
employed person, or legal practi- 
tioner, or official of a registered 
trade union duly authorised. 


FORM B 


FORM OF GROUP APPLICATION. 


[See .sub-section (2) of Section 15 and Section 16 of the 
Payment of Wages Act.] 


In the Court of the Authority appointed under the payment 
of Wages Act (IV of 1936) for area. 

Application No. of 19 

Between A. B. C. and (state the number) others. 


(through 


a legal practitioner. 
an official of 


which is a registered trade union). 


applicants : 


And X. Y. Z. 


opposite party. 
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The applicants state as follows : — 

1. The applicants whose names appear in the attached 

. factory * * 

schedule are persons employed the railway entitled. 

industrial establishment 

The address of the applicants* for service of all notices 
and processes is : — 

2. X. Y. Z., the opposite party, is the person responsible for 
the payment of wages under Section 3 of the Act, and his ad- 
dress for the service of all notices and processes is : — 

3. The applicants* wages have not been paid for the fol- 
lowing wage period (s) : — 

4. The applicants estimate the value of the relief sought 
by them at the sum of rupees. 

5. The applicants pray that a direction may be issued un- 
der sub-section (3) of Section 15 for : — 

(a) Payment of the applicants* delayed wages as estimated 

or such greater or 

lesser amount as the Authority may find to be due. 

(f>) Compensation amounting to 

The applicants certify that the statement of facts contained 
in this application is to the best of their knowledge and belief 
accurate. 

Signature or thumb impression of two 
of the applicants, or legal practi- 
tioner, or an official of a registered 
trade union duly authorised. 


SCHEDULE. 


Name of applicants:— 


1 . 


2 . 


3. 


4 . 
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form c 

' FORM OF APPLICATION BY AN INSPECTOR OR PERSON 
PERMITTED BY THE AUTHORITY OR AUTHORISED TO ACT 

[See sub-section (2) of section 15 and section 16 of the Pay- 
ment of Wages Act.] 

In the Court of the Authority appointed under the Payment 
of Wages Act, for area. 

Application No. of 194 

Between 

A. B. C., [ (designation) an Inspector under the 

Payment of Wages Act] [or a person p - rlI ^ a -- b h y o ^^ autbority to act 
under sub-section (2) of section 15] applicant. 

And 

X. Y. Z. the opposite party. 

The applicant states as follows: — 

1. X. Y. Z., the opposite party is the person responsible under 
the Act for the payment of wages to the following person (s): — 

Cl) 

(2) 

(3) 

* 

* 

2. His address for the service of all notices and processes is : 

3. The wages of the said person (s) due in respect of the 

following wage period (s) t0 the fol , owiDg „, egal 

4. The applicant estimates the value of the relief sought for 
the person(s) employed at the sum of Rs. 

5. The applicant prays that a direction may be issued under 
sub-section (3) of section 15 for: — 

(a) Payment of the delayed wages as estimated or such 
greater or lesser amount as the Authority may find to 
be due. 

Or Refund of the amount illegally deducted 

(b) Compensation amounting to 

The applicant certifies that the statement of facts contained 
in this application is to the best of his knowledge and belief 
accurate. 


Signature! 
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FORM D 

CERTIFICATE OF AUTHORISATION 

wi employed person (s) hereby authorise 

which is a registered trade union to act on 
behalf under section 15, and section 17 of the Payment of Wages 
Act (IV of 1936) in respect of the claim against on account 

fDelay in payment of 

of the ^ ~£~wages 

^Illegal deductions from J 


for 


Witnesses (1) 

Signatures (1) 

(2) 

(2) 

(3) 

(3) 

(4) 

(4) 

* 

♦ 

* 

* 

.* 

* 

I accept the authorisation. 



Signature. 


Legal practiti oner. _ 

Official of a registered trade union. 
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FORM E 

NOTICE FOR THE DISPOSAL OF APPLICATION 


To 

Whereas under the Payment of Wages Act, 1936 (IV of 1936), 
a claim against you has been presented to me in the application 
of which a copy is enclosed, you are hereby called upon to appear 
before me either in person, or by any person duly instructed, and 
able to answer all material questions relating to the application, * 
or who shall be accompanied by some person able to answer all 
such questions, qn the day of 19 at 

o’clock in the noon to answer the claim; and as the day 
fixed for your appearance is appointed for the final disposal of 
the application, you must be prepared to produce on that day 
all the witnesses upon whose evidence, and the documents upon 
which you intend to rely in support of your defence. 

Take notice that, in default of your appearance on the day 
before mentioned, the application will be heard and determined 
in your absence. 

Given under my hand and seal, this day of 194 


Authority. 
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FORM F 

RECORD OF DIRECTION 

<1) Serial number 

(2) Date of the application 

<3) Name or names, parentage, address, or addresses of the 
applicants, or some, or all of the applicants belonging to 
the same unpaid group:— 

<4) Name and address of the employer: — 

(5) Amount claimed:— 

(a) as delayed wages: Rs. 

(b) as deducted from wages: Rs. 

(6) Plea of the employer and his examination (if any): — 

<7) Finding, and, in the case of a direction under sub-section 
(3) or (4) of section 15, a brief statement of the reasons 
therefor:— 

Rs. 

<8) Amounts awarded— 

(a) Delayed wages 
(0) Deducted wages 

(9) Compensation awarded 

(10) Penalty imposed 

(11) Costs awarded to— 

(i) Court-fee charges 

(ii) Pleader’s fee 

(iii) Witnesses expenses 


Signed 

Dated 

Note . — In eases where an appeal lies attach on a separate 
sheet the substance of the evidence. 
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FORM G 

NOTICE TO RESPONDENT OF THE DAY FIXED FOR THE 
HEARING OF THE APPEAL UNDER SECTION 17 OF THE 
PAYMENT OF WAGES ACT, 1936 

Appeal from the decision of the Authority for the 
area, dated the day of 194 


To 


Respondent. 

Take notice that an appeal of which a copy is enclosed, from 
the decision of the Authority for area has been presented 

by X. Y. Z. (and others), and registered in this Court, and that 
the day of 193 , has been fixed 

by this Court for the hearing of this appeal. 

If no appearance is made on your behalf by yourself, or by 
some one by law authorised to act for you in this appeal, it will 
be heard and decided in your absence. 

Given under my hand and the seal of the Court, this 
day of 194 


Judge. 
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Payment of Wages Act, 1936 

BOMBAY PAYMENT OF WAGES RULES, 1937. 

BOMBAY CASTLE, 1ST MARCH 1937 

No. 9639. — In exercise of the powers conferred by sub-sections 
(2), (3) and (4) of section 26 of the Payment of Wages Act, 1936 
(IV of 1936), the Governor in Council is pleased to make the 
following rules, namely: — 

Title 

1. These rules may be called the Bombay Payment of Wages 
Rules, 1937. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) “the Act” means the Payment of Wages Act (IV of 
1936) ; 

(b) “ the Authority” means the authority appointed under 
sub-section (1) of section 15 of the Act ; 

(c) “the Chief Inspector of Factories 99 means the Chief 
Inspector of Factories appointed under sub-section (2) 
of section 10 of the Factories Act (XXV of 1934) ; 

(d) “ the Court ” means the Court mentioned in sub-section 
(1) of section 17 of the Act ; 

(e) “ deduction for breach of contract ” means a deduction 
made in .accordance with the provisions of the proviso to 
sub-section (2) of section 9 ; 

(;) “deduction for damage or loss” means a deduction 
made in accordance with the provisions of clause (c) 
of sub-section (2) of section 7; 

(gr) “ Form 99 means a form appended to tjiese rules ; 

(A) “ Inspector 99 means the inspector authorised by or under 
section 14 of the Act ; 

(i) “ person employed ” excludes all persons to the payment 
of whose wages the Act does not apply ; 

( j ) “ section 99 means a section of the Act ; 

(fc) “paymaster” means an employer or other person res- 
ponsible under section 3 of the Act for the payment of 
wages ; 

( l ) words and expressions defined in the Act shall be deem- 
ed to have the same meaning as in the Act. 

SECTION 26 (2) AND 26 (3) (a) 

Register of Fines 

3. (1) In any factory in respect of which the employer..has 
obtained approval under sub- section (1) of section 8 to a list of 
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acts and omissions in respect of which fines may be imposed, the 
paymaster shall maintain a Register of Fines in Form I. 

(2) At the beginning of the Register of Fines there shall be 
entered serially numbered the approved purpose or purposes on 
which the fines realized are to be expended. 

(3) Vouchers or receipts in connection with any expenditure 
from the fines’ fund shall be produced for the scrutiny of the 
Inspector when required by him. 

Register of deductions for damage or loss 

4. In every factory in which deductions for damage or loss 
are made the paymaster shall maintain the Register required by 
sub-section (2) of section 10 in Form II. 

Register of Wages 

5. A Register of Wages shall be maintained in every factory 
and may be kept in such form as the paymaster finds convenient 
but shall include the following particulars : — 

(a) the gross wages earned by each person employed for 
each wage period ; 

(b) all deductions made from those wages, with an indica- 
tion in each case of the clause of sub-section (2) of 
section 7 under which the deduction is made ; 

(c) the wages actually paid to each person employed for 
each wage period. 

Maintenance of Registers 

6. The registers required by rules 3, 4, 5 and 17 shall be pre>- 
served by the employer for twelve months after the date of the 
last entry made in them. 

SECTION 26 (3) (c) 

Weights, Measures and Weighing Machines 

7. All weights or measures or weighing or measuring instru- 
ments which are used in checking or ascertaining the wages of 
persons employed in any factory shall be examined in accordance 
with the provisions of the Bombay Weights and Measures Act, 1032. 
If an Inspector considers that any action should be taken under 
the said Act, he may seize the article in question end shall report 
the matter with his opinion to the Inspector of Weights and 
Measures having Jurisdiction wider the said Act for necessary 
action. 

SECTION 26 (3) (d) 

Notice of dates of payment 

8. The paymaster shall display, in a conspicuous place at or 
near the main entrance of the factory, a notice, in *?ngn«t» and 
in the language of the majority of the persons employed ther ein , 
showing the days on which wages are to be paid. 
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SECTION 26 (3) (a), (e), (f) and (h). 

Prescribed authority 

9. In the case of persons employed by the Municipal Corpora- 
tion for the City of Bombay, the Municipal Commissioner for the 
City of Bombay, and in all other cases, the Chief Inspector of 
Factories shall be the authorities competent to approve under sub- 
section (1) of section 8, acts and omissions in respect of which 
fines may be imposed and, under sub-section (8) of section 8, 
the purposes on which the proceeds of fines shall be expended. 

Application in respect of fines 

10. Every employer requiring the power to impose fines in 
respect of any acts and omissions on the part of employed persons 
shall send to the authority appointed under rule 9 — 

(a) a list, in English, in duplicate, clearly defining such acts 
and omissions ; 

(b) in cases where the employer himself does not intend to 
be the sole person empowered to impose fines, a list, in 
duplicate, showing those appointments in his factory of 
which the incumbents may pass orders imposing fines 
and the class of establishment on which the incumbent 
of each such appointment may impose fine. 

Approval of lists 

11. The authority appointed under rule 9 on receipt of the 
lists prescribed in the preceding rule may, after such enquiry as 
he considers necessary, pass orders eithef— 

(a) disapproving the lists, 

(b) approving the lists either in their original form or as 
amended by him, in which case such lists shall be con- 
sidered to be approved lists, 

provided that no order disapproving or amending any lists shall 
be passed unless the employer shall have been given an oppor- 
tunity of showing cause orally or in writing why the lists as 
submitted by him should be approved. 

Posting of - list 

12. The employer shall display at or near the main entrance 

of the factory a copy in English, together with a literal transla- 
tion thereof, in the language of the majority of the persons em- 
ployed therein, of the list of acts and omissions approved under 
rule 11. • 

Persons authorized to impose fines 

13. No fine may be imposed by any person other than an em- 
ployer, or a person holding an appointment named in a list sub- 
mitted under rule 10. 
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Procedure in imposing fines and deductions 

14. Any person desiring to impose a fine on an employed 
person or to make a deduction for damage or loss shall explain 
personally to the said person the act or omission, or damage or 
loss, in respect of which the fine or deduction is proposed to be 
imposed and the amount of the fine or deduction, which it is 
proposed to impose, and shall hear his explanation in the presence 
of at least one other person. 

Information to paymaster 

15. The person imposing a fine or directing the making of 
a deduction for damage or loss shall at once inform the pay- 
master of all particulars, so that the register described in rule 3 
or rule 4 may be duly completed. 

SECTION 26 (3) (g). 

Deductions for breach of contract 

16. (1) No deduction for breach of contract shall be made 
from the wages of an employed person who is under the age of 
fifteen years or is a woman. 

(2) No deduction for breach of contract shall be made from 
the wages of any employed person unless : — 

(a) there is provision in writing forming part of the terms 
of the contract of employment requiring him to give 
notice of the termination of his employment and 

(i) the period of this notice does not exceed fifteen 
days or the wage- period, whichever is less ; and 

(ii) the period of this notice does not exceed the period 
of notice which the employer is required to give of 
the termination of that employment ; 

(b) this rule has been displayed in English and in the lan- 
guage of the majority of the employed persons at or 
near the main entrance of the factory and has been so 
displayed for not less than one month before the com- 
mencement of the absence in respect of which the de- 
duction is made ; 

(c) a notice has been displayed at or near the main en- 
trance of the factory giving the names of the persons 
from whom the deduction is proposed to be made, the 
number of days' wages to be deducted and the condi- 
tions (if any) on which the deduction shall be remitted : 

Provided that where the deduction is proposed to be made 
rrom all the persons employed in any departments or sections of 
the factory, it shall be sufficient, in lieu of giving the names of 
the persons in such departments or sections, to specify the de- 
partments or sections affected. 

(3) No deduction for breach of contract shall exceed the 
wages of the person employed for the period by which the notice 
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of termination of service given falls short of the period of such 
notice required by the contract of employment. 

(4) If any conditions have been specified in th6 notice dis- 
played under clause (c) of sub-rule (2), no deduction for breach 
of contract shall be made from any person who has complied with 
these conditions. 

SECTION 26 (2) and 26 (3) ( i ) 

Advances 

17. (1) An advance of wages not already earned shall not, 
without the previous permission of an Inspector, exceed on 
amount equivalent to the wages earned by the employed person 
during the preceding four calendar months, or if he has not 
been employed for that period, the wages he is likely to earn 
during the four subsequent calendar months. 

(2) The advance may be recovered in instalments by deduc- 
tions from wages spread over not more than eighteen months. No 
instalment shall exceed one-third, or where the wages for any 
wage-period are not more than twenty rupees, one-fourth of the 
wages for the wage-period in respect of which the deduction is 
made. 

(3) The amounts of all advances sanctioned and the repay- 
ments thereof shall be entered in a register in Form III. 

(4) The rate of interest charged for advances granted under 
sub-rule (1) shall not exceed 6*4 per cent, per annum. 

SECTION 26 (2), 26 (3) (a) and 26 (3) ( b ). 

Annual Return 

18. The Paymaster shall send a return in Form IV in res- 
pect of every factory so as to reach the authority appointed under 
rule 9 not later than the 15th of February following the end of 
the calendar year to which it relates. 

Display of rates of wages 

19. In every cotton spinning and weaving factory and in 
every artificial silk factory, a notice shall be displayed by the. Pay- 
master in each department of the factory, specifying the rates of 
wages payable to all persons employed in such factory other than 
those who are employed in positions of supervision or manage- 
ment or those who are employed in a confidential position in ac- 
cordance with the provisions of the Bombay Factories Rules, 1935. 

SECTION 26 (3) (i). 

Costs 

20. (1) Where the Authority or the Court, as the case may 
be, directs that any costs shall not follow the event, he shall state 
his reasons for so doing in writing. 

(2) The costs which may be awarded shall include — 

(a) the charges necessarily incurred on account of court- 
fees ; 
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(b) the charges necessarily incurred on subsistence money 
to witnesses ; and 

(c) pleader’s lees which shall ordinarily be Rs. 10 provided 
that the Authority or the Court, as the case may be, 
in any proceedings, may reduce the fee to a sum not 
less than Rs. 5 or increase it to a sum not exceeding 
Rs. 30. 

(3) When a party engages more pleaders than one to de- 
fend a case, he shall be allowed one set of costs only. 

21. The Authority or the Court, as the case may be, may 
fix fees on the payment of which any person entitled to do so 
may obtain copies of any documents filed with the Authority 
or the Court, as the case may be : 

Provided that the Authority or the Court, as the case may 
be, may, in consideration of the poverty of the applicant, grant 
copies free of costs. 

SECTION 26 (3) (fc). 

Fees 

22. The fee payable in respect of proceedings under the 
Act shall be : — 

(i) For every application to 
summon a witness. 

<ii) For every other applica- 
tion made by or on be- 
half of an individual per- 
son before the Authority. 

(iii) For every other applica- 

tion made by or on be- 
half of an unpaid group 
before the Authority. 

(iv) For every appeal lodged 

with the Court. 

Provided that the Authority or the Court may, in considera- 
tion of the poverty of the applicant, reduce or remit this fee : 

Provided further that no fee shall be chargeable in respect 
of an application presented by an Inspector. 

SECTION 26 (3) «). 

Abstracts 

23. The abstracts of the Act and of the rules made there- 
under to be displayed under section 25 shall be in Form V. 

SECTION 26 (4) 

Penalties 

24. Any breach of rules 3, 4, 5, 6, 8, 12, 15, 18 and 19 of 
these rules shall be punishable with fine which may extend to 
two hundred rupees. 


Four annas in respect of each 
witness. 

Eight annas. 


Four annas for each member of 
the group, subject to a 
maximum of five rupees. 

Five rupees. 
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FORM IV 

DEDUCTIONS FROM WAGES . 

Return for the year ending 31st December 19 

1. (a) Name of Factory 
(b) Postal Address 
*(c) Class of Factory 

t2. Average number of workers employed daily— 

tOn day-shift (Men ) 

(Women ) 

JOn night-shift (Men ) 

____ -- 

t3. Actual number of days worked during the year — 
tOn day-shift 
tOn night-shift 

4. Total wages pad including deductions under clauses 
(d) to ( j ) of sub-section (2) of section 7 of the Payment of 
Wages Act, 1936, but not other deductions— 

Rs. a. p. 

(Men ) 

(Women ) 

Total 


5. Number of cases and amounts realized as — 



No. of cases 

Amount 

(a) 

(b) 

(c) 

Fines 

Deductions for damage or loss 
Deductions for breach of contract 



6. Disbursements from fine fund — 



Amount 

Purpose 


Rs. 



Signature 

Designation 


Dated 19 . 

* e.g., cotton mill, iron foundry, flour mill, etc. 

t Information should only be given for those workers whose wages payable are less than 

t I /any factory runs more than two shifts, the information should be given separately 
for each shift, e.g., 1st shift, 2nd shift and 8rd shift. 





564 LABOUR AND FACTORY LEGISLATION 

FORM V 

ABSTRACT OF THE PAYMENT OF WAGES ACT, 1936, AND 
THE RULES MADE THEREUNDER 

Whom the Act affects 

1. The Act applies to the payment of wages to persons in 
this factory receiving less than Rs. 200 a month. 

2. No employed persons can give up by contract, or agree- 
ment, his rights under the Act. 

Definition of wages 

3* “ Wages ” means all remuneration payable to an employ- 
ed person .on the fulfilment of his contract of employment. 

It includes bonus and any sum payable for want of a proper 
notice of discharge. 

It excludes : — 

(a) the value of house-accommodation, supply of light, 
water, medical attendance, or other amenity or of any 
service excluded by the Provincial Government ; 

(b) the employer’s contribution to a pension or provident 
fund ; 

(c) travelling allowance or concession or other special ex- 
penses entailed by the employment ; 

( d ) any gratuity payable on discharge. 

Responsibility for and method of payment 

4. The manager of the factory is responsible for the pay- 
ment under the Act of wages to persons employed under him, 
and any contractor employing persons is responsible for payment 
to the persons he employs. 

5. Wage-periods shall be fixed for the payment of wages at 
intervals not exceeding one month. 

6. Wages shall be paid on a working day within 7 days of 
the end of the wage-period (or within 10 days if 1,000 or more 
persons are employed). 

The wages of a person discharged shall be paid not later than 
the second working day after his discharge. 

7. Payments in kind are prohibited. 

Fines and deductions 

8. No deductions shall be made from wages except those 
authorised under the Act (sec paragraphs 9—15 below). 

9. Except in the case of Municipal factories in the Town and 
Island of Bombay— 

(1) Fines can be imposed only for such acts and omissions 
as the employer may, with the previous approval of the Chief 
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Inspector of Factories, specify by a notice displayed at or near 
the main entrance of the factory and after giving the employed 
person an opportunity for explanation. 

(2) Fines — 

(a) shall not exceed half-an-anna in the rupee ; 

<b) shall not be recovered by instalments, or later than 
sixty days of the date of imposition ; 

(c) shall be recorded in a register and applied to such pur- 
poses beneficial to the employed persons as approved by 
the Chief Inspector of Factories ; 

(d) shall not be imposed on a child. 

10. (a) Deductions for absence from duty can be made only 
on account of the absence of the employed person at 
times when he should be working, and such deductions 
must not exceed an amount which is in the same pro- 
portion to his wages for the wage period, as the time 
he was absent in that period is to the total time he 
should have been at work. 

(b) If ten or more employed persons, acting in concert, 
.absent themselves without reasonable cause and with- 
out due notice, the deduction for absence can include 
wages for eight days in lieu of notice, but : — 

(1) no deduction for breaking a contract can be made from 
a person under 15 or a woman, 

(2) there must be a provision in writing which forms part 
of the contract of employment, requiring that a, specific period 
of notice of intention to cease work not exceeding 15 days or the 
period of notice which the employer has to give to discharge a 
worker, must be given to the employer and that wages may be 
deducted in lieu of such notice. 

(3) The above provision must be displayed at or near the 
main entrance of the factory. 

(4) No deduction of this nature can be made until a notice 
that this deduction is to be made has been posted at or near the 
main entrance of the factory. 

(5) No deduction must exceed the wages of the employed 
person for the period by which the notice he gives of leaving em- 
ployment, is less than the notice he should give under his contract. 

11. Deductions can be made for damage to or loss of goods 
expressly entrusted to an employed person or for loss of money 
for which he is required to account, where such damage or loss 
is due to his neglect or default. 

Such deduction cannot exceed the amount of the damage or 
loss caused and can be made only after giving the employed 
person an opportunity for explanation. 
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12. Deductions can be made, equivalent to the value thereof, 
for house accommodation, amenities, or services (other than tools 
and raw material) supplied by the employer, provided these are 
accepted by the employed person as a part of the terms of his 
employment and have in the case of amenities and services been 
authorised by order of Government. 

13. (c) Deductions can be made for the recovery of ad- 
vances, or for adjustment of overpayment of wages. 

lb) Advances made before the employment began can only 
be recovered from the first payment of wages for a com- 
plete wage-period but no recovery can be made of ad- 
vances given for travelling expenses before employment 
began. 

(c) Advances of unearned wages can be made at the pay- 
master’s discretion during employment but must not ex- 
ceed the amount of four months’ wages without the per- 
mission of an Inspector. 

These advances can be recovered by instalments, spread over 
not more than 18 months and the instalments must not exceed 
l/3rd, or if the wages are not more than Rs. 20, l/4th of the 
wages for any wage-period. 

14. Deductions can be made for subscription to and for re- 
payment of advances from any recognised provident fund. 

15. Deductions can be made for payments to co-operative 
societies approved by the Provincial Government or to the postal 
insurance, subject to any conditions imposed by the Provincial 
Government. 

Inspections 

16. An Inspector can enter on any premises, and can exer- 
cise powers of inspection (including examination of documents 
and taking evidence) as he may deem necessary for carrying out 
the purposes of the Act. 

Complaints of deductions or delays 

17. (1) Where irregular deductions are made from wages, 
or delays in payment take place, an employed person can make 
an application in the prescribed form within six months to the 
Authority appointed by the Provincial Government for the pur- 
pose. An application delayed beyond this period may be rejected 
unless sufficient cause for the delay is shown. 

(2) Any legal practitioner, official of a registered trade union, 
Inspector under the Act, or other person acting with the per- 
mission of the Authority can make the complaint on behalf of 
an employed person. 
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(3) A single application may be presented by, or on behalf 
of, any number of persons belonging to the same factory the 
payment of whose wages has been delayed. 

Action by the Authority 

18. The Authority may award compensation to the em- 
ployed person in addition to ordering the payment of delayed 
wages or the refund of illegal deductions. 

If a malicious or vexatious complaint is made, the Authority 
may Impose a penalty not exceeding Rs. 50 on the applicant 
and order that it be paid to the employer. 

Appeal against the Authority 

19. An appeal against a direction made by the Authority 
may be preferred, within 30 days, in Bombay to the Court of 
Small Causes and elsewhere to the District Court — 

(a) by the paymaster if the total amount directed to be 
paid exceeds Rs. 300 ; 

(b) by an employed person, if the total amount of wages 
withheld from him or his co-workers, exceeds Rs. 50 ; 

(c) by a person directed to pay a penalty for a malicious 
or vexatious application. 

Punishments for breaches of the Act 

20. Any one delaying the payment of wages beyond the due 
date, or making any unauthorised deduction from wages is 
liable to a fine up to Rs. 500, but only if prosecuted with the 
sanction of the Authority or the appellate Court. 

21. The paymaster, who, — 

tl) does not fix a wage-period, or 

(2) makes payment in kind, or 

(3) fails to display at or near the main entrance of the 
factory this Abstract in English and in the language of the 
majority of the employed persons, or 

(4) breaks certain rules made under the Act, 
is liable to a fine not exceeding Rs. 200. 

A complaint to this effect can be made only by the Inspector, 
or with his sanction. 

The Bombay Payment of Wages (Minor and Indian State 
Railways) Rules, 1937, as published In the Government of India, 
Notification, Department of Industries and Labour, No. L-3070, 
dated the 10th March 1937, as amended by Notification, Political 
and Services Department, No. 9639, dated the 11th September 
1940 : — 

RULES 

Title and application 

1. (1) These rules may be called the Bombay Payment of 
Wages (Minor and Indian State Railways) Rules, 1937. 



568 


LABOUR AND FACTORY LEGISLATION 


(2) These rules apply in respect of the payment of wages 
to persons employed upon any railway (including factories) 
other than a Federal Railway by or under a Railway Administra- 
tion. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) “the Act” means the Payment of Wages Act (IV of 
1936) ; 

(b) “ the Authority 99 means the authority appointed under 
sub-section (1) of section 15 of the Act ; 

(c) “the Chief Inspector of Factories” means the Chief 
Inspector of Factories appointed under sub-section (2) 
of section 10 of the Factories Act (XXV of 1934) ; 

id) “ the Court 99 means the court mentioned in sub- 
section (1) of section 17 of the Act ; 

(e) “ deduction for breach of contract ” means a deduc- 

tion made in accordance with the provisions of the 
proviso to sub-section (2) of section 9 ; 

• (/) “deduction for damage or loss” means a deduction 

made in accordance with the provisions of clause (c) of 
sub-section (2) of section 7 ; 

( g ) “ Form ” means a form appended to these rules ; 

( h ) “ Inspector ” means an inspector authorized by or under 
section 14 of the Act ; 

(i) “ person employed ” does not include any person to the 
payment of whose wages the Act does not apply ; 

(j) “ section ” means a section of the Act ; 

(Jc) “ paymaster ” means the Railway Administration or 
other person or persons who may be nominated as such 
by the Railway Administration under clause (c) of 
section 3 ; 

(Z) “ the Supervisor 99 means the officer called “ Concilia- 
tion Officer (Railways) and Supervisor of Railway 
Labour ” appointed by the Central Government ; 

im) words and expressions defined in the Act shall be 
deemed to have the same meaning as in the Act. 

Register of Fines 

3. (1) On any railway of which the Railway Administra- 
tion has obtained approval under sub-section (1) of section 8 
to a list of acts and omissions in respect of which fines may be 
imposed, the paymaster shall maintain a Register of Fines in 
Form I. 

(2) At the beginning of the Register of Fines there shall 
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be entered serially numbered the approved purpose or purposes 
on which the fines realized are to be expended. 

(3) When any disbursements are made from the fines real- 
ised, a deduct entry of the amount so expended shall be made 
in the Register of Fines, and a voucher or receipt in respect of 
the amount shall be affixed to the Register. If more than one 
purpose has been approved the entry of the disbursement shall 
also indicate the purpose for which it is made. 

Register of deductions for damage or loss 

4. On every railway in which deductions for damage or 
loss are made the paymaster shall maintain the Register re- 
quired by sub-section (2) of section 10 in Form II. 

Register of Wages 

5. A Register of Wages shall be maintained by every 
Railway Administration and may be kept in such form as the 
paymaster finds convenient but shall include the following 
particulars : — 

(a) the gross wages of each person employed for each wage 
period ; 

(b) all deductions made from those wages, with an indi- 
cation, in each case, of the clause of sub-section (2) of 
section 7 under which the deduction is made ; 

(c) the wages actually paid to each person employed for 
each wage-period. 

Maintenance of Registers 

6. The registers required by rules 3, 4 and 5 shall be pre- 
served for twelve months after the date of the last entry made 
in them. 

Places for displaying notices 

7. The Supervisor shall specify such place or places on the 
railway, other than factories, as he thinks fit (hereinafter re- 
ferred to as “ specified place ” or “ specified places ”) for the 
display of notices, lists, and rules under rules 8, 12, and 16. 

Notice of dates of payment 

8. The paymaster shall display, in a conspicuous place at 
or near the main entrance of every factory in his jurisdiction, 
and at the specified place or specified places, a notice, in Eng- 
lish and in the language of the majority of the persons em- 
ployed at such factories or places showing for not less than two 
months in advance, the days on which wages are to be paid. 

Prescribed authority 

9. The Chief Inspector of Factories, in respect of factories 
in his jurisdiction, and the Supervisor, in other cases, shall be 
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the authority competent to approve, under sub-section (1) of 
section 8, acts and omissions in respect of which fines may be 
imposed and, under sub-section (8) of section 8, the purposes to 
which the proceeds of fines shall be applied. 

Application in respect of fines 

10. Every Railway Administration requiring the power to 
impose fines in respect of any acts and omissions on the part of 
employed persons shall send to the Chief Inspector of Factories 
or the Supervisor, as the case may be — 

(a) a list, in English, in duplicate, clearly defining such 
acts and omissions ; 

(b) in cases where the Railway Administration Itself does 
not intend to be the sole authority empowered to im- 
pose fines, a list, in duplicate, showing, by virtue of 
office, such of its officers as may pass orders imposing 
fines and the class of establishment on which any such 
officer may impose fine. 

Approval of list of acts and omissions 

11. The authority prescribed under rule 9 may, on receipt 
of the list prescribed in sub-rule (a) of rule 10, and after such 
enquiry as he considers necessary, pass orders in respect of the 
list referred to in clause (a) of rule 10, and after such enquiry 
as he considers necessary, pass orders in respect of the list re- 
ferred to in clause (a) of rule 10 either — 

(a) disapproving the list, 

(b) approving the list either in its original form or as 
amended by him, in which case such list shall be deem- 
ed have been approved under sub-section (1) of sec- 
tion 8 : 

Provided that no order disapproving or amending the list 
shall be passed unless the Railway Administration shall have 
been given an opportunity of showing cause orally or in writing 
against such order. 

Posting of list 

12. The Railway Administration shall display at or near the 
main entrance of every factory, and at the specified place or 
specified places, a copy in English, together with a literal transla- 
tion thereof, in the language of the majority of the persons em- 
ployed at such factory or place, of the list approved under rule 
11 . 


Persons authorized to impose fines 

13. No fine may be Imposed by any person other than the 
Railway Administration, or a person holding an appointment 
named in the list referred to in sub-rule (b) of rule 10 . 
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Procedure in Imposing fines and deductions 

14. No fine shall be imposed on and deductions made from 
a person employed upon a railway except in accordance with 
the procedure laid down in the rules and regulations in force 
on the Railway Administration, and no fine shall be imposed or 
deduction made until the employed person has been given an 
opportunity of showing cause against such Imposition or de- 
duction. 

Information to paymaster 

15. The person imposing a fine or directing the making of 
a deduction for damage or loss shall at once inform the pay- 
master of all particulars necessary for the completion of the 
register prescribed in Rule 3 or Rule 4, as the case may be. 

Deductions under the proviso to sub-section (2) of section 9 

16. (1) No deduction under the proviso to sub-section (2) 
of section 9 shall be made from the wages of an employed person 
who is under the age of fifteen years or is a woman. 

(2) No such deduction shall be made from the wages of 
any employed person unless : — 

(a) there is provision in writing in the terms of the con- 
tract of employment requiring him to give notice of 
the termination of his employment and 

(i) the period of this notice does not exceed fifteen 
days or the wage-period, whichever is less ; and 

(ii) the period of this notice does not exceed the period 
of notice which the employer is required to give of 
the termination of that employment ; 

(b) this rule has been displayed in English and in the lan- 
guage of the majority of the employed persons at or 
near the main entrance of the factory, and at the spe- 
cified place or specified places, concerned and has been 
so displayed for not less than one month before the 
commencement of the absence in respect of which the 
deduction is made ; 

(c) a notice has been displayed at or near the main en- 
trance of the factory, and at the specified place or 
specified places, concerned, giving the names of the 
persons from whom the deduction is proposed to be 
made, the number of days’ wages to be deducted and 
the conditions (if any) on which the deduction will be 
remitted. 

Provided that where the deduction Is proposed to be made 
from all the persons employed In any departments or sections or 
factories of the railway, it shall be sufficient. In lieu of giving the 
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names of the persons in such departments, sections, or factories 
to specify the departments, sections, or factories affected. 

(3) No such deduction shall exceed the wages of the person 
employed for the period by which the notice of termination ofl 
service given falls short of the period of such notice required by 
the contract of employment. 

(4) If any conditions have been specified in the notice dis- 
played under clause (c) of sub-rule (2), no such deduction shall 
be made from any person who has complied with such conditions. 

Annual Return 

17. Every Railway Administration in which during the year 
ending the 31st March any fines have been imposed or any de- 
ductions for breach of contract or for damage or loss have been 
made from wages, shall send a return in Form III so as to reach 
the Chief Inspector of Factories or the Supervisor, as the case 
may be, not later than the 15th of May following the end of the 
year to which it relates. 

Costs and Court Fees 

18. The scales of costs which may be allowed in, and the 
amount; of court-fees payable in respect of proceedings under the 
Act to which these rules apply shall be such scales and such 
amount as are prescribed by the Provincial Government in that 
behalf for the Authority or Court concerned. 

Abstracts 

19. The abstracts of the Act and of the rules made there- 
under to be displayed under section 25 shall be in For IV. 
Penalties 

20. Any breach of rules 3, 4, 5, 6, 8, 12, 15 and 17 of these 
rules shall be punishable with fine which may extend to two 
hundred rupees. 



FORM I. 

REGISTER OF FINES. 
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FORM II. 

REGISTER OF DEDUCTIONS FOR DAMAGE OR LOSS CAUSED TO THE EMPLOYER, BY THE NEGLECT 

OR DEFAULT OF THE EMPLOYED PERSONS. 

Department. 
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FORM m 

DEDUCTIONS FROM WAGES 
Return for the year ending 31st March 19 

1. Name of — - and postal address of headquarters 

f Adults 

2. Total number of persons employed J 

Children 

3. Total wages paid 

4. Number of cases and amounts realised as — 



No. of cases 

Amounts 

(«) 

Fines 

... 




Deductions for damage or loss 

... 



<«) 

Deductions for breach of contract 

... 




5. Disbursement* from fine fund — 


Amount 

Purpose 

Rs. 



Signature 


Designation 

Dated 19 
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FORM IV 

ABSTRACT OF THE PAYMENT OF WAGES ACT, 1936, AND 
THE RULES MADE THEREUNDER 

Same as Form V under Rule 23 of Bombay Payment of Wages 
Rules 1937. given before. 


Payment of Wages Act, 1936 

PAYMENT OF WAGES (FEDERAL RAILWAY) RULES, 1938 

No. L.-3070 (1), ‘dated Simla, the 5th May 1938. 

In exercise of the powers conferred by sub-sections (2), (3) 
and (4) of section 26, read with section 24, of the Payment of 
Wages Act, 1936 (IV of 1936), and in supersession of the Payment 
of Wages (Railways) Rules, 1937, in so far as they relate to 
Federal Railways within the meaning of the Government of India 
Act, 193$, the Central Government is pleased to make the follow- 
ing rules, the same having been previously published as required 
by sub-section (5) of section 26 of the first-named Act, namely : 

RULES 

Title, Extent 1 and Application 

1. (1) These rules may be called the Payment of Wages 
(Federal Railways) Rules, 1938. 

(2) These rules apply in respect of the payment of wages to 
persons employed upon any federal railway (including factories) 
by or under a Railway Administration. 

(3) 2 These rules extend to the whole of British India, in- 
cluding Berar. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) “ the Act ” means the Payment of Wages Act (IV of 
1936) ; 

(b) “ the Authority ” means the authority appointed under 
sub-section (1) of section 15 of the Act ; 

(c) “ the Court ” means the court mentioned in sub-section 
(1) of section 17 of the Act ; 

(d) “ deduction for breach of contract ” means a deduction 
made in accordance with the provisions of the proviso 
to sub-section (2) of section 9 ; 


1 Added vide G. of B. Part IV.o, P. 1614 of 11-13*41. 

2 Added vide Hid, 
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(e) “ deduction for damage or loss ” means a deduction made 
in accordance with the provisions of clause (c) of sub- 
section (2) of section 7 ; 

(/) “Federal Railway ” has the same meaning as in the 
Government of India Act, 1935 ; 

( 9 ) “ Form ” means a form appended to these rules ; 

(h) “ Inspector ” means an inspector authorized by or under 
section 14 of the Act ; 

‘.0 “person employed ” does not include any person to the 
payment of whose wages the Act does not apply ; 

( j ) “ section ” means a section of the Act ; 

(k) “ paymaster ” means the Railway Administration or 
other person or persons who may be nominated as such 
by the Railway Administration under clause (c) of 
section 3 ; 

(Z) “ the Supervisor ” means the supervisor of Railway 

Labour appointed by notification in the Gazette of India 
under sub-section (1) of section 71G of the Indian Rail- 
ways Act (IX of 1890) ; 

i?n) words and expressions defined in the Act shall be 
deemed to have the same meaning as in the Act. 

Register of Fines 

3. (1) On any railway of which the Railway Administra- 
tion has obtained approval under sub-section (1) of section 8 to 
a list of acts and omissions in respect of which fines may be im>- 
posed, the paymaster shall maintain a Register of Fines in 
Form I. 

(2) At the beginning of the Register of Fines there shall be 
entered serially numbered the approved purpose or purposes on 
which the fines realized are to be expended. 

(3) When any disbursements are made from the fines real- 
ized, a deduct entry of the amount so expended shall be made 
in the Register of Fines, and a voucher or receipt in respect of 
the amount shall be affixed to the Register. If more than one 
purpose has been approved the entry of the disbursement shall 
also indicate the purpose for which it is made. 

Register of deductions for damage or loss 

4. On every railway in which deductions for damage or loss 
are made the paymaster shall maintain the Register required by 
sub-section (2) of section 10 in Form II. 

Register of Wages 

5. A Register of Wages shall be maintained by every Rail- 
way Administration and may be kept in such form as the pay- 
master finds convenient but shall include the following parti- 
culars : — 
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(a) / the gross wages of each person employed for each wage 

period ; 

(b) all deductions made from those wages, with an indica- 
tion, in each case, of the clause of sub-section (2) uf 
section 7 under which the deduction is made ; 

(c) the wages actually paid to each person employed for 
each wage period. 

Maintenance of Registers 

6. The registers required by rules 3, 4 and 5 shall be pre 4 - 
served for twelve months after the date of the last entry made 
in them. 

Places for displaying notices 

7. The Supervisor shall specify such place or places on the 
railway, other than factories, as he thinks fit (hereinafter re- 
ferred to as " specified place ” or ‘ specified places ”) for the dis- 
play of notices, lists and rules under rules 8, 12 and 16. 

Notice of dates of payment 

8. The paymaster shall display in a conspicuous place at or 
near the main entrance of every factory in his jurisdiction, and 
at the specified place or specified places, a notice, in English 
and in the language of the majority of the persons employed at 
sqch factories or places showing for not less than two months 
in advance, the days on which wages are to be paid. 

Prescribed authority 

9. The Supervisor shall be the authority competent to ap- 
prove, under sub-section (1) of section 8, acts and omissions in 
respect of which fines may be imposed and, under sub-section 
(8) of section 8, the purposes to which the proceeds of fines shall 
be applied. 

Application in respect of fines 

10. Every Railway Administration requiring the power to 
impose fines in respect of any acts and omissions on the part 
of employed persons shall send to the Supervisor — 

(a) a list, in English, in duplicate, clearly defining such acts 
and omissions ; 

(b) in cases where the Railway Administration itself does 
not intend to be the sole authority empowered to im- 
pose fines, a list, in duplicate, showing, by virtue of 
office, such of its officers as may pass orders imposing 
fines and the class of establishment on which any such 
officer may impose fine. 

Approval of list of acts and omissions 

11. The Supervisor may, on receipt of the list prescribed in 
sub-rule (a) of rule 10, and after such enquiry as he considers 
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necessary, pass orders in respect of the list referred to in clause 
(a) of rule 10 either— 

(a) disapproving the list, 

(h) approving the list either in its original form or as 
amended by him, in which case such list shall be deem- 
ed to have been approved under sub-section (1) of 
section 8 : 

Provided that no order disapproving or amending the list 
shall be passed unless the Railway Administration shall have 
been given an opportunity of showing cause orally or in writing 
against such order. 

Posting of list 

12. The Railway Administration shall display at or near 
the main entrance of every factory, and at the specified place or 
specified places, a copy in English, together with a literal trans- 
lation thereof, in the language of the majority of the persons 
employed at such factory or place, of the list approved under 
rule 11. 

Persons authorized to impose fines 

13. No fines may ber imposed by any person other than the 
Railway Administration, or a person holding an appointment 
named in the list referred to in sub-rule (b) of rule 10. 

Procedure in imposing fines and deductions 

14. No fine shall be imposed on and no deductions made from 
a person employed upon a railway except in accordance with the 
procedure laid down in the rules and regulations in force on the 
Railway Administration, and no fine shall be imposed or deduc- 
tion made until the employed person has been given an oppor- 
tunity of showing cause against such imposition or deduction. 

Information to paymaster 

15. The person imposing a fine or directing the making of a 
deduction for damage or loss shall at once inform the paymaster 
of all particulars necessary for the completion of the register 
prescribed in Rule 3 or Rule 4, as the case may be. 

Deductions under the proviso to sub- section (2) of section 9 

16. ^ (1) No deduction under the proviso to sub-section (2) 
of section 9 shall be made from the wages of an employed person 
who is under the age of fifteen years or is a woman. 

(2) No such deduction shall be made from the wages of any 
employed person unless : — 

(a) there is provision in writing in the terms of the con- 
tract of employment requiring him to give notice of the 
termination of his employment ; and 
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(i) the period of this notice does not exceed fifteen 
days or the wage-period, whichever is less ; and 

(ii) the period of this notice does not exceed the period 
of notice which the employer is required to give of 
the termination of that employment ; 

(b) this rule has been displayed in English and in the lan- 
guage of the majority of the employed persons at or near 
the main entrance of the factory, and at the specified 
place or specified places, concerned, and has been so 
displayed for not less than one month before the com- 
mencement of the absence in respect of which the de- 
duction is made ; 

(c) a notice has been displayed at or near the main entrance 
of the factory, and at the specified place or specified 
places, concerned, giving the names of the persons from 
whom the deduction is proposed to be made, the number 
of days’ wages to be deducted and the conditions (if any) 
on which the deduction will be remitted. 

Provided that where the deduction is proposed to be made 
from all the persons employed in any departments or sections or 
factories of the railway, it shall be sufficient, in lieu of giving 
the names of the persons in such departments, sections, or fac- 
tories to specify the departments, sections, or factories affected. 

(3) No such deduction shall exceed the wages of the person 
employed for the period by which the notice of termination of 
service given falls short of the period of such notice required by 
the contract of employment. 

(4) If any conditions have been specified in the notice dis- 
played under clause (c) of sub-rule (2), no such deduction shall 
be made from any person who has complied with such conditions. 

Annual Return 

17. Every Railway Administration i shall send a return in 
Form m so as to reach the Supervisor not later than the 15th 
of May following the end of the year to which it relates. 

Procedure, costs and court fees 

18. The procedure to be followed by the authorities appoint- 
ed under sub-section (1) of section 15 and the Courts mentioned 
in sub-section (1) of section 17, of the Act, the scales of costs 
which may be allowed in, and the amount of court-fees payable 
in respect of, proceedings under the Act to which these rules 
apply shall be such procedure, scales and amount as are from 
time to time prescribed by the Provincial Government in the 

1 The words and figures “in which during the year ending the 81st March any fines have 
been imposed or any deductions for breach of contract or for damage or loss have been made 
from wages** are omitted vide G. of B. Part IVc, p. 480 of 15-6-44. 
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exercise of its powers under the Act in that behalf for the Autho- 
rity or Court concerned. 

Abstracts 

19. The abstracts of the Act and of the rules made there- 
under to be displayed under section 25 shall be in Form IV. 
Penalties 

20. Any breach of rules 3„ 4, 5, 6, 8, 12, 15 and 17 of these 
rules shall be punishable with fine which may extend to two hun- 
dred rupees. 

FORM I 

Register of Fines 



Register of deductions for damage or loss caused to the em- 
ployer by the neglect or default of the employed person. 


Department 


Railway 


Division 

District 


Factory 
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FORM m 

DEDUCTIONS FROM WAGES 
Return for the year finding 31st March 19 

1. Name of railway and postal address of headquarters 

Adults 

2. Total number of persons employed > 

j Children 

3. Total wages paid 

4. Number of cases and amounts realized as — 

I No. of cases Amounts 

l 

(а) Fines 

(б) Deductions for damage or loss ... Rs. 

(c) Deductions for breach of contract 

5. Disbursements from fine fund — 



Signature 

Designation 

Dated 19 
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FORM IV 

ABSTRACT OF THE PAYMENT OF WAGES ACT, 1936, AND 
THE RULES MADE THEREUNDER. 

Whom the Act affects 

1. The Act applies to the payment of wages to persons in 
this factory receiving less than Rs. 200 a month. 

2. No employed person can give up by contract or agree- 
ment his rights under the Act. 

Definition of wages 

3. “ Wages ” means all remuneration payable to an employ- 
ed person on the fulfilment of his contract of employment. 

It includes bonus and any sum payable for want of a proper 
notice of discharge. 

It excludes - 

(a) the value of house-accommodation, supply of light, 
water, medical attendance, or other amenity or of any 
service excluded by the Central Government ; 

(b) the employer’s contributions to a pension or provident 
fund ; 

(c) travelling allowance or concession or other special ex- 
penses entailed by the employment ; 

( d ) any gratuity payable on discharge. 

Responsibility for and method of payment 

4. The manager of the factory is responsible for the pay- 
ment under the Act of wages to persons employed under him, 
and any contractor employing persons is responsible for pay- 
ment to the persons he employs. 

5. Wage-periods shall be fixed for the payment of wages at 
intervals not exceeding one month. 

6. Wages shall be paid on a working day within 7 days of 
the end of the wage-period (or within 10 days if 1,000 or more 
persons are employed). 

The wages of a person discharged shall be paid not later than 
the second working day after his discharge. 

7. Payments in kind are prohibited. 

Fines and deductions 

8. No deductions shall be made from wages except those 
authorised under the Act (see paragraphs 9 — 15 below). 

9. (1) Fines can be imposed only for such acts and omis- 
sions as the employer may, with the previous approval of the 
Supervisor, specify by a notice displayed at or near the main en- 
trance of the factory and after giving the employed person an 
opportunity for explanation. 
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(2) Fines— 

(a) shall not exceed half-an-anna in the rupee ; 

(b) shall not be recovered by instalments, or later than 
sixty days of the date of imposition ; 

(r?) v shall be recorded in a register and applied to such pur- 
poses beneficial to the employed persons as approved 
by the Supervisor ; 

( d ) shall not be imposed on a child. 

10. (a) Deductions for absence from duty can be made only 
on account of the absence of the employed person at 
times when he should be working and such deductions 
must not exceed an amount which is in the same pro- 
portion to his wages for the wage-period, as the time 
he was absent in that period is to the total time he 
should have been at work. 

(b) If ten or more employed persons, acting in concert, 
absent themselves without reasonable cause and with- 
out due notice, the deduction for absence can include 
wages for eight days in lieu of notice, but : — 

(1) no deduction for breaking a contract can be made from 
a person under 15 or a woman, 

(2) there must be a provision in writing which forms part of 
the contract of employment, requiring that a specific period of 
notice of intention to cease work not exceeding 15 days or the 
period of notice which the employer has to give to discharge a 
worker, must be given to the employer and that wages may be 
deducted in lieu of such notice, 

(3) the above provision must be displayed at or near the 
main entrance of the factory, 

(4) no deduction of this nature can be made until a notice 
that this deduction is to be made has been posted at or near the 
main entrance of the factory, 

(5) no deduction must exceed the wages of the employed 
person for the period by which the notice he gives of leaving em- 
ployment, is less than the notice he should give under his con- 
tract. 

11. Deductions can be made for damage to or loss of goods 
expressly entrusted to an employed person or for loss of money 
for which he is required to account;, where such damage or loss 
is due to his neglect or default. 

Such deduction cannot exceed the amount of the damage or 
loss caused and can be made only after giving the employed 
person an opportunity for explanation. 

12. Deductions can be made, equivalent to the value thereof, 
for house accommodation, amenities, or services (other than 
tools and raw material) supplied by the employer provided these 
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are accepted by the employed person as a part of the terms of 
his employment and have in the case of amenities and services 
been authorised by order of the Central Government. 

13. (a) Deductions can be made for the recovery of ad- 
vances, or for adjustment of overpayment of wages. 

(b) Advances made before the employment began can only 
be recovered from the first payment of wages for a com- 
plete wage-period but no recovery can be made of ad- 
vances given for travelling expenses before employment 
began. 

(c) Advances of unearned wages can be made at the pay- 
master’s discretion during employment. 

14. Deductions can be made for subscription to and for re- 
payment of advances from any recognised provident fund. 

15. Deductions can be made for payments to co-operative 
societies approved by the Central Government or to the postal 
insurance, subject to any conditions imposed by the Central Gov- 
ernment. 

Inspections 

16. An Inspector can enter on any premises, and can exer- 
cise powers of inspection (including examination of documents 
and taking of evidence) as he may deem necessary for carrying 
out the purposes of the Act. 

Complaints of deductions or delays 

17. (1) Where irregular deductions are made from wages, 
or delays in payment take place, an employed person can make 
an application in the prescribed form within 6 months to the 
Authority appointed by the Local Government for the purpose. 
An application delayed beyond this period may be rejected unless 
sufficient cause for the delay is shown. 

(2) Any legal practitioner, official of a registered trade union, 
Inspector under the Act, or other person acting with the permis- 
sion of the Authority can make the complaint on behalf of an 
employed person. 

(3) A single application may be presented by, or on behalf 
of, any number of persons belonging to the same factory the 
payment of whose wages has been delayed. 

Action by the Authority 

18. The Authority may award compensation to the employed 
person in addition to ordering the payment of delayed wages 
or the refund of illegal deductions. 

If a malicious or vexatious complaint is made, the Authority 
may impose a penalty not exceeding Rs. 50 on the applicant and 
order that it be paid to the employer. 

Appeal against the Authority 

19. An appeal in the prescribed form against a direction 
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made by the Authority may be preferred within 30 days in 
Madras, Bombay, Calcutta, to the Court of Small Causes and else- 
where to the District Court — 

(a) by the paymaster if the total amount directed to be 
paid exceeds Rs. 300 ; 

(b) by an employed person, if the total amount of wages 
withheld from him or his co-workers, exceeds Rs. 50 ; 

(c) by a person directed to pay a penalty for a malicious or 
vexatious application. 

Punishments for breaches of the Act 

20. Anyone delaying the payment of wages beyond the due 
date, or making any unauthorised deduction from wages is liable 
to a fine up to Rs. 500, but only if prosecuted with the sanction 
of the Authority or the appellate Court. 

21. The paymaster who, — 

(1) does not fix a wage-period, or 

(2) makes payment in kind, or 

(3) fails to display at or near the main entrance of the 
factory this Abstract in English and in the language of the ma- 
jority of the employed persons, or 

(4) breaks certain rules made under the Act, 
is liable to a fine not exceeding Rs. 200. 

A complaint to this effect can be made only by the Inspector, 
or with his sanction. 


Payment of Wages Act, 1936 

BOMBAY PAYMENT OF WAGES (UNCLAIMED AMOUNT) 
RULES, 1943. 

No. 6520/34. — In exercise of the powers conferred by section 
26 of the Payment of Wages Act, 1936 (IV of 1936), the Govern- 
ment of Bombay is pleased to make the following rules : viz. 

Short Title 

1. The rules may be called the “ Bombay Payment of Wages 
(unclaimed amount) Rules, 1943. 

Definitions 

2. In these rules unless there is anything repugnant In the 
subject or context 

(o) '* Act ” means the Payment of Wages Act, 1936 ; 

(b) "Authority” means the person appointed under sub- 
section (1) of section 15 of the Act to hear and decide 
claims arising out of deductions from the wages, or de- 
lay in payment of the wages, of persons employed ; 
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( c) “ Financial Year” means the year commencing on the 
1st day of April ; 

id) “ Section ” means a section of the Act ; 

(e) “ Treasury ” means in the City of Bombay the Reserve 
Bank of India and elsewhere the Government Treasury, 
and 

(/) Words and expressions used in the Act and not defined 
in these rules shall have the meanings assigned to them 
in the Act. 

Amounts unclaimed for three years to be credited to the Pro- 
vincial Government 

3. Where any worker to whom an amount is directed to be 
paid under section 15 or any person entitled to claim on his behalf 
fails to draw it from the authority within a period of three years 
from the date on which the amount is deposited with or received 
by the authority for payment to the worker concerned, it shall 
at the end of the financial year be paid into the treasury to the 
credit of the Provincial Government as deposits unclaimed for 
the eventual benefit of any person who may duly establish his 
claim thereto. 

List of amounts unclaimed to be posted in the office of the Autho- 
rity every year 

4. U) In the month of January of each year, a list showing 
the amounts which at the end of the financial year will be due 
for being credited to the Provincial Government under rule 3 and 
the names of persons to whom the said amounts are payable, 
shall be posted up in the Office of the Authority. 

(2) If the said amounts are not claimed by any persons be- 
fore the 25th March in that year the authority shall pay the said 
amounts into the Treasury to the credit of the Provincial Gov- 
ernment on the forenoon of 31st March in that year. 

(3» In the month of April following, the authority shall 
furnish to the Accountant General, Bombay, a statement of all 
amounts credited to the Provincial Government showing sepa- 
rately the said amounts in serial order, the names of persons to 
whom they were payable on the dates on which the said amounts 
were credited to the Provincial Government. 

Refund 

(5) If any person proves to the satisfaction of the authority 
that he is entitled to any amount credited to the Provincial Gov- 
ernment under rule 3, the authority shall make an application 
in the form annexed hereto to the Accountant General, Bombay, 
for the refund of the said amount and the Accountant General 
shall refund the said amount to the authority after verifying 
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that il has been received by him and was credited to the Provin- 
cial Government under rule 3. 

FORM 
(Rule 5) 

APPLICATION FOR REFUND 

♦Office of the Authority under the Pay- 
ment of Wages Act. 

To, 

The Accountant General, 

BOMBAY. 

Sir, 

I have the honour to report that a claim has been preferred 

by for an amount of Rs (Rupees 

) bearing serial No of 19 

in the statement furnished to you under sub-rule (3) of rule 4 
of the Bombay Payment of Wages (unclaimed amount) Rules 
1943, which was credited to the Provincial Government on the 
day of 194 . 

2. I have satisfied myself of the validity of the claim and 
request that the treasury officer may be authorised to refund 
the said amount. 

Your obedient servant, 

AUTHORITY UNDER THE PAYMENT OF 
WAGES ACT* 

•Here insert the name of the area for which an Authority has 
been appointed under section 15(1) of the Act. 


NOTIFICATIONS 

No. L. 3070, dated New Delhi, 2-12-1936. 

In pursuance of sub-section (2) of section 14 of the Payment 
of Wages Act, 1936 (IV of 1936) read with section 22 of the 
General Clauses Act, 1897 (X of 1897) the Governor General in 
Council is pleased to appoint the Supervisor of Railway to be 
an Inspector for the purposes of the first named Act in respect 
of all persons employed upon a railway (otherwise than in a 
factory) to whom the said Act applies. 

(—Vide G. of B. Gaz. Part n-A; P. 1102, of 17-12-86) 
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No. L. 3070, dated New Delhi, the 24-2-1937. 

In exercise of the powers conferred by section 24, read with 
sub-section (1) of section 15 of the Payment of Wages Act, 1936 
(IV of 1936) read with section 22 of the General Clauses Act, 1897 
(X of 1897), the Governor General in Council is pleased to ap- 
point every officer appointed by a Local Government under sub- 
section (i) of section 15 of the first named Act as the Authority 
to hear and decide, within any area, all claims arising out of de- 
ductions from the Wages, or delay in payment of wages, of per- 
sons employed or paid within such area, to be the authority to 
hear and decide such claims in respect of persons employed or 
paid within that area by a Railway administration. 

(—Vide G. of B. Gaz. Part IV-A ; P. 255 of 4-3-37). 


No. L. 3070, dated New Delhi, 28-3-1937. 

In pursuance of Clause (e) of sub-section (2) of section 7 
of the Payment of Wages Act, 1936 (IV of 1936), the Governor 
General in Council is pleased to authorise the following as ameni- 
ties and Services for which deductions from the wages of persons 
employed by a railway administration may be made, namely : — 

(1) use of Railway Institutions ; 

(2) use of Railway Clubs ; 

(3) use of Railway Schools ; 

(4) Services rendered by Medical Officers ; 

(5) Supply of Electric current ; 

(6) Supply of water and 

(7) replacement of electric fittings and articles supplied in 
residential houses and quarters. 

(—Vide G. of B. Gaz. Part IV-A; P. 540 of 15-4-1937). 


No. 1552/34.— In exercise of the powers conferred by sub- 
section (1) of section 15 of the Payment of Wages Act, 1936 (IV 
of 1938), the Government of Bombay is pleased to appoint the 
undermentioned Officers as the authorities to hear and decide 
within the area specified against their names all claims arising 
out of deductions from the wages and delay in payment of the 
wages, of persons employed or paid in these areas : — 

Designation of Officers Areas 

(1) The Sub-Divisional or City or Re- The limits of their 

sident Magistrate, as the case may respective Magls- 

be, in the Presidency of Bombay terlal jurisdiction, 
excluding the northern sub-divi- 
sion of the Kolaba District the 
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city of Bombay and the Bombay 
Suburban District. 

(2) The Commissioner for Work- 
men’s Compensation, Bombay. 


(3) The First Class Magistrate, Pan- 
vel or if there is no First Class 
Magistrate there then the Dist- 
rict Magistrate, Kolaba District. 

(—Vide G. of B. Gaz. Part IV-A P. 576,). 


The City of Bom- 
bay and the Bom- 
bay Suburban Dist- 
rict. 

The Northern Sub- 
Division of the Ko- 
laba District. 


No. L.-3070, dated Simla, 21-4-1937. 

In pursuance of clause (e) of sub-section (2) of section 7 
read with section 24 of the Payment of Wages Act, 1936 (IV of 
1936),, the Central Government is pleased to authorise the follow- 
ing as amenities and Services for which deductions from the 
Wages of persons employed by a railway administration may be 
made, namely, 

(i) Supply of conservancy arrangements ; 

(ii) Supply of diet in Railway Hospitals ; and 

(Jii) Supply of articles made in Railway workshops to the 
order of the employee. 

(—Vide G. of B. Gaz. Part IV-A P. 832 of 6-5-37) 


No. 9639. — In exercise of the powers conferred by sub-section 
(5) of section 1 of the Payment of Wages Act, 1936 (IV of 1936), 
the Government of Bombay is hereby pleased to declare its in- 
tention to extend with effect from the 1st day of February 1938 
the provisions of sections 3, 4, 5, 6, 15 to 22 (both Inclusive) of 
the said Act to all classes of persons employed in any individual 
industrial establishment or classes of industrial establishments 
which have been or may be declared to be factories under section 
5 of the Factories Act, 1934, for all or any of the purposes of that 
Act. 

(— Vidp G. of B. Gaz. Part IV-A P. 1414 of 14-10-1937). 


No. 9639. — 2. In exercise of the powers conferred by sub- 
section (5) of section 1 of the Payment of Wages Act* 1936 (IV 
of 1036) the Government of Bombay is hereby pleased to extend 
with effect from the 27th day of February, 1938 the provisions of 
sections 3, 4, 5, 6 and 15 to 22 (both inclusive) of the said Act to 
the payment of Wages to all classes of persons employed in any 
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Individual industrial establishment or classes of Industrial 
establishments which have been or may be declared to be factories 
under section 5 of the Factories Act 1934 for all or any of the 
purposes of this Act. 

( — Vide G. of B. Gaz. Part IV-A P. 139 of 17-2-38) 


No. 9639. — The following notification by the Government of 
India, Department of Labour is republished 

No. L. 3070 dated Simla the 13th October, 1938. 

In pursuance of clause (e) of sub-section (2) of section 
7 read with section 24 of the Payment of Wages Act, 1936 (IV of 
1936) the Central Government is pleased to authorise the follow- 
ing as amenities for which deductions from the wages of person 
employed by a Federal Railway administration may be made 
namely : — 

The Supply of Coal, Cinders, unserviceable sleepers and other 
Timber, Kerosene and other oil^, Safety-Matches and cloth to 
employees by such administrations from their own stocks for the 
private use of their employees and at their written request. 

( — Vide G. of B. Gaz. Part IV-A; P. 1706-7 of 20-10-38). 


No. 9639. — The following notifications by the Government of 
India, Department of Labour, are republished : — 

No. L.-3068, dated, Simla, the 4th July, 1940. 

In exercise of the powers conferred by clause Oc) of sub- 
section (2) of section 7 read with section 24 of the Payment 
Of Wages Act, 1936, the Central Government is pleased to declare 
in relation to Federal Railways mines and Oil-fields the British 
War Savings Movement to be an approved War Savings Scheme 
for the purposes of the said clause. 

No. L.-3070, dated Simla, the 4th July 1940. 

In pursuance of clause (e) of sub-section (2) of section 7, read 
with section 24, of the Payment of Wages Act, 1936 (IV of 1936), 
the Central Government is pleased to authorise the following as 
amenities and services for which deductions from the Wages of 
persons employed by a Federal Railway administration may be 
made, subject to the conditions that such amenities and services 
are provided to employees by the administration at their written 
request namely : — 

(i) supply of stamps on service agreements, 

(11) supply of uniforms when such supply is made In the 
form of additions to normal free Issues or to replace 
uniforms lost by the employee or uniforms which have 
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become unserviceable before the expiry of their normal 
life and 

(Hi) Supply and repairs of Watches. 

(—Vide G. of B. Gaz. Part IV-C.P. 923-24 of 18-7-40). 


Thei Government of Bombay is pleased to declare the “Bri- 
tish War Savings Movement ” and the “ Savings Group Scheme ” 
approved by the Bombay Provincial Committee for encouraging 
support of the Government of India, Defence Loans, to be ap- 
proved War Savings Scheme for the purposes of the said Clause. 
(Clause (fc) of sub-section 2 of section 7). 

(—Vide G. of B. Gaz. Part IV-C P. 1193 of 15-8-40). 

The 2 Central Government is pleased to declare in relation 
to the Federal Railways, Mines and Oil Fields, any War Savings 
Scheme conducted by the British War Savings Movement to be 
an approved War Savings Scheme for the purposes of the said 
Clause. (Clause (k) of sub-section 2 of section 7). 

( — vide G. of B. Gaz. Part IV-C P. 1246 of 15-8-40). 


The 3 Central Government is pleased to authorise the supply 
of one anna Revenue Stamps for obtaining receipts for payment 
of sums exceeding Rs. 2Q, as a service for which deduction from 
wages of persons employed by Federation Railway Administra- 
tion, may be made. (See clause (e) of sub-section 2 of section 7 
read with section 24). 

( — Vide G. of B. Gaz. Part IV-CJP. 1630 of 10-10-40). 


No. 9639. — In exercise of the powers conferred by clause (fc) 
of sub-section (2) of section 7 of the Payment of Wages Act, 1936 
(IV of 1936), the Government of Bombay is pleased to declare all 
Savings Card Schemes which enable the purchase of Defence 
Savings Certificates in exchange for Defence Savings stamps to 
be approved war savings schemes for the purpose of the said 
clause. 

( — Vide G. of B. Gaz. Part IV-A P. 1012 of 17-10-1940). 

The 4 Central Government is pleased to authorise the supply 
of Diet hi emergencies as a service for which deductions from 
wages of persons employed by Federal Railway Administration 
may be made, subject to the condition that the service is pro- 
vided to employees by the Administration at their written request. 
(See clause (e) of sub-section 2 of section 7 read with section 24). 

(—Vide G. of B. Gaz. Part IV-C P. 1755 Of 21-11-40). 
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Thes Central Government is pleased to approve, for the 
purposes of the said clause all War Savings Schemes which are 
administered by the Railway Administrations of Federal Railways 
and which enable persons employed on such Railways to pur- 
chase any of the following securities of the Government of India, 
namely : — 

(i) The Government of India Defence Bonds, 

( ; i) The Post Office Ten Year Defence Saving Certificate. 

( Clause Oc) of section 2 read with section 7.) 

( — Vide G. of B. Gaz. Part IV-C P. 1797 of 5-12-40). 


In$ exercise of the powers conferred by sub-section 1 of 
section 124 of the Government of India Act 1935, and in amplifica- 
tion of the Notification of the Government of India in the Depart- 
ment of Labour, No. M-1268 dated the 13th August 1940, the 
Central Government is pleased to entrust the Provincial Govern- 
ment of Bombay, with the consent of that Government the func- 
tion of the Central Government under the Payment of Wages Act, 
1936 (IV of 1936) in relation to Mines which are declared by the 
Government of Bombay to be factories under section 5 of the Fac- 
tories Act, 1934 (XXV of 1934) and are not subject to the opera- 
tion of the Indian Mines Act. 1923 (IV of 1923). 

(—Vide G. of B. Gaz. Part IV-C P. 1121 of 14-8-41). 


The 7 Government of Bombay is pleased to declare all War 
Savings Schemes which are administered by the Administration 
of His Exalted Highness the Nizam State Railway and which 
enable persons employed on that Railway to purchase any of the 
following securities of the Government of India, namely :-~ 

<i) the Government of India Defence Bonds, 

(iii the Post Office Ten Year Defence Savings Certificate to 
be approved War Savings Schemes for the purposes of the said 
clause, in respect of the Staff employed on the Tarur-Manmad 
section of His Exalted Highness the Nizam State Railway situated 
in the Province of Bombay. 

(Clause (k) of sub-section 2 of section 7). 

( — vide G. of B. Gaz. Part IV-A P. 230 of 9-10-41). 

No. 3917/34-L— In exercise of the functions of the Central 
Government under sub-section (5) of section 1, read with section 
24, of the Payment of Wages Act, 1936 (IV of 1936), entrusted to 
the Government of Bombay by the notification of the Government 
of India in the Department of Labour, No. M. 1268, dated, 
the 6th August 1941 in relation to mines which are declared by 
the Government of Bombay to be factories under Section 5 of 
the Factories Act, 1934 (XXV of 1934), and are not subject 
to the operation of the Indian Mines Act, 1923, (IV of 192$ 
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the Government of Bombay is pleased to give notice of its in- 
tention to extend with effect from the 1st day of May 1942 the 
provisions of section 2, 3, 4, 5, % 14 to 23 (both inclusive) and 26 
of the said Payment of Wages Act, 1936 (IV of 1936), to the pay- 
ment of Wages to all classes of persons employed in the said 
Mines. 

( — Vide G. of B. Gaz. Part IV-A P. 59 of 22-1-42). 


No. 3717/34. — n. — In exercise of the powers conferred by sub- 
section (5) of section 1 of the Payment of Wages Act, 1936 (IV of 
1936), the Government of Bombay is pleased to give notice of its 
intention to extend with effect from the 1st day of May 1942 the 
provisions of sections 2, 14, 23 and 26 of the said Act to the Pay- 
ment of Wages to all classes of persons employed in those indus- 
trial establishments or classes of industrial establishments which 
have been or may be declared to be factories under section 5 of 
the Factories Act, 1934 (XXV of 1934), for all or any of the pur- 
poses of that Act. 

( — Vide G. of B. Gaz. Part IV-A P. 59 of 22-1-1942). 


No. L-3070,i dated New Delhi, the 26th May 1942. 

In pursuance of clause (e) of sub-section (2) of section 7 
read with section 24 of the Payment of Wages Act, 1936 (IV of 
1936), the Central Government is pleased to authorize the supply 
of food grains by a Federal Railway Administration from a grain 
shop or store operated by it to its employees for their private use 
and at their will upto the maximum of 50 per cent of their wages, 
as an amenity for which deductions from the wages of such per- 
sons may be made. 

( — Vide G. of B. Gaz. Part IV-C P. 1320 of 11-6-42). 

Clause (a) jot Order No. 9639-B(l)7dated! the 3rd March, 1937 
No. 6378/34 (1) — For the purpose of paragraph (a) of clause 
(vi) of section 2 of the Payment of Wages Act, 1936 (IV of 1936), 
and in supersession of Government Orders in the Political and 
Services Department, specified above the Government of 
Bombay is pleased to exclude, in the case of all factories situated 
in the Province of Bombay, the value of the difference between 
the price paid by employees to their employer for foodgrains, 
cloth, kerosene and other articles commonly used by them and the 
market price of such articles from the definition of the term 
“ wages ( 14th October, 1943) . 


No. 6378/34 (2). — In pursuance of clause (e) of sub- 
section (2) of section 7, read with section 11, of the Payment of 
Wages Act, 1936, (IV of 1936), and in supersession of Government 
Orders in the Political and Services Department specified in the 
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above notification, the Government of Bombay is pleased to 
authorise, subject to the following conditions, the supply by an 
employer to his employees of foodgrains, cloth, kerosene and 
other articles commonly used by them from a grain shop or 
store operated by him for their private use and at their will as 
an amenity for which deductions from the wages of such per- 
sons may be made, namely : — 

(lJ The employer shall not charge any rent for the shop or 
store. 

(2) The shop or store shall not be conducted for the purpose 
of profit. 

(3) The selling prices of all articles shall be displayed in a 
conspicuous place in the shop or store. 

(4) The shop or store shall always be kept in a clean con- 
dition. 

(5) An Inspector shall be given a right of entry and of in- 
spection of the articles, records and premises and a right to take 
samples of the articles kept in the shop or store. 

(14th October, 1943). 

No. 6378/34. 8 — In GovernmenF" Notification, Political and 
Services Department No. 6378/34 (1) dated the 12th October 1943, 
for the words and figure 44 clause (a) of Order No. 9639-B (1), 
dated the 3rd March, 1937 ” quoted in the margin the following 
words and figures shall be substituted : — 

44 Political and Services Department, Order No. 1961 /34 dated 
the 9th October;, 1942 and Political and Services Department 
Order No. 3829/34 (a), dated 21st October, 1942.” 

In Government Notification, Political and Services Depart- 
ment, No. 6378/34 (2), dated the 12th October, 1943, for the words 
and figures “clause (a) of Order No. 9639-B (1), dated the 3rd 
March, 1937” quoted in the margin the following words and 
figures shall be substituted — 

“Clause (a) of Political and Reforms Department Order No. 
9639-B (1), of the 3rd May, 1937, Political and Services Depart- 
ment Order No. 6378/34-E dated the 9th October 1942 and Poli- 
tical and Services Department Order No. 3829/34-B, dated the 
2rst October, 1942.” 

( — vide G. of B. Gaz. IV-A. P. 149 of 18-11-43.) 

In exercise of the powers conferred by sub-section 5 of section 
1 of the Payment of Wages Act 1936, (IV of 1936) the Governor 
of Bombay is pleased to give 3 months notice of its intention to 
extend by notification in the Bombay Government Gazette the 
provisions of the said Act, to the Payment of Wages, to the class 
of persons employed in all making industrial establishments in 
the Province of Bombay. 

( -Vide G. of B. Gaz. Part IV-A P. 23 of 2-3-1944). 
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No. L.-3070 dated 29th. March, 1944. 

In pursuance of clause (e) of sub-section 2 of section 7, read 
with section 24 of the Payment of Wages Act 1938 (IV of 1936), 
the Central Government is pleased to authorize the side of books 
for the supply of refreshments in exchange thereof, by railway 
administration from its Canteen to its employees at their written 
request as an amenity for which deductions from the Wages of 
persons employed by a railway administration may be made. 

(—Vide G. of B. Gaz. Part IV-C. P. 294 of 27-4-44). 


Trade Disputes Act, 1929. 

INDIA ACT NO. VII OF 1929. 1 


An Act to make provision for the investigation and set- 
tlement of trade disputes, and for certain other jiurposes. 

WHEREAS it is expedient to make provision for the inves- 
tigation and settlement of trade disputes, and for certain 
other purposes hereinafter appearing ; It is hereby enacted 
as follows : — 

Short title, extent, commencement and duration. 

1. (1) This Act may be called the Trade Disputes 

Act, 1929. 

(2) It extends to the whole of British India, including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on such date 2 as the 
3 [Central Government] may, by notification in the 4 [Offi- 
cial Gazette], appoint. 

* * * *5 


Interpretations. 

, 2. In this Act, unless there is anything repugnant in 
the. subject or context, — 

. (a) “ Board ” means a Board of Conciliation constituted 
. under this Act ; 


X Ifor Statement of Object* and Reaaonc, art “Gaaette of India”, 1028. Ft. V, p. 180 
and ter Report of Select Committee, «v Mf, 1020, Ft, V, p. Oft. 

9 TU» Act wm b ro u g h t into force on the 8th May 1920, *et “Gaxette of India”, Extra- 
ordinary, dated the 8th May 1088, 

&&&S a '822?®*™”* “ Coam " * the 

4 Urn wetd 1 worn euSvtfteted for tbe words “Gmtttte of Indie**. IMS. A ?: 

Act 1 W “ omitu4 ** Trade, Aapui** {Extending) 
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(b) “ Court ” means a Court of Inquiry constituted un- 
der this Act ; 

• (c) “ employer,” in the case of -any industry, business 
or undertaking carried on by any department of 
’[any Government in British India], means the 
authority prescribed in this behalf or, where ho 
authority is prescribed, the head of the department; 

2 [(cc) Federal Railway has the same meaning as in 
the Government of India Act, 1935.] 

(d) a person shall be deemed to be “ independent ” for 
the purpose of his appointment as the chairman 
or other member of a Court or a Board if he is 
unconnected with the dispute with reference to 
which the Court or the Board is appointed and 
with any trade or industry directly affected by the 
dispute ; 

(e) “ lock-out ” means the closing of a place of em- 
ployment, or the suspension of work, or the refusal 
by an employer to continue to employ any num- 
ber of persons employed by him, where such clos- 
ing, suspension or refusal occurs in consequence 
of a dispute and is intended for the purpose of 
compelling those persons, or of aiding another em- 
ployer in compelling persons employed by him, to 
accept terms or conditions of or affecting employ- 
ment ; 

(f) “ prescribed ” means prescribed by rules made 
under this Act ; 

(g) “ public utility service ” means — 

(i) any railway service which 3 [in the case of a 
Federal Railway, the Central Government, and 
in the case of any other railway, the Provin- 
cial Government] may, by notification in the 
4 [Official Gazette], declare to be a public uti- 
lity service for the purposes of this Act ; or 

‘ r These words wetv substituted for the wotih"the Government** by tte Ooverhmisd 
* °" hr - ,w - 

ft Thaw wonts wow substituted for the words “the Governor Getwral in'CdrfMg Ml. 

4 These words were substituted for the words “Gasettc of India « ML 
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1 [(***) any water transport service carrying pas- 
sengers to whose vessels any of the provisions; 
of the Inland Steam vessels Act, 1917, apply 
or tramway service, if the Provincial Gov- 
ernment by notification in the Official Gazette , 
declares the water transport or tramway ser- 
vice, as the case may be, to be a public utility 
service for the purposes of this Act, or] ; 

(ii) any postal, telegraph or telephone service ; or 

(iii) any industry, business or undertaking which 
supplies 2 [power] light or water to the public ; 
or 

(iv) any system of public conservancy or sanita- 
tion ; 

(h) “ railway company ” means a railway company as 
defined in Section 3 of the Indian Railways Act, 
1890; 

(i) “ strike ” means a cessation of work by a body of 
persons employed in any trade or industry acting 
in combination, or a concerted refusal, or a refusal 
under a common understanding, of any number of 
persons who are or have been so employed to con- 
tinue to work or to accept employment ; 

(j) “ trade dispute ” means any dispute or difference 
3 [between employers and employers or] between 
employers and workmen, or between workmen and 
workmen, which is connected with the employment 
or non-employment or the terms of the employ- 
ment or with the conditions of labour, of any per- 
son ; and 

(k) “ workman ” means any person employed in any 
trade or industry to do any skilled or unskilled 
manual or clerical work for hire or reward 3 [and 

, includes for the purposes of any proceedings under 
this Act in relation to a trade dispute a workman 

1 This sub-clause was inserted by h, 2 of the Trade Disputes (Amendment) Act, 1938 
(XVII of 1988). 

2 This word was inserted by s. 2 of the Trade Disputes (Amendment) Act, 1938 
(XVII of 1988). 

8 These words were inserted, ibid. 
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discharged during that dispute], but does not in- 
clude any person employed in the naval, military 
or air service of the Crown * *\ 

REFERENCE OF DISPUTES TO COURTS AND 
BOARDS. 

Reference of disputes to Courts or Boards. 

3. If any trade dispute exists or is apprehended 
the 3 [Provincial Government] or, where 4 [an employer 
concerned] is the head of a department under the control 
of the 5 [Central Government] 6 [or is the Federal Rail- 
way Authority or a railway company operating a Federal 
Railway], the 6 [Central Government] may, by order in 
writing, — 

(a) refer any matters appearing to be connected with 
or relevant to the dispute to a Court of Inquiry to 
be appointed by the 3 [Provincial Government] or 
the 5 [Central Government], as the case may be ; or 

(b) refer the dispute to a Board of Conciliation to be 
appointed by the 3 [Provincial Government] or the 
E [Central Government], as the case may be, for 
promoting a settlement thereof : 

Provided that, where both parties to the dispute apply, 
whether separately or conjointly, for a reference to a Court, 
or where both parties apply, whether separately or con- 
jointly, for a reference to a Board, and the authority having 
the power to appoint is satisfied that the persons applying 
represent the majority of each party, a Court or a Board, 
as the case may be, shall be appointed accordingly. 

COURTS OF INQUIRY. 

Constitution of Courts. 

4. (1) A Court shall consist of an independent chair- 
man and such other independent persons as the appointing 

1 The words “or in the ltovul Indian Marine Service*’ were repealed by s. 3 and Sch. 
II of the Repealing and Amending Act, 1987 (XX of 1937). 

2 The words “ between an employer and any of his workmen ** were omitted by s. 3 
of the Trade Disputes (Amendment) Act, 1938 (XVII of 1938). 

3 These words were substituted for the words " Ix)cal Government ’* by the Govern- 
ment of India (Adaptation of Indian Laws) Order, 1937. 

4 These words were substituted for the words “ the employer ** by s. 3 of the Trade 
Disputes (Amendment) Act. 1988 (XVII of 1938). 

5 These words were substituted for the words “ Governor General in Council *’ by the 
Government of India (Adaptation of Indian Laws) Order, 1987. 

6 These words were substitnted for the words “or is a railway company**, ibid. 
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authority thinks fit, or may, if such authority thinks fit, 
consist of one independent person. 

1 [(2) A Court, having the prescribed quorum, may act 
notwithstanding the absence of the chairman or any of its 
members or any vacancies in its number : 

Provided that if the appointing authority notifies the 
Court that the services of the chairman have ceased to be 
available the Court shall not act until a new chairman has 
been appointed.] 

Duties of Courts. 

5. (1) A Court shall, either in public or in private, 
at its discretion, inquire into the matters referred to it and 
report thereon to the authority by which the Court was 
appointed. 

(2) A Court may, if it thinks fit, make interim reports. 

BOARDS OF CONCILIATION. 

Constitution of Boards. 

6. (1) A Board shall consist of a chairman and two 
or four other members, as the appointing authority thinks 
fit, or may, if such authority thinks fit, consist of one inde- 
pendent person. 

(2) Where the Board consists of more than one per- 
son, the chairman shall be an independent person and the 
other members shall be either independent persons or per- 
sons appointed in equal numbers to represent the parties 
to the dispute ; all persons appointed to represent any party 
shall be appointed on the recommendation of that party : 

Provided that, if any party fails to make the necessary 
recommendation within the prescribed time, the appointing 
authority shall select and appoint such persons as it thinlrg 
fit to represent that party. 

2 [(3) A Board, having the prescribed quorum, may 
act notwithstanding the absence of the chairman or any 
of its members or any vacancy in its number : 

l988 1 (XV?l1rflOT8“" ,r “ * ub,tlt,,tcd hy *• 4 of the Trade DUpute. (Amendment) Act. 

2 This sub«sectfoii was substituted by s. 5, ibid. 
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Provided that if the appointing authority notifies the 
Board that the services of the chairman or where the Board 
includes an equal number of persons representing the 
parties to the dispute the services of any such person have 
ceased to be available the Board shall not act until a new 
chairman or member, as the case may be, has been ap- 
pointed.] 

Duties of Boards. 

7. (1) Where a dispute has been referred to a Board 

under this Act, it shall be the duty of the Board to endea- 
vour to bring about a settlement of the same, and for this 
purpose the Board shall, in such manner as it thinks fit 
and without delay, investigate the dispute and all matters 
affecting the merits thereof and the right settlement there- 
of, and in so doing may do all such things as it thinks fit 
for the purpose of inducing the parties to come to a fair 
and amicable settlement of the dispute, and may adjourn 
the proceedings for any period sufficient in its opinion to 
allow the parties to agree upon terms of settlement. 

(2) If a settlement of a dispute is arrived at by the 
parties thereto after it has been referred to a Board and 
during the course of the investigation thereof, a memoran- 
dum of the settlement shall be drawn up by the Board and 
signed by the parties, and the Board shall send a report 
of the settlement, together with the memorandum to the 
authority by which the Board was appointed. 

(3) If no such settlement is arrived at during the 
course of the investigation, the Board shall, as soon as pos- 
sible after the close thereof, send a full report regarding 
the dispute to the authority by which the Board was ap- 
pointed, setting forth the proceedings and steps taken by 
the Board for the purpose of ascertaining the facts and cir- 
cumstances relating to the dispute and of bringing about 
a settlement thereof, together with a full Statement of such 
facts and circumstances and its findings thereon and the 
recommendation of the Board for the determination of 
the dispute. 

(4) The recommendation of the Board shiall deal with 
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each item of the dispute, and shall state in plain language 
what in the opinion of the Board ought and ought not to 
be done by the respective parties concerned. 


GENERAL. 

Finality of orders constituting a Court or Board. 

8. No order of the ''[Central Government] or of a 
2 [Provincial Government] appointing any person as a mem- 
ber of a Court or a Board shall be called in question in 
any manner. 


Procedure and powers. 

9 . (1) Courts and Boards shall, subject to the pro- 

visions of this Act, follow such procedure as may be pres- 
cribed. 

(2) Courts and Boards shall have the same powers as 
are vested in Courts under the Code of Civil Procedure, 
1908, when trying a suit in respect of the following matters : 

(a) enforcing the attendance of any person and examin- 
ing him on oath ; 

(b) compelling the production of documents and mate- 
rial objects ; and 

(c) issuing commissions for the examination of wit- 
nesses ; and shall have such further powers as may 
be prescribed ; and every inquiry or investigation 
by a Court or Board shall be deemed to be a judi- 
cial proceeding within the meaning of Sections 193 
and 228 of the Indian Penal Code. 


Filling of vacancies. 

10 . (1) If the services of the chairman or of any 

other independent member of a Court or Board cease to 
be available at any time for the purposes of the Court 
or Board, the appointing authority shall in the case of a 
chairman, and may in the case of any other member, ap- 
point another independent person to fill the vacancy, and 


1 These words were substituted for the words “Governor General in Council** bv the 
(Jovernment of India (Adaptation of Indian Laws) Order, 1037. J 


2 These words were substituted for the words “Local Government”, ibid. 
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the proceedings shall be continued before the Court or 
Board so re-constituted. 

(2) Where the Court or Board consists of one person 
only and his services cease to be available as aforesaid, the 
appointing authority shall appoint another independent 
person in his place, and the proceedings shall be continued 
before the person so appointed. 

1 C (3) Where a Board includes an equal number of 
persons representing the parties to the dispute, and the ser- 
vices of any such person have ceased to be available as 
aforesaid, the appointing authority shall appoint in the 
manner specified in sub-section (2) of Section 6 another 
person to take his place, and the proceedings shall be con- 
tinued before the Board so reconstituted.] 

Form of report. 

11. The report of a Court or Board shall be in writing 
and shall be signed by all the members of the Court or 
Board : 

Provided that nothing in this Section shall be deemed 
to prevent any member of a Court or Board from recording 
a minute of dissent from a report or from any recommen- 
dation made therein. 

Publication of results of inquiry. 

12. (1) The final and any interim report of a Court 
or Board, together with any minute of dissent recorded 
therewith, shall, as soon as possible after its receipt by the 
authority by which the Court or Board was appointed, be 
published by that authority in such manner as it thinks 
fit. 

(2) The said authority may publish or cause to be 
published from time to time, in such manner as such autho- 
rity thinks fit, any information obtained, or conclusions ar- 
rived at, by the Court or Board as the result or in the course 
of its inquiry or investigation. 

1 This sub-section was added bv *. 6 of the Trade Disputes (Amendment) Act> 193& 
(XVII of 1988). 
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Certain matters to be kept confidential. 

13. (1). Notwithstanding anything contained in Sec- 

tion 12, there shall not be included in any report or publi- 
cation made or authorised by a Court or Board or the 
authority appointing a Court or Board any information pb- 
tained by the Court or Board in the course of its inquiry or 
investigation as to any Trade Union or as to any individual 
business (whether carried on by a person, firm or com- 
pany) which is not available otherwise than through evi- 
dence given before the Court or Board, 1 [if the Trade 
Union, person, firm or company in question has preferred 
a request to the Court or Board that such information shall 
be treated as confidential] nor shall any individual member 
of the Court or Board or any person concerned in the pro- 
ceedings before it disclose any such information 2 [without 
the consent in writing of the Secretary of the Trade Union 
or the person, firm or company in question, as the case 
may be]. 

(2) If any member of a Court or Board or any person 
present at or concerned in the proceedings before a Court 
or Board 3 [wilfully] discloses any information in contra- 
vention of the provisions of sub-section (1), he shall, on 
complaint made by or under the authority of the Trade 
Union or individual business affected be punishable with 
fine which may extend to one thousand rupees : 

Provided that nothing in this sub-section shall apply to 
the disclosure of any such information for the purposes of 
a prosecution under section 193 of the Indian Penal Code. 

4 £(3) No Criminal Court inferior to that of a Presi- 
dency Magistrate or a Magistrate of the first class shall try 
any offence under this section. 

(4) No Criminal Court shall take cognizance of any 
offence under this section except with the previous sanction 
of the authority appointing such Court or Board ; and no 


X These words were substituted for the words “ except with the 
the Secretary of the Trade Union or of the person. Arm or company 
of the Trade Disputes (Amendment) Act, 1932 (XIX of 1982). 


consent in writing of 
in question/* by a. 2 


2 These word* were substituted for the words 44 without such consent**, by s. 2 of the 
Trade Disputes (Amendment) Act, 1932 (XIX of 1932). y 


S This word was inserted, ibid. 


4 Sub-sections (S) and ( 4 ) were inserted, ibid. 
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Civil Court shall without the like sanction entertain any 
suit against a member of a Court or Board, or any person 
present at or concerned in the proceedings before a Court 
or Board, for any matter arising out of such proceedings.] 

Representation of parties. 

14. Subject to such conditions and restrictions as may 
be prescribed, any party to a dispute under inquiry or in- 
vestigation by a Court or Board shall be entitled to be re- 
presented before the Court or Board by a legal practitioner. 

SPECIAL PROVISION REGARDING PUBLIC UTILITY 

SERVICES. 

Sudden strikes and lock-outs in utility services. 

15. (1) Any person who, being employed in a public 
utility service, goes on strike in breach of contract without 
having given to his employer, within one month before so 
striking, not less than fourteen days’ previous notice in writ- 
ing of his intention to go on strike or, having given such 
notice, goes on strike before the expiry thereof, shall be 
punishable with imprisonment which may extend to one 
month, or with fine which may extend to fifty rupees, or 
with both. 

(2) Any employer carrying on any public utility service 
who locks out 1 [any of his workmen] in breach of contract 
without having given them, within one month before such 
lock-out, not less than fourteen days’ notice in writing of 
his intention to lock them out, or, having given such notice, 
locks them out before the expiry thereof, shall be 2 [punish- 
able with] imprisonment which may extend to one month, 
or 3 [with fine] which may extend to one thousand rupees, 
or with both. 

4 [(2A) If on any day an employer receives from any 
persons employed by him any such notices as are referred 
to in sub-section (1) or gives to any person employed by 

1 Thaws words ware Substituted for the words ** his workmen” by s. 7 of the Trade 
Disputes (Amendment) Act, 1088 (XVII of 1038). ’ 

* These Words were substituted for the words “liable to*\ ibid* 

3 These words were substituted for the words “to a fine”, ibfcf. *' 

4 This sub-section was inserted, ibid. 
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him any such notices as are referred to in sub-section (2), 
he shall within five days report to the Provincial Govern- 
ment or such authority as the Provincial Govern- 
ment may prescribe the number of such notices received 
or given on that day, and, if he fails to do so, he shall be 
punishable with fine which may extend to five hundred 

rupees]. . r , 

(3) Where the employer committing an offence [under 
sub-section (2) or sub-section (2A)] is a corporation, com- 
pany or other association of persons, any secretary, director 
or other officer or person concerned with the management 
thereof shall be punishable as therein provided unless he 
proves that the offence was committed without his know- 
ledge or without his consent. 

2 [(4) No Court shall take cognisance of any offence 

under this section or of the abetment of any such offence 
save on complaint made by or under authority from the 
Central Government where the public utility service in 
question is a railway service connected with a Federal Rail- 
way or a postal, telegraph or telephone service and the Pro- 
vincial Government in other cases.] 

(5) No Court inferior to that of a Presidency Magis- 
trate or a Magistrate of the first class shall try any offence 
under this section. 


SPECIAL PROVISIONS FOR ILLEGAL STRIKES 
AND LOCK-OUTS. 


Illegal strikes and lock-outs. 

16. (1) A strike or a lock-out shall be illegal which — 

(a) has any object other than 3 [or in addition to] the 
furtherance of a trade dispute within the trade or 
industry in which the strikers or employers locking 
out are engaged ; and 

(b) is designed or calculated to inflict severe, 4 [and 


1 These words, brackets and figures were substituted for the words, brackets and 
figure, “under sub- section (2)**, ibid. 

2 This sub-section was substituted by the Government of India (Adaptation of Indian 
Laws) Order, 1937. 

3 These words were inserted by s. 8 of the Trade Disputes (Amendment) Act, 1938 
(XVII of 1938). 

4 These words were substituted for the words “general and prolonged”, ibid. 
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general] hardship upon the community and there- 
by to compel 1 [any Government in British India, 
the Federal Railway Authority or the Crown Re- 
presentative] to take or abstain from taking any 
particular course of action. 

(2) It shall be illegal to commence or continue, or to 
apply any sums in direct furtherance or support of any such 
illegal strike or lock-out. 

(3) For the purposes of this section — 

(a) a trade dispute shall not be deemed to be within a 
trade or industry unless it is a dispute between 
employers and workmen, or between workmen and 
workmen, in that trade or industry, which is con- 
nected with the employment or non-employment 
or the terms of the employment, or with the con- 
ditions of labour, of persons in that trade or 
industry ; 

(b) without prejudice to the generality of the expres- 
sion “ trade or industry,” workmen shall be deemed 
to be within the same trade or industry if their 
wages or conditions of employment are determined 
in accordance with agreements made with the same 
employer or group of employers. 

(4) A strike or a lock-out shall not be deemed to be 
calculated to compel 2 [any Government in British India, 
the Federal Railway Authority or the Crown Representa- 
tive] unless such compulsion might reasonably be expected 
as a consequence thereof. 

Penalty. 

17. (1) If any person 3 [commences, continues,] insti- 

gates, incites others to take part in, or otherwise acts in 
furtherance of, a strike or lock-out which is illegal under 
the provisions of section 16, he shall be punishable with 
simple imprisonment which may extend to three months, 

1 These Words were substituted for the words “the Government** by the Government 
of India (Adaptation of Indian Laws) Order, 1937. 

2 These words were substituted for the words “the Government’* by the Goveanment 
of India (Adaptation of Indian Laws) Order, 1037. 

8 These words were substituted for the word “declares” by s. 9 of the Trade Disputes 
(Amendment) Act, 1988 (XVII of 1988). 
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or with fine which may extend to two hundred rupees, or 
with both : 

Provided that no person shall be deemed to have com- 
mitted an offence under this section by reason only of his 
having ceased work or refused to continue to work or to 
accept employment. 

(2) No Court shall take cognisance of any offence under 
this section save on complaint made by, or under authority 
from, 1 [the appropriate Government]. 

2 [In this sub-section “ the appropriate Government ” 
means — 

(a) in relation to industries, businesses and undertak- 
ings carried on by the Central Government or by the 

, Federal Railway Authority or by a railway com- 
pany operating a Federal Railway, the Central 
Government ; and 

(b) in other cases, the Provincial Government.] 

(3) No Court inferior to that of a Presidency Magistrate 
or a Magistrate of the first class shall try any offence under 
this section. 

Protection of persons withholding from illegal strike or 

lock-out. 

18. (1) No person refusing to take part, or to continue 

to take part, in any strike or lock-out which is illegal under 
the provisions of section 16 shall, by reason of such refusal 
or by reason of any action taken by him under this section, 
be subject to expulsion from any trade union or society, 
or to any fine or penalty, or to deprivation of any right or 
benefit to which he or his legal representatives would other- 
wise be entitled, or be liable to be placed in any respect, 
either directly or indirectly, under any disability or at any 
disadvantage as compared with other members of the union 
or society, anything to the contrary in the rules of a trade 
union or society notwithstanding. 

(2) Nothing in the rules of a trade union or society 
requiring the settlement of disputes in any manner shall 

1 These words were substituted for the words “the Governor General in Council or the 
Local Government by the Government of India (Adaptation of Indian Laws) Order, 1987. 

2 These words were insetted, t bid. 
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a ¥>Pfy to any proceeding for enforcing arty right or exemp- 
tion secured by this section, and in any such proceeding the 
GiVil Court may, in lieu of ordering a person who has been 
expelled from membership of a trade union or society to 
bfe restored to membership, order that he be paid out’ of the 
funds of the trade union or society such sum by way of 
compensation or damages as that Court thinks just. 

CONCILIATION OFFICERS. 

Appointment of Conciliation Officers. 

18A. (1) The Central Government, in respect of in- 

dustries, businesses and undertakings carried on by them or 
under their authority or by a railway company, and the 
Provincial Government, in respect of other businesses, in- 
dustries or undertakings within their Province, may, by 
notification in the official Gazette, appoint officers, herein 
referred to as conciliation officers, charged with the duty of 
mediating in or promoting the settlement of trade disputes. 

(2) A conciliation officer may be appointed for a speci- 
fied area or for specified businesses, industries or under- 
takings in a specified area or for one or more specified busi- 
nesses, industries or undertakings and either permanently 
or for a limited period. 

(3) A conciliation officer may, for the purposes of in- 
quiring into an existing or apprehended trade dispute after 
giving reasonable notice, enter the premises occupied by 
any industry, business or undertaking and may callfor and 
inspect any document which he has ground for considering 
to be relevant to the trade dispute, and for the purposes ; of 
any such inquiry shall be deemed to be a public servant 
within the -meaning of the Indian Penal Code. 

(4) If any person supplying information or producing 
'a document to a conciliation officer requests in writing that 
-the information or the document* or any part thereof shall 
•he treated <as -confidential the conciliation officer shall not 

1 *g|tl|rhe§dfaMt tniprtod by ; the (Amendment) 

Act 1988jKVtt^f SBfcuwC * , • , v - * - * * - 
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disclose such information or the contents of such document 
or part thereof except to — 

(a) the authority which appointed him to be a concilia- 
tion officer ; or 

(b) the parties concerned in the dispute for the purpose 
.of mediating therein or promoting the settlement 

thereof. 

(5) If the conciliation officer contravenes the provisions 
of sub-section (4), he shall be punishable with fine which 
may extend to one hundred rupees. 

(6) No Criminal Court shall take cognizance of an 
offence under this section except with the previous sanction 
of the authority appointing the conciliation officer ; and no 
Civil Court shall without the like sanction entertain any 
suit against a conciliation officer in respect of the disclosure 
of any information or the contents of any document or part 
thereof of the nature referred to in sub-section (4).] 


RULES. 


Power to make rules. 

19. (1) The ^Central Government] in respect of in- 
dustries, businesses and undertaking carried on by 2 [it] or 
under 3 [its] authority, 4 [or by the Federal Railway Autho- 
rity or a railway company operating a Federal Railway,] 
and the 6 [Provincial Governments] in respect of other busi- 
nesses, industries or undertakings within their respective 
provinces, may make rules for the purpose of giving effect 
to the provisions of this Act. 

(2) In particular and without prejudice to the genera- 
lity of the foregoing power, such rules may provide for all 
or any of the following matters, namely : — 

(o) the powers and procedure of Courts and Boards, 
including rules as to the summoning of witnesses, 
the production of documents relevant to the sub- 


1 These words were substituted for the words “Governor General in Council ” by the 
Government of India (Adaptation of Indian Laws). Ordes, 1987. 

a This word was substituted for the word “him** by the Government of India (Adap* 
tation of Indian Laws) Order, 1987. 

8 This word was substituted for the word “his”, ibid, 

4 These words were substituted for. the words “or by a railway company”, ibid, 

8 These words were substituted for the words “l/ocaf Government**, m£ 
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' ject-matter of an inquiry or investigation and the 
number of members necessary to form n quorum ; 

(b) jthe allowances admissible to members of Courts 
»nd Boards and to witnesses ; 

(c) the ministerial establishment which may be allot- 
ted to a Court or Board and the salaries and allow- 
ances payable to members of such establishments ; 

(d) the conditions and restrictions subject to which 
persons may be represented by legal practitioners 
in proceedings under this Act before a Court or 
Board ; 

(e) any other matter which is to be or may be pre- 
scribed. 

(3) All rules made under this section shall be publish- 
ed in the ^Official Gazette] 2 [* * *] and shall, on such 

publication, have effect as if enacted in this Act.. 


Trade Disputes Act, 1929 

BOMBAY TRADE DISPUTE RULES, 1930 
BOMBAY CASTLE, 25th AUGUST 1930 

No. 7255. — In exercise of the powers conferred by section 19 
of the Trade Disputes Act, 1929 (VII of 1929), and in supersession 
of Government Notifications in the General Department, No. 7511, 
dated the 11th May 1929, and No. 7511, dated the 33rd July 1929, 
the Governor in Council is pleased to make the following rules 
for the purpose of giving effect to the provisions of the said Act 
in respect of businesses, industries or undertakings within the 
Bombay Presidency, namely : — 

PRELIMINARY. 

Short title 

1. These rules may be called the Bombay Trade Disputes 
Rules, 1930. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context,— 

(a) “ Act ” means the Trade Disputes Act, 1929 ; 

• ■ » x i ‘ . 

1 T hm word* wm otftc&tuted for the words "Gaseite of India'*, &&L 
a The words “or the loaai .official Gattette, as the ops* may be" were omitted* iKi 
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s '(£>)'<■.“ Chatnn&n f means the chairman of a Court or Board, 
: ?i the Court or Board consists of one person only, 

— . } sijch parson ; ’ 

(c) “Form” means a form appended to these rules ; 

. -W) “ Registered Trade Union * means a Trade Union re- 
gistered : undeir the Indian Trade Unions Act, 1926 ; 

(e) “ Registrar ” means the Registrar of Trade Unions for 
* the Bombay Presidency appointed under section 3 of the 

- ' * : Indian Trade Unions Act, 1926 ; 

i/) “ Section ” means a section of the Act. 

PART I 

' PROCEDURE FOR REFERENCE OF TRADE DISPUTES TO 
COURTS OF INQUIRY OR BOARDS OF CONCILIATION. 

Application 

3. An application for the reference of a trade dispute to a 
Court or a Board shall be made in Form “ A ” and shall be for- 
warded by registered post to the Registrar in triplicate. The 
application shall also be accompanied by a statement in tripli- 
cate, setting forth : — 

(a) the names and addresses of the parties to the dispute ; 

(b) the nature and cause of the dispute, including any de- 
mands made by either party on the other to which ex- 
ceptibn is taken by the opposite party ; 

r * ( c ) -an estimate of the number of persons affected or likely 
to be affected by the dispute ; 

(a) the efforts made by the parties themselves to adjust the 
, dispute ; and 

(e) in the case of an application for the appointment of a 
Court, the specific matters on which an enquiry by a 
r Court is desired. 

Application by whom signed 

4. The application and the statement accompanying it shall 
be signed 

r ' Mh -in- the case where the party applying is an em- 
ployer, by the employer himself, or 

(ii) where such party is an incorporated company or 
other body corporate, by the Agent, Manage* or 

~ : mother 'principal officer of the corporation, or 

(iii) where such party is an association of employers, 

; : :Py .the Secretary of such association ; 

- (oi.. . in the case of employees — ... 

ffi trherr the employees hte iftembfcrs bf a tfcgtttered 
'trade tmlofc/ by *ttfo of the btftcers of tfcfe tiftidn 



IMBDUR AifWl .F&GWQBiY UX1I8LA3JIQN t!9 

. duly, authorised in this behalf in writing or m.suteh 
- » .j other maimer as may be found suitable by 

iocity ,of: the. members of the union who are 

affected ; . . . : 

(ii) where any or all of the employees are not mem- 
bers of a registered trade union, by not less than 
ten of the employees concerned duly authorised in 

* this behalf in writing-or in* such other manner as 

may be found suitable by the majority of the em^ 
ployees. 

Order of the appointing authority 

5. An order of the Provincial Government appointing a 
Court or Board shall be in Form “ B ” or “ C ", as the case may be. 

Notice to Parties to nominate Representatives 

6. (1) If the Provincial Government proposes to appoint a 
Board consisting partly of representatives of the parties to the 
dispute, it shall, unless the party or parties has or have already 
nominated — representatives in the application in Form “ A ” 
cause a notice in Form “ D ” to be sent to the parties to nominate 
persons to represent them on the Board ; 

(2) the notice shall, — 

(i) in the case of an employer, be sent to the employer him- 
self, or when the employer is an incorporated company 
or other body corporate, to the Agent, Manager or other 
principal officer of the corporation, or when it is an 
association of employers, to the Secretary of such asso- 
ciation ; 

(ii) in the case of employees who are members of a regis-, 
tered trade union, be sent to the Secretary of the union 
addressed to the registered head office of the union ; 

viii) in the case of employees any or all of whom are not 
members of a registered trade union, be served on any 
two of the signatories to tl\e application under sub- 
clause (ii) of clause (b) of rule 4, or if service on the 
signatories is not practicable, be served by affixing a copy 
thereof in English as well as in the Vernacular of a 
predominant number of the employees in some conspi- 
cuous place at or near the place where the employees 
work or where a majority of them reside, or by adver- 
tisement in one or more suitable newspapers. 

Notification of Appointment of Court or Board 

7. As soon as possible after a Court or Board is appointed, 
the* Registrar shall notify the parties, of the appointment by for- 
warding Ao; them a^copy of the order, in Form “ B,” car 5 “ C ** as 
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4ie casemay b& ; ^ be sent by registered p##. 

The appointment ot aCdurt or Board together with the ngme* of 
persons constituting that. Court or Board shall also be notified in 
the Bombay OotefhriiefitGazette. J< 


*** PART n 

Lowers and Procedure of courts and boards 
Place and time of Hearing 

8. The sittings df the Court or Board shall be held at such 
time and place as ire from time to time fixed by the Chairman, 
and the parties shall be notified by the Chairman in such man- 
ner as he may dedh necessary as to the time and place at which 
sittings are to be held : Provided that, as far as practicable, the 
Court or Board shall sit In the locality within which the subject- 
matter of the proceeding before it arose. 


Quorum 

9 . The quorum necessary to constitute a sitting of a Court 
or Board shall be as follows : — 

(1) In the case of a Court — quorum 

Where the number of members is 2 . , 1 

Where the number of members is more than 2 

but less than 5 2 

Whete the number of members is 5 or more . . 3 

(2) In the case of a Board— 

Where the number of members is 3 2 

Where the number of members is 5 3 


Administration of Oath 

10. Any member of a Court or Board may administer an 
oath. 

Evidence 

11. The Court or Board may accept, admit or call for any 
evidence at any stage and in any manner which in equity and 
good conscience it thinks fit. 

Summons 

12. A summons issued by the Court or Board to a witness 
shall be in Form “ E ” and to the parties in Form “ F 

Service of Sammons, Notice, etc. 

13. Any notice, Suttomons, process or order issued by the 
Court or Board may be served in the following manner 

(a) It may be sent by registered post ; or 
■ ib) if such notice, summons, process or order is to be serv- 
ed within the local limits of the Jurisdiction of the 
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Court of Small Causes of Bombay, it may be sent tortfae 
Registrar of that Court for service ;.and the Registrar 
shall, on receipt thereof, proceed as if it had been issued 
by the Court of Small Causes of Bombay, and shall then 
return the same to the Court or Board together with 
the record (if any) of the proceedings with regard 
thereto. In all other cases the notice, summons, pro- 
cess or order may be served through a competent civil 
court,, which shall deal with it in the same manher as 
the Registrar of the Court of Small Causes of Bombay. 

(c) The provisions of rule 6 shall, so far as may be, apply to 
the service of any such summons, notice, process or 
order. 

Procedure at the first sitting 

14. At the first sitting of the Court or Board the Chairman 
shall call upon the parties in such order as he may think fit to 
state their case. 

Information to be kept confidential 

15. All books, papers and other documents or things pro- 

duced before a - ^"r T whether voluntarily or in pursuance of 
a summons may be inspected by the and also by such 

parties as the allows ; but the information obtained 

therefrom shall not, except as provided in the Act, be made public; 
such parts of the books*, papers, documents or things as in the 

opinion of the do not relate to the matters at issue 

may be sealed up. 

Conduct of Proceedings of a Board 

16. The proceedings of a Board may be conducted in pri- 
vate if the Board so decides. 

Court or Board may proceed ex parte 

17. If without good cause shown any party to proceedings 
before the Court or Board fails to attend or to be represented, 
the Court or Board may proceed as if he had duly attended or 
had been represented. 

Power of Entry and Inspection 

18. A Court or Board or any member thereof or any other 
person authorised in writing by a Court or Board may, for the 
puposes of any inquiry or investigation entrusted to- the Court 
or Board under the Act, at any time between the hours of sunrise 
and sunset, enter any building* factory, workshop or other place 
qr premises whatsover and inspect the same or, any work, ma~ 





or article therein or interrogate any persons 
therein in respect of anything situated therein or any matter re- 
levant to the subject-matter of the inquiry or investigation. 

Coi^i?t or Board m^y appoint Experts or Assessors 

M* The Court or Board may employ competent experts or 
assessors to. examine the books or official reports of either party 
ipKi to advise, it upon any technical or other matter material to 
^he. investigation, but shall not disclose such reports or the re- 
sults of such inspection or examination without the consent of 
both the parties to the dispute. 

Powers of Courts and Boards 

20. In addition to the powers conferred by sub-section (2) of 
section 9 Courts and Boards shall have the following powers also, 
namely : — 

Powers vested in Courts under the Code of Civil Procedure, 
1908, when trying a suit in respect of the following matters : — 

(a) discovery and inspection, 

(b) granting adjournments, 

<c) reception of evidence taken on affidavit, 
and the Court or Board may summon and examine suo motu any 
person whose evidence appears to it to be material and shall be 
deemed to be a civil court within the meaning of sections 480 
and 482 of the Code of Criminal Procedure, 1898. 

Decision by Majority 

21. All questions arising for decision at any meeting of a 
Court or Board shall be decided by a majority of the votes of the 
members thereof (including the Chairman) present at the meet- 
ing. In the event of an equality of votes, the Chairman shall also 
have a second or casting vote. 

Right of Representatives 

22. The representatives of the parties, appearing before a 
Court, or Board, shall have the right of examination, cross- 
examination and re-examination and of addressing the Court or 
Board when all evidence has been called. 

PART III 

REMUNERATION OF MEMBERS OF COURTS AND* BOARDS 
AND WITNESSES AND ESTABLISHMENT 

Travelling allowance 

28, A member of a Court or Board, if a non-official/ will be 
entitled to draw travelling' allowance' and halting allowance for' 
any Journey performed by him in connection with his duties as 
such member at the rates admissible and subject to the condi* 
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ttons applicable to a Government servant of the first grade mdtfr 
the Bombay Civil Service Rules. 

£ees 

! 24. The Chairman and members of a. Court or Board sji&ll 

be granted such fees as may be sanctioned by the Provincial Gov- 
ernment in each case. 

Expenses of Witnesses 

25. The reasonable expenses incurred by any. person who is 
summoned and duly attends to give evidence as a witness before 

a Court or Board may be allowed by the ■■ -&&£ ■■■ to such person 
according to the scale prescribed in the High Court in the City 
of Bombay and according to the scale prescribed for a District 
Court elsewhere. 

Remuneration to Experts or Assessors 

26. Where experts or assessors are appointed by a 
under rule 19, their remuneration shall be determined by the 
Provincial Government. 

Establishment 

27. The Provincial Government may appoint such persons 
to be the Secretary and clerks of the Court or Board as it may 
think necessary and may fix the salaries and allowances payable 
to them. 


PART IV 

REPRESENTATION OF PARTIES 

How Parties may be represented 

28. Any party to a reference may be represented before a 
Court or Board by not more than three persons designated by 
him tor the purpose, of whom one may be a legal practitioner, 
provided that the names of such persons shall have been com- 
municated to the Chairman before the hearing. 

Parties bound by Acts of Representatives 

29. Every party appearing by a representative shall be 
bound by the acts of such representative. 


FORM A 

(SEE RULES 3 AND 4) 

Form cf Application under section 3 of the Trade Disputes Act; 
1929, for the reference of a trade dispute to a 

: 'Wtoereas a trade dispute between: ' 

and and it is expedient that 
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the mitten specified In the appended statement which are connected with or relevant 

to the dispute 

the depute inauiry . Court of Inquiry 

should i>e Telerred lor Investigation and settlement a Board of Conciliation, 
an application Is hereby made to the Government of Bombay under 
section 3 of the Trade Disputes Act, 1929, that the should 


be referred to a 


Court of Inquiry 
Board of Conciliation. 


2* This application is made on behalf of 

by the undersigned who have been 
duly authorised to make this application by* 


3. A statement giving the particulars of the dispute as re- 
quired by rule 3 of the Bombay Trade Disputes Rules, 1930, is 
appended hereto, duly signed. 


$4. The applicant(s) recommend (s) that the following per- 
sons be nominated tto represent — — on the Board of Con- 
ciliation that may be appointed : — 

Name Address 

( 1 > 

(2) 


Place 


Date 

Signature of Applicant (s) 
Designation of Applicant (s) 
To 


The Registrar of Trade Unions, 
Bombay Presidency, 

Secretariat, Bombay. 


FORM B 
(SEE RULE 5) 

Form of Order of Appointment of a Court of Inquiry/Board of 
Conciliation under sccftiota 4/6 of the Trade Disputes Act, 1929 

GOVERNMENT OF BOMBAY 
Political and Services Department 
Bombay Castle, 19 . 

Whereas trade dispute between 

and the Oovernment of Bombay, in exercise 

of the powers conferred by sections 4/6 of the Trade Disputes 

• Here »Ute the manner Is which the authority wa* given. 

t paragraph should be struck off in the case of an application for reference to a 
Court of inquiry, 

X Not mote than two muses may recommended. 
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Act, 1929 (VII Of 1929), is pleased to appoint a 

ywtifting the eaM diepute ' . . 

Investigating the uid dispute and promoting a settlement thereof » Consisting OI 


(Chairman) and 
(Members) 


2. The terms of reference to the said — shall be as 

follows : — 


By order of the Governor of Bombay. 

Secretary to the Government of Bombay, 
Political and Services Dept. 


FORM C 
(SEE RULE 5) 

Form of Order of Appointment of a Court of Inquiry /Board 
of Conciliation under section 4/6 of the Trade Disputes Act, 1929 

GOVERNMENT OF BOMBAY 


Political and Services Department 

Bombay Castle, 19 . 


Whereas a trade dispute -iVj^piaTndid between 
and and whereas applications have been 

made -i5Tb?rarsr the said and 

under section 3 of the Trade Disputes Act, 

1929, for the appointment of a sSnSs hthe Government ol 


Bombay in exercise of the powers conferred by section 4/6 of the 

, . . Court of Inquiry for investigating the sal 

Said Act, is pleased to appoint a gQgfj Q f Conciliation for investigating tbap 

said dispute and promoting a settlement thereof • Consisting Of 


(Chairman) and 


(Members) 

2. The terms of reference to the said shall be as 

follows : — 


By order of the Governor of Bombay, 

Secretary to the Government of Bombay, 
Political and Services Department. 
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form D , 

(SEE RULE 6 ) 

Form of Notice to Parties to nominate Representatives, etc. 

Whereas a ti-ade dispute 4 apprehende d between and 

and whereas the Provincial Gov- 
ernment considers it expedient to refer the said dispute under 
Section 3 of the Trade Disputes Act, 1929, to a Board 1 of Concilia- 
tion for the purpose of investigating the same and for promoting 
a settlement thereof, you are hereby required, within seven days 
of the receipt of this notice, to intimate to the undersigned the 
name(s) and address(es) of one/two person(s) whom you wish 
to recommend for appointment as your representative (s) on the 
said Board. 

2. You are also required to forward to the undersigned, with- 
in seven days of the receipt of this notice, a brief statement of 
the matters in dispute between you and 

and of the issues you desire to be referred to the Board. 

3. If you fail to make the recommendation within the period 
above-mentioned, the Government of Bombay will select, and 
appoint such person (persons) as it thinks fit to represent you. 

Secretariat, Bombay. 

Dated 19 Registrar of Trade Unions, Bombay 

Presidency. 

To . 


FORM E 


(SEE RULE 12) 

SUMMONS TO WITNESSES 

Whereas a trade dispute between 
and has been referred to 

this Boatdofco^ilation for investigation under section 3 of the Trade 
Disputes Act, 1929, you are hereby summoned to appear before 

this — at in person on the clay 

of at o’clock in the noon and 


on succeeding days until you are discharged by the to 

answer all material questions relating to the said dispute end, you 
are directed to produce on those days all the books; papers and 
other documents and things in your possession or unde? your 
control in any way relating to the- matter under investigation by 


this 


Coort 

Board 


Dated 
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FORM F 
(SEE RULE 12) 

SUMMONS TO PARTIES 

Whereas a trade dispute between and has 

been referred to this for investigation under 

sectibh 3 of the Trade Disputes Act, 1929, you are hereby sum- 
moned to appear before this — at in person 

or by duly authorised representatives who will be able to answer 
all material questions relating to the matters in dispute, on the 
day of 19 , at o’cock 

in the noon and on succeeding days until 

the sittings of the Court are concluded to answer all material 
questions relating to the said dispute and to produce on those 
days all books, papers and other documents and things in your 
possession or under your control in any way relating to the matter 
under investigation by this — 

2. Take notice that in default of your appearance on the day 
before mentioned, the said dispute will be heard and determined 
in your absence. 

Seoretarv 

oeLi eidriy , jj oan j 0 f Conciliation 

Dated 


Trade Disputes (Central) Rules, I93 8. 

BOMBAY CASTLE, 27TH APRIL 1938 
No. 2317/34. — The following notification by the Government 
of India, Department of Labour, is republished : — 

No. L.-1785, dated Simla, the 20th April 1938. 

In exercise of the powers conferred by section 19 of the Trade 
Disputes Act, 1929 (VII of 1929), and by the said section, of the 
said Act as in force in Berar, and in supersession of all previous 
rules made in this behalf in so far as such rules relate to indus- 
tries, businesses and undertakings carried on by the Central 
Government or under its authority or by the Federal Railway 
Authority or by a railway company operating a federal railway, 
the Central Government is pleased to make the following rules 
for the purpose of giving effect to the provisions of the said Act. 

PRELIMINARY 

flift aitdappKbetidn 

(1) ThSSe tfuies-rhaybe called the Tritde Disputes (Cen- 
tral) Rules, 1938. 
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(2) These rules apply in respect of industries, businesses and 
undertakings carried on by the Central Government or under its 
authority or by the Federal Railway Authority or by a railway 
company operating a federal railway. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) “ the Act ” means the Trade Disputes Act, 1929 ; 

(b) “ section ” means a section of the Act ; 

(c) “ Form ” means a form appended to these rules ; 

(d) “ Chairman ” means the Chairman of a Court or Board, 
or, if the Court or Board consists of one person only, 
such person. 

Definition of employer in the case of a railway administered byj 
the Central Government 

3. In the case of a railway administered by the Central Gov- 
ernment or by the Federal Railway Authority the Agent or Man- 
ager of the railway shall be the authority who is the employer 
within the meaning of clause (c) of section 2. 


PART I 

Procedure for reference to Courts of Inquiry or Boards 
of Conciliation 

Application . 

4. An application for the reference of a trade dispute to a 
Court or Board shall be made in Form A set out in the Schedule 
and shall be forwarded by registered post in triplicate to the 
Secretary to the Government of India in the Department of 
Labour. The application shall be accompanied by a statement 
setting forth : — 

(a) the parties to the dispute ; 

(b) the nature and cause of the dispute, including any de- 
mands made by either party on the other to which ex- 
ception is taken by the opposite party ; 

( c ) an estimate of the number of pe r eons 'affected or likely 
to be affected by the dispute ; 

id) the efforts made by the parties themselves to adjust the 
dispute ; 

(e) in the case of an application for the appointment of a 
Court of Inquiry the specific matters on 'Which an en- 
quiry by a Court Is desired. 
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Attestation of application 

5. The application and the statement accompanying It Shall 
be signed— 

(a) In the case of an employer, by the employer himself, or, 
when the employer is an incorporated company or other 
body corporate, by the Agent, Manager or other principal 
officer of the Corporation : 

(b) in the case of employees — 

(i) where the employees are members of a registered 
trade union, by two of the officers of the union duly 
authorised in writing in this behalf by a majority 
of the union members affected ; 

(ii) where any or all of the employees are not mem- 
bers of a registered trade union, by not less 
than ten of the employees concerned duly autho- 
rised in writing in this behalf by the majority of 
the employees. 

Notification of appointment 

0. The appointment of a Court or Board together with the 
names of persons constituting the Court or Board shall be noti- 
fied in the Gazette of India. 

Notice to nominate representatives 

7. (1) If the Central Government propose to appoint a 
Board consisting partly of representatives of the parties to the 
dispute, a notice shall be sent in Form B set out in the Schedule 
to the parties to nominate persons to represent them on the 
Board. 

The time to be allowed for making nominations shall not be 
less than seven days nor more than one month from the date of 
the service of the notice. 

(2) The notice shall — 

(1) in the case of an employer, be sent to the employer 
himself, or, when the employer is an incorporated com- 
pany or other body corporate, to the Agent,, Manager or 
other principal officer of the Corporation ; 

(ii) in the case of employees who are members of a regis- 
tered trade union, be sent to the Secretary of the Union ; 

(ill) in the case of employees any or all of whom are not 
members of a registered trade union, be served on any 
two of the signatories to the application under sub- 
clause (11) of clause (b) of rule 5, or, if service on the 
signatories is not practicable, be served by affixing a 
copy thereof In some conspicuous place at or near the 
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place where the employees work or where fc mfcfortiy’Af 
"them reside dr by advertisement in one or more suitable 
newspapers. 


PART II 


POWERS AND PROCEDURE OF COURTS AND BOARDS 
Place and time of Hearing 

S. The sittings of the Court or Board shall be held at such 
times and places as are from time to time fixed by the Chairman, 
who shall inform the parties in such manner as he may deem 
necessary of the time and place at which sittings are to be held ; 
.provided that so far as practicable, the Court or Board shall sit 
4n*the locality within which the subject-matter of the proceeding 
before it arose. 

Quorum 

9. The quorum necessary to constitute a sitting of a Court 
or Board shall be as follows 

Quorum 

where the number constituting the Court or 
Board is 2 T 

where the number constituting the Court or Board 
is more than 2 but less than 5 .. 2 

Where the number constituting the Court or Board is 
S or more 3 

Administration of oath 

. . 10.. Any member of a Court or Board may administer an oath. 

Evidence 

11. The Court or Board may accept, admit or call for any 
evidence at any stage and in any manner which in equity and 
good conscience it thinks fit. 

-Summons 

* « 12. A summons issued by the Court or Board shall be in 

Form C, set out in the Schedule. 

'Service of summons or notice 

I,.. 13. Any summpns or notice issued by the Court or. Board 
be. served either personally or by registered post. , 

-Prucedtrre at tfae flrst sitting 

M. At the.ftrst fitting of the Court dr Bbkrd £hfe> Chairman 
tt ujfod'tbe^artie* insuoh wder ashe may^Unk fit to 
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Information to be kept confidential 

16. All books, papers and other documents- or things pro r 
doced before a Court or Board whether voluntarily or In pursue 
a nee of a summons may be inspected by the Court or Board and 
also by such parties as the Court or Board allows ; bat the in- 
formation obtained therefrom shall not, except as provided in the 
Act, be made public and such parts of the books, papers, docu- 
ments or things as in the opinion of the Court or Board do not 
relate to the matters at issue may be sealed up. 

Coart or Board may proceed ex- parte 

16. If without good cause shown any party to proceedings 
before the Court or Board falls to attend or to be represented the 
Court or Board may proceed as if he had duly attended or had 
been represented. 

Power of entry and inspection 

17. A Court or Board or any member thereof or any other 
person authorised in writing by a Cout or Board in this behalf 
may. for the purposes of any enquiry or investigation entrusted 
to the Court or Board under the Act, at any time between the 
hours of sunrise and sunset, enter any building, factory, work- 
shop or other place or premises whatsoever and inspect the same 
or any work, machinery, appliance or article therein or interro- 
gate any pesons therein in respect of anything situated therein 
or any matter relevant to the subject-matter of the enquiry or 
investigation. 

Court or Board may appoint experts or assessors 

18. The Court or Board may employ competent experts or 
assessors to examine the books or official reports of either party 
and to advise it upon any technical or other matter material to 
the investigation, but shall not disclose such reports or the re- 
sults of such inspection or examination without the consent of 
both the parties to the dispute. 

Posters of Courts and Boards 

19. In addition to the powers conferred by sub-section (2) 
of section 9 of the Act, Courts and Boards shall have the follow- 
ing powers also, namely : — 

Powers vested In Courts under the Code of Civil Procedure,' 
1908, when trying a suit In respect of the following matters ' 
(a; discovery and Inspection, 

(b) granting adjournments, 

'c) reception of evidence takenon affidavit, 
and the Court or Board may summon and examine suo motu any 
person w’-»ose evidence appears to it to be material, and shall be 
deemed to be a civil court within the meaning of sections 480 and 
of the Code of Criminal Procedure, 1898, 
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Decision by majority & 

SOLAR questions arising for decision at any meeting of a 
Court or Board shall be decided by a majority of the- votes of . the 
members thereof (including the Chairman* present at the meet- 
ing* m the event of an equality of votes, the Chairman shall 
also have a casting vote. 

Right' of representatives 

21. The representatives of the parties, appearing before a 
Court or Board, shall have the right of examination, cross-exami- 
nation and re-examination and of addressing the Court or Board 
when all evidence has been called. 

PART ni 

Remuneration of members of Courts and Boards and witnesses 
and Establishment 

Travelling allowance 

, 22. A member of a Court or Board, If a non-official, will be 

entitled, to draw travelling allowance and halting allowance for 
any journey, performed by him in connection with his duties as 
such member at the rates admissible, and subject to the condi- 
tions applicable, to a Government servant of the first grade under 
the Supplementary Rules issued by the Central Government, . 
Fees ■ 

22. The Chairman and members of a Court or Board Shall 
be granted such fees as may be sanctioned by the Central Gov- 
ernment in eAch case. 

Expenses of witnesses 

24. liyeiy person who is summoned and duly attends as a 
witness before a Court, or Board shall be entitled to an allow- 
ance for expenses according to the scale for the time being in 
force with respect to witnesses in Civil Courts in the Province 
where the enquiry, or investigation is being cpnducted. 

Establishment . 

25. The Central Government may appoint such persons to 
be the Secretary and clerks of a Court or Board as it may think 
necessary and may fix the salaries and allowances payable to 
them. 

PART I V 

Representation of parties 
Bow partlesmay be represented 

28. Any party to a reference may be represented before & 
Court or Board by not more than three persons designated by' 
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him for the purpose, of whom one may be a legal practitioner 
as hereinafter provided. 

Representation by a legal practitioner 

27. Any party to a reference before a Court or Boardhmy 
bo represented by a legal practitioner, subject to such procedure or 
rales of evidence as the Court or Board may prescribe. 

Forties bound by acts of representatives 

28. Every party appearing by a representatives shall be 
bound by the acts of such representative. 


SCHEDULE 
FORMA 
(Vide rule 4) 


Form of application under section 3 of the Trade Disputes 
Act, 1929, for the reference of a trade dispute to of ^ ODrili 1 ati °" 

r Court of inquiry 

Whereas a trade dispute *— ^,^ ndc< 1 between 
and and it is expedient that 

the matters specified in the enclosed statement which are con- 


nected with ° r dl,pute — should be referred >for 

enquiry , Court of Inquiry, _ 

investigation and settlement a Board of Conciliation, H 

an application is hereby made under section 3 of the Trade 


Disputes Act, 1929, that the ^d di^teT 
should be referred to a B^oV^nXcsr- 


1 


Th*S application Is made by the undersigned who have been 
dal y authorised to make this application by* 


A statement giving particulars of the dispute as required toy 
rule 4 of the Trade Disputes (Central) Rules, 1938, is enclosed. 

Signature of applicant (s) 


To 

The Secretary to the Government of India, 

Department of Labour. 


* Where an apftteatioti to madeoa behalf of the employees, state the 
the sittsrity was give*. 
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FORM B 
(Vide rule 7) 

Whereas a trade dispute „ betwwa 

and and it is 

expedient to refer the said dispute under section 3 of the Trade 
Disputes Act, 1929, to a Board of Conciliation for the purpose of 
inv es tiga ting the same and for promoting a settlement thereof, 
you are hereby required to intimate to the undersigned not later 
than the the name(s) and 

addrcss(es) of one (two) person(s) whom you wish to recom- 
mend for appointment as your representative (s) on the said Board. 

If you fail to make the recommendation by the date specified 
above, the Central Government will select and appoint such per- 
son (persons) as it thinks fit to represent you. 

Secretary to the Government of India. 


FORM C 
(Vide rule 12) 

Whereas a trade dispute between 
and has been referred to this 

r°^r^ f r r y ! ° ^ ^= — for investigation under section 3 of the Trade 
Disputes Act, 1929, you are hereby summoned to appear before 

this In person on the day of at 

o’clock in the noon to answer all material 

questions relating to the said dispute and you are directed to pro- 
duce on that day all the books, papers and other documents and 
things in your possession or under your control in any way re- 
lating to the matter under investigation by this 
Dated 


Secretary KgS SlSb 
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Workmen’s Compensation Act, 1923 

INDIA ACT NO. VIII OP 1923. 1 

An Act to provide for the payment "by certain classes of 
employers to their workmen of compensation for injury by 
accident. 

WHEREAS it is expedient to provide for the payment by 
certain classes of employers to their workmen of compen- 
sation for injury by accident ; It is hereby enacted as fol- 
lows : — 


CHAPTER I. 

PRELIMINARY. 

Short title, extent and commencement. 

1. (1) This Act may be called the Workmen’s Com- 
pensation Act, 1923. 

(2) It extends to the whole of British India, including 
British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on the first day of July, 
1924. 

Definitions. 

2. (1) In this Act, unless there is anything repugnant 
in the subject or context, — 

(o) “ adult ” and “ minor ” mean respectively a person 
who is not and a person who is under the age of 
fifteen years ; 

(b) “ Commissioner ” means a Commissioner for Work- 
men’s Compensation appointed under Section 20 ; 

(c) “ compensation ” means compensation as provided 
for by this Act ; 

2 [(d) “dependant” means any of the following rela- 
tives of a deceased workman, namely : — 

1 For Statement of Objects and Reasons, see Gasette of India, 1022, Pt. V, p. 818, and 
toe Report of Joint Committee, see ibid, 1828. Pt* V, p. 87. 

This Act has been declared In force in the district of Khondmals by s. 8 and Sob. of the 
Kbondmais Laws Refutation, 1888 (IV of 1980). and in the district of Anful by a. 8 and Sob. 
of the Aagul Laws Refulation, 1888 (V of 1886). 

t This clause was sabsti tilted by s. 2 of the Workmen’s Compensa ti on (A nW n dHO M ) Act 
1888 (16 of 1888). ; ? 
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' (*) a ’[widow],' a minor legitimate son, and un- 

married legitimate daughter, or a widowed 
mother ; and 

(ii) if wholly or in part dependent on the earnings 
of the workman at the time of his death, a 
2 [widower], a parent other than a widowed 
mother, a minor illegitimate son, an unmarried 
illegitimate daughter, a daughter legitimate or 
illegitimate if married and a minor or if, widow- 
ed, a minor brother, an unmarried or widowed 
sister, a widowed daughter-in-law, a minor child 
of a deceased son, 3 [a minor child of a deceased 
daughter where no parent of the child is alive,] 
or, where no parent of the workman is alive, 
a paternal grandparent ;] 

(e) . “employer” includes any body of persons whether 
incorporated or not and any managing agent of an 
employer and the legal representative of a deceas- 
ed employer, and, when the services of a work- 
man are temporarily lent or let on hire to another 
person by the person with whom the workman .has 
entered into a contract of service or apprentice- 
ship, means such other person while the workman 
is working for him ; 

(f) “ managing agent ” means any person appointed or 
acting as the representative of another person for 

- the purpose of carrying on such other person’s 
trade or business, but does not include an indi- 
vidual manager subordinate to an employer; 

(g) “partial disablement” means, where the disable- 
ment is of a temporary nature, such disablement 
as reduces the earning capacity of a workman in 
any employment in which he was engaged at the 
time of the accident resulting in the disablement, 
and, where the disablement is of a permanent 
nature, such disablement as reduces his earning 

•) • t Tkk word mm infettt toted tot the word “husband”, ibid. 

» Ohm* words tad the comma were inserted, ibid. 
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capacity in every employment which he was capa- 
ble of undertaking at that time : provided that 
every injury specified in Schedule I shall be deem- 
ed to result in permanent partial disablement ; 

(h) “prescribed” means prescribed by rules made under 
this Act ; 

(i) “qualified medical practitioner” means any per- 
son registered under the Medical Act, 1868, or any 
Act amending the same, or under any Act of any 
Legislature in British India providing for the main- 
tenance of a register of medical practitioners, or, 
in any area where no such last-mentioned Act is 
in force, any person declared by the ''[Provincial 
Government], by notification in the 2 [Official 
Gazette ], to be a qualified medical practitioner for 
the purposes of this Act ; 

8 • * e 


( k ) " seaman ” means any person forming part of the 
crew of any 44 * ship, but does not include the 
master of 6 [the] ship ; 

(Ij “total disablement” means such disablement, 
whether of a temporary or permanent nature, as 
incapacitates a workman for all work which he was 
capable of performing at the time of the accident 
resulting in such disablement : provided that per- 
manent total disablement shall be deemed to re- 
sult from the permanent total loss of the sight of 
both eyes or from any combination of injuries spe- 
cified in Schedule I where the aggregate percen- 
tage of the loss of earning capacity, as specified in 
that Schedule against those injuries, amounts to 
one hundred per cent. ; 

(in) “wages” includes any privilege or benefit which is 
capable of being estimated in money, other than 


LThate words were substituted for the words "Local Government** by the Government 
am' (Adaptation of Indian Laws) Order, 1987. M 

1 These words were substituted for the words "local official Gasette”, Hid, ' 

mVfSnSir *”***** by * 1 °* Workmen’s Compensation (A m e nd me n t ) Act, 

1 
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A travelling allowance or the value of any travel- 
ling concession or a contribution paid by the em- 
ployer Of a workman towards any pension or pro- 
vident fund or a sum paid to a workman to cover 
any special expenses entailed on him by the nature 
of his employment ; 

(n) “ workman ” means any person (other than a per- 
son whose employment is of a casual nature and 
who is employed otherwise than for the purposes 
of the employer’s trade or business) who is — 

(i) a railway servant as defined in Section 3 of 
the Indian Railways Act, 1890, not permanently 
employed in any administrative, district or 
sub-divisional office of a railway and not em- 
ployed in any such capacity as is specified in 
Schedule II, or 

(ii) employed * * on monthly wages not exceed- 
ing three hundred rupees, in any such capacity 
as is specified in Schedule II, 

whether the contract of employment was made 
before or after the passing of this Act and 
whether such contract is expressed or implied, 
oral or in writing ; but does not include any 
person working in the capacity of a member 
of His Majesty’s naval, military or air forces 
***•*; and any reference to a workman who 
has been injured shall, where the workman is 
dead, include a reference to his dependants or 
any of them. 

(2) The exercise and performance of the powers and 
duties of a local authority or of any department 3 [acting 
on behalf of the Crown] shall, for the purposes of this Act, 
unless a contrary intention appears, be deemed to be the 
trade or business of such authority or department. 


1 The word* “either by way of manual labour or 4 * were omitted by a.3 of the Work- 
men’! Compensation (Amendment. Act, 1SK» (15 of 1038). y m 

m I1*i?Brdn“of of tho Royal Indian Marine Service” were omitted by the 

of India (Adaptation of Indian Law*) Order, 1087. ^ 

8 These wards were m b e flUrt od for the words, “of the Gov ernmen t**, { M r f 


LABOUR AND FACTORY LEGISLATION 


1 [(3) TKe 2 [Provincial Government], after giving, by 
notification in the 3 [Official Gazette], not less than three 
months’ notice of 4 [its] intention so to do, may, by a like 
notification, add to Schedule II any class of persons em- 
ployed in any occupation which 6 [it] is satisfied is a hazar- 
dous occupation, and the provisions of this Act shall there- 
upon apply 6 [within the Province] to such classes of per- 
sons : 

Provided that in making such addition the 2 [Provincial 
Government] may direct that the provisions of this Act 
shall apply to such classes of persons in respect of specified 
injuries only.] 


CHAPTER IL 

WORKMEN’S COMPENSATION. 


Employer’s liability for compensation. 

3. (1) If personal injury is caused to a workman by 

accident arising out of and in the course of his employment, 
his employer shall be liable to pay compensation in ac- 
cordance with the provisions of this Chapter : 

Provided that the employer shall not be so liable — 

(a) in respect of any injury which does not result in 
the total or partial disablement of the workman 
for a period exceeding 7 [seven] days ; 

(b) in respect of any 8 [injury, not resulting in death, 
caused by] an accident which is directly attribut- 
able to — 

(i) the workman having been at the time thereof 
under the influence of drink or drugs, or 

(ii) the wilful disobedience of the workman to an 
order expressly given, or to a rule expressly 

1 This sub-section wm substituted by a. 9 of .the Workmen's Compensation (Amend* 
vnent) Act, 1988 (18 of 1988). 

2 These words were substituted for the words “Governor General in Council"' by the 
Government of India (Adaptation of Indian Laws) Order, 1987. 

8 These words were substituted for the word “Gasette of India**, ibid. 

4 This word was substituted for the word “his", ibid. 

. 8 This word wm substituted for the word “be", ibid. 

a of the Workmen’. Compos*- 
words “injury to a workman reeutttaff tan," ibid. 



labour and factory lhqislation 




framed, for the purpose of securing the safety 
of workmen, or 

(tti) the wilful removal or disregard by the work- 
man of any safety guard or other device which 
he knew to have been provided for the pur- 
pose of securing the safety of workmen, 

i* • • 

(2) 2 [If a workman employed in any employment 
specified in Part A of Schedule III contracts any disease 
specified therein as an occupational disease peculiar to that 
employment] or if a workman, whilst in the service of an 
employer in whose service he has been employed for a con- 
tinuous period of not less than six months in any employ- 
ment specified in 3 [Part B of] Schedule III, contracts, any 
disease specified therein as an occupational disease peculiar 
to that employment, the contracting of the disease shall 
be deemed to be an injury by accident within the meaning 
of this Section and, unless the employer proves the con- 
trary, the accident shall be deemed to have arisen out of 
and in the course of the employment. 

. Explanation.— For the purposes of this sub-section a 
period of service shall be deemed to be continuous which 
has not included a period of service under any other em- 
ployer 4 [in the same kind of employment]. 

(3) The 6 [Provincial Government] after giv ing , by 
notification in the e [Official Gazette], not less than three 
months’ notice of 7 [its] intention so to do, may, by a like 
notification, add any description of employment to the em- 
ployments specified in Schedule III, and shall specify in 
the case of the employments so added the diseases which 

* -»•'«* Co»p—ilO. 

s Hum word* were eubeUtuted by *. 8 of the Workmen'* (Amen dOen U 

Act. IMS (9 of IMS). 

• These words were inserted, ibid. 

4 Tbeee word* were added, ibid 

M 4 These words were enbettaited for the words “Governor C 1 1 « ^ » *» 

Government of India (Adaptation of Indian Laws) Order, 1987, ■ 

4 Thcee word # were subetttnted for the words “Gaaette of India”, (bid, 

T This word was aabotitttted for the word "hie”, ibid. 
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T f Within the Province} shall be deemed for the purposes 
of this Section to be occupational diseases peculiar to those 
employments respectively, and the provisions of sub-sec- 
tion (2) shall thereupon apply 1 [within the Province] as 
if such diseases had been declared by this Act to be occu- 
pational diseases peculiar to those employments. 

(4) Save as provided by sub-sections (2) and (3), no 
compensation shall be payable to a workman in respect of 
any disease unless the disease is 2 * * directly attributable 
to a specific injury by accident arising out of and in the 
course of his employment. 

(5) Nothing herein contained shall be deemed to con- 
fer any right to compensation on a workman in respect of 
any injury if he has instituted in a Civil Court a suit for 
damages in respect of the injury against the employer or 
any other person ; and no suit for damages shall be lhain- 
tainable by a workman in any Court of law in respect of 
any injury — 

(a) if he has instituted a claim to compensation in res- 
pect of the injury before a Commissioner ; or 

(b) if an agreement has been come to between the 
workman and his employer providing for the pay- 
ment of compensation in respect of the injury in 
accordance with the provisions of this Act. 

Amount of compensation. 

4. 3 [(1) Subject to the provisions of this Act, the 
amount of compensation shall be as follows, namely: — 

A. Where death results from the injury — . 

(i) in the case of an adult in receipt of monthly wages 
falling within limits shown in the first column of 
Schedule IV— the amount shown against such li- 
mits in the second column thereof, and 

(ii) in the case of a minor— two hundred rupees ; 

l These words wera Inserted by the Government of Indie (Adaptation of Indian Laws) 
Order.l m. 

tThe words **aoWy and” were omitted by a. 8 of tbe Workmen** Owsp e n a at lon 
(Amendment) Act, 1888 (It of 1888). 

8 This sub-seoftfon was substituted by s. 4» Aii ’ 
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B. Where permanent total disablement results from 
the injury — 

(i) in the case of an adult in receipt of monthly wages 
falling within limits shown in the first column of 
Schedule IV — the amount shown against such limits 
in the third column thereof, and 
, (n) in the case of a minor — twelve hundred rupees ; 

C. Where permanent partial disablement results from 
the injury — 

(i) in the case of an injury specified in Schedule I, 
such percentage of the compensation which would 
have been payable in the case of permanent total 
disablement as is specified therein as being the per- 
centage of the loss of earning capacity caused by 
that injury, and 

(ii) in the case of an injury not specified in Schedule 
I, such percentage of the compensation payable in 
the case of permanent total disablement as is pro- 
portionate to the loss of earning capacity perma- 
nently caused by the injury ; 

Explanation . — Where more injuries than one are caused 
by the same accident, the amount of compensation payable 
Under this head shall be aggregated but not so in any case 
as to exceed the amount which would have been payable 
if permanent total disablement had resulted from the 
injuries ; 

P- Where temporary disablement, whether total or 
partial, results from the injury, a half-monthly pay- 
ment payable on the sixteenth day after the expiry 
of a waiting period of seven days from the date of 
the disablement, and thereafter half-monthly dur- 
ing the disablement or during a period of five years, 
whichever period is shorter, — 

(i) in the case of an adult in receipt of monthly wages 
falling within limits shown in the first column of 
Schedule IV-— of the sum shown against such limits 
in the fourth column thereof, and 
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(») in the case of a minor— of one-half of his monthly 
wages, subject to a maximum of thirty rupees : 
Provided that— 

(a) there shall be deducted from any lump sum or half- 
monthly payments to which the workman is en- 
titled the amount of any payment or allowance 
which the workman has received from the em- 
ployer by way of compensation during the period 
of disablement prior to the receipt of such lump 
sum or of the first half-monthly payment, as the 
case may be ; and 

(b) no half-monthly payment shall in any case exceed 
the amount, if any, by which half the amount 1 of 
the monthly wages of the workman before the acci- 
dent exceeds half the amount of such wages which 
he is earning after the accident.] 

(2) On the ceasing of the disablement before the date 
on which any half-monthly payment falls due. there shall 
be payable in respect of that ha f-month a sum propor- 
tionate to the duration of the disablement in that half- 
month. 


Method of calculating wages. 

5. In 1 this Act and for the purposes thereof the ex- 
pression “ Monthly Wages ” means the amount of wages 
deemed to be payable for a month’s service (whether the 
wages are payable by the month or by whatever other period 
or at piece rate) and calculated as follows, namely : — 

(o) where the workman has, during a continuous 
period of not less than twelve months immediately 
preceding the accident, been in. the service of the 
employer who is liable to pay compensation, the 
monthly wages of the workman shall be one-twelfth 
of the total wages which have fallen due for pay- 
ment to him by the employer in the last twelve 
months of that period ; . . ■ 


1 The bnckeU and Sturt. onrtttjdby «.* of the Wbrktnen'i Oomjxiwijtfoj 

ntadmeni) Act, 1088 (9 of 1038). See also Workmen's Compensation Amendment At*. 


(Amendment) Aet. 1088 { 
1088. 
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where the whole of that continuous period of 
service immediately preceding- the accident during 
which the workman was in the service of the em- 
ployer who is liable to pay the compensation was 
less than one month, the monthly wages of the 
workman shall be 1 2 the average monthly amount 
which, during the twelve months immediately pre- 
ceding the accident, \y as being earned by a work- 
man employed on the same work by the same 
employer, or, if there was no workman so employed, 
by a workman employed on similar work in the 
same locality ;] 

Restoration of Proceedings. 

Where in any proceedings under the Workmen’s Com- 
pensation Act, 1923 (VIII of 1923), concluded after 
the 1st day of July 1934 any person has been found 
by a Court not to be a workman within the mean- 
ing of that Act only by reason of the fact that his 
wages were payable otherwise than by the month 
or on a monthly basis, such findings shall be void 
and of no effect ; and the Court shall, notwith- 
standing any thing contrary in the Indian Limita- 
tion Act, 1908 (IX of 1908), or any other law for the 
time being in force, on application made within six 
months from the commencement of this Act by any 
person prejudicially affected by such findings, 
restore the proceedings at, and continue the pro- 
ceedings frofn, the stage reached immediately be- 
fore the order embodying or based on such findings 
was made. 

3 [(c) In other case's, the monthly wages shall be 
thirty times the total wages earned in respect of 
the last continuous period of service immediately 
preceding the accident from the employer who is 


1 ThU dame «m Inserted, ibid. 

tm* *•" <w ‘ tud Compaction (AamdMMS) Act 

* Origin*! ateoM (ft) wm r*lettered d»«sc^), ibid. 
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liable to pay compensation, divided by the nuzttbfef 
of days comprising) such period, 

i* * * * * * ., * 

Explanation. — A period of service shall, for the pur- 
poses of 2 [this 3 [Section] ] be. deemed to be continuous 
which has not been interrupted by a period of absence from- 
work exceeding fourteen days. 

4* * * * * * * - # *r 

Review. 

6. (1) Any half-monthly payment payable under this 
Act, either under an agreement between the parties or under 
the order of a Commissioner, may be reviewed by the Com- 
missioner, on the application either of the employer or of 
the workman accompanied by the certificate of a qualified 
medical practitioner that there has been a change in the 
condition of the workman or, subject to rules made under 
this Act, on application made without such certificate. 

(2) ^ny half-monthly payment may, on review under 
this section, subject to the provisions of this Act, be con- 
tinued, ipcreased, decreased or ended, or if the accident is 
found to have resulted in permanent disablement, be con- 
verted to the lump sum to which the workman is entitled 
less any amount which he has already received by way of 
half-monthly payments. 

Commutation of half-monthly payments. 

7. Any right to receive half-monthly payments may, 

by agreement between the parties or, if the parties cannot 
agree and the payments have been continued for not less 
than six months, on the application of either party to the 
Commissioner be redeemed by the payment of a lump sum 
of such amount as may be agreed to by the parties or deter- 
mined by the Commission er, as the case may be. • 

1 Tbs proviso was omitted by s. 5 of the Workmen’s Compensation (Amendment) Aot, 
IMS (18 of 1988): 

9 The words “this ro b sec t ion* 1 * were substituted for the words “this section** by a. 8 of 
the Workmen’s Compensation (Amendment) Act, 1999 (8 of 1989). 

8 This word was substituted for the word “sub-section” by S. 4 of the Workaso’sCom- 
fmms&tm (Amendment) Act, 1998 (9 of 1988). 

4 Subjection (9) woe omitted by s. 8 of the Workmen’s Compensation ^Amende *eot) 
Act, 1888 (18 of 1988), 
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Distribution of compensation. 

8. t 1 (1) No payment Of compensation in respect of a 
Workman whoseF injury has resulted iri death, and no pay- 
ment of- a lump sum as compensation to a woman or a per- 
son under a : legal disability, shall be made otherwise than 
by deposit with the Commissioner, and no such payment 
made directly by an employer shall be deemed to be a pay- 
ment of compensation : 

2 [Provided that, in the case of a deceased workman, an 
employer may make to any dependant advances on 
account of compensation not exceeding an aggre- 
gate of one hundred rupees, and so much of such 
aggregate as does not exceed the compensation pay- 
able to that dependant, shall be deducted by the 
Commissioner from such compensation and repaid 
to the employer]. 

(2) Any other sum amounting to not less than ten 
rupees which is payable as compensation may be deposited 
with the Commissioner on behalf of the person entitled 
thereto. 

(3) The receipt of the Commissioner shall be a suffi- 
cient discharge in respect of any compensation deposited 
with him.] 

<4) On the deposit of any money under sub-section (1) 
3 [as compensation in respect of a deceased workman] the 
Commissioner 4 [shall deduct] therefrom the actual cost of 
the workman’s funeral expenses, to an amount not exceed- 
ing 6 [twenty-five rupees] and pay the same to the person 
by whom such expenses were incurred, and shall, if he 
thinks necessary, cause notice to be published or to be 
served on each dependant in such manner as he thinks fit, 
calling upon the dependants to appear before him on such 


(An^^^’if &>?***** * 4 of th « Workmen*. Compen»tlo» 

Aet, IMmKoMMS?* * ub * ti,uted b>r *■ 6 ot lh « Workmen*. CompennUon (Amendment) 
lDlQ^r-T uU^ * 'P*"*** 1 by ' * of th * Workmen** CompenmUoa (Amendment) Aet, 

4 These word, were .utoUtut ed fo r the words “may deduct** by i. 6 of the Workmen’. 
qpmpenmuJpn(Anwhrimom) drt,.MW (it ofiosm. , ■■ 

• Them word , were ro brtltuted for the wont. •*«» rupee, or so amah of that «M» 

hy .th. emplojwr on 
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date as he may fix for determining the distribution of the 
compensation. If the Commissioner is satisfied after any 
inquiry which he may deem necessary, that no dependant 
exists, he shall repay the balance of the money to the 
employer by whom it was paid. The Commissioner shall, 
on application by the employer, furnish a statement show- 
ing in detail all disbursements made. 

^(5) Compensation deposited in respect of a deceased 
workman shall, subject to any deduction made under sub- 
section (4), be apportioned among the dependants of the 
deceased workman or any of them in such proportion as the 
Commissioner thinks fit, or may, in the discretion of the 
Commissioner, be allotted to any one dependant. 

(6) Where any compensation deposited with the Com- 
missioner is payable to any person, the Commissioner shall, 
if the person to whom the compensation is payable is not a 
woman or a person under a legal disability, and may, in 
other cases, pay the money to the person entitled thereto. 

(7) Where any lump sum deposited with the Commis- 
sioner is payable to a woman or a person under a legal dis- 
ability, such sum may be invested, applied or otherwise 
dealt with for the benefit of the woman, or of such person 
during his disability, in such manner as the Commissioner 
may direct ; and where a half-monthly payment is payable 
to any person under a legal disability, the Commissioner 
may, of his own motion or on an application made to him 
in this behalf, order that the payment be made during the 
disability to any dependant of the workman or to any other 
person whom the Commissioner thinks best fitted to provide 
for the welfare of the workman.] 

2 [(8)] Where, on application made to him in this behalf 
or otherwise, the Commissioner is satisfied that, on account 
of neglect of children on the part of a parent or on account 
of the variation of the circumstances of any dependant or 
for any other sufficient cause, an order of the Commissioner 
as to the distribution of any sum paid as compensation or 

orfeAaal wbftBptipn (*) by. s. 4 oftl» 
by *4 of the Workmen's Compe* 


1 Sub-sections (5V — (7) were substituted for 
Workmen's Compensation (Amendment) Act, 19*9 
* Original sub se ct ion (6) was renumbered aa 
satfcm (Amendment) Act. 19*9 (S of 19*9). 


41 



642 LABOUR AND FACTORY LEGISLATION 

as to the manner in which any sum payable to any such 
dependant is to be invested, applied or otherwise dealt 
with, ought to be varied, the Commissioner may make such 
order for the variation of the former order as he thinks 
just in the circumstances of the case : 

Provided that no such order prejudicial to any person 
shall be made unless such person has been given an oppor- 
tunity of showing cause why the order should not be made, 
or shall be made in any case in which it would involve the 
repayment by a dependant of any sum already paid to him. 

1 C(9) Where the Commissioner varies any order under 
sub-section (8) by reason of the fact that payment of com- 
pensation to any person has been obtained by fraud, imper- 
sonation or other improper means, any amount so paid to 
or on behalf of such person may be recovered in the manner 
hereinafter provided in section 31.] 

Compensation not to be assigned, attached or charged. 

9 . Save as provided by this Act, no lump sum or half- 
monthly payment payable under this Act shall in any way 
be capable of being assigned or charged or be liable to 
attachment or pass to any person other than the workman 
by operation of law, nor shall any claim be set off against 
the same. 

Notice and claim. 

10 . ( 1 ) 2 [No claim for compensation shall be enter- 

tained by a Commissioner unless notice of the accident has 
been given in the manner hereinafter provided as soon as 
practicable after the happening thereof and unless the claim 
is preferred before him within one year of the occurrence 
Of the accident or, in case of death, within one year from 
the date of death :] 

Provided that, where the accident is the contracting of 
a disease in respect of which the provisions of sub-section 
(2) of section 3 are applicable, the accident shall be deemed 
to have occurred on the first of the days during which the 

(8 oMMty *ab-«eotion w«i elided, by Workmen’! Compensation (Amendment) Aet, IMS 
ActA^S&T" Wb * tlt0t * d bjr * 1 8 ° ru “ WotkmM ’1 Compton** (Amwdinent) 
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workman was continuously absent frtm work in conse- 
quence of the disablement caused by the disease : 

^Provided further, that the want of or any defect or 
irregularity in a notice shall not be a bar to the 2 [entertain- 
ment of a claim — ] 

(a) if the claim is 3 [preferred] in respect of the death 
of a workman resulting from an accident which 
occurred on the premises of the employer, or at any 
place where the workman at the time of the acci- 
dent was working under the control of the 
employer or of any person employed by him, and 
the workman died on such premises or at such 
place, or on any premises belonging to the employer, 
or died without having left the vicinity of the pre- 
mises or place where the accident occurred, or 

(b) if the employer 4 [or any one of several employers 
or any person responsible to the employer for the 
management of any branch of the trade or business 
in which the injured workman was employed] had 
knowledge of the accident from any other source at 
or about the time when it occurred :] 

Provided further, that the Commissioner may 6 [enter- 
tain] and decide any claim to compensation in any case not- 
withstanding that the notice has not been given, or the claim 
has not been 6 [preferred] in due time as provided in this 
sub-section, if he is satisfied that the failure so to give the- 
notice or 7 [prefer] the claim, as the case may be, was due 
to sufficient cause. 

(2) Every such notice shall give the name and address 
of the person injured and shall state in ordinary language 
the cause of the injury and the date on which the accident 
happened, and shall be served on the employer or upon 

1 Thif proviso was inserted by s. 7 of the Workmen’s Compensation (Amendment) Act 
IMS (10 of 1988). „ # 

8 These words were substituted for the words “maintainanoe of proceeding* by s. 0 of 
Uka Workmen’s Compensation (Amendment) Act, 1988 (9 of 1988). 

8 This word was substituted for the word “made”, ibid . ^ 4 

4 These words were inserted by s. 0 of the Workmen’s Compensation (Amendment) Act, 
1988(9 of 1998). 

5 This word was substituted for the word “admit”, ibid. 

8 This word was substituted for the word “instituted”* 




644 


LABOUR AMD FACTORY LEGISLATION 


■•[any one of] several employers, or upon any person 2 * res- 
ponsible to the employer for the management of any branch 
of the trade or business in which the injured workman was 
employed. 

3 [(3) The 4 [Provincial Government] may require that 
any prescribed class of employers shall maintain at their 
premises at which workmen are employed a notice-book, 
in the prescribed form, which shall be readily accessible at 
all reasonable times to any injured workman employed on 
the premises and to any person acting bona fide on his 
behalf. 

(4) A notice under this section may be served by deli- 
vering it at, or sending it by registered post addressed to 
the residence or any office or place of business of the person 
on whom it is to be served, or, where a notice-book is main- 
tained, by entry in the notice-book.]. 


Power to require from employers statements regarding 
fatal accidents. 


6 [10A. (1) Where a Commissioner receives informa- 

tion from any source that a workman has died as a result 
of an accident arising out of and in the course of his employ- 
ment, he may send by registered post a notice to the work- 
man’s employer requiring him to submit, within thirty days 
of the service of the notice, a statement, in the prescribed 
form, giving the circumstances attending the death of the 
workman, and indicating whether, in the opinion of the 
employer, he is or is not liable to deposit compensation on 
account of the death. 

(2) If the employer is of opinion that he is liable to 
deposit compensation, he shall make the deposit within 
thirty days of the service of the notice. 

(3) If the employer is of opinion that he is not liable 


1 These words were rabetituted for the word* “any one or” by e. » and Flrat Schedule of 
the Repealing and Amending Act, 1924 (7 of 1924). 

2 The word “directly'* wai omitted by ». 5 of the Workmen’# Compensation (Amend- 


ment) Act. 1988 (9 o t 1988). 

8 Sub-sections (3) and (4) 

(Amendment) Act. 1988 (15 of 1988), 


.^•5 substituted by s. 7 of the Workmen's Compensation 

by the Government 


. * wot S 4 ^ tor the words “Local Government' 

of India (Adaptation of Indian Law s) Order, 1987. 

(AmSJS&uS' until * wST * * • * **" W0 ' krae0 ’ , 
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to deposit compensation, he shall in his statement indicate 
the grounds on which he disclaims liability. 

(4) Where the employer has so disclaimed liability, 
the Commissioner, after such inquiry as he may think fit, 
may inform any of the dependants of the deceased work- 
man that it is open to the dependants to prefer a claim for 
compensation, and may give them such other further in- 
formation as he may think fit. 

Reports of fatal accidents. 

10B. (1) where, by any law for the time being in force, 
notice is required to be given to any authority, by or on 
behalf of an employer, of any accident occurring on his pre- 
mises which results in death, the person required to give 
the notice shall, within seven days of the death, send a re- 
port to the Commissioner giving the circumstances attend- 
ing the death : 

Provided that where the 1 [Provincial Government] 
has so prescribed the person required to give the notice may 
instead of sending such report to the Commissioner send 
it to the authority to whom he is required to give the 
notice. 

(2) The ’[Provincial Government] may, by notifi- 
cation in the 2 [Official Gazette], extend the provisions of 
sub-section (1) to any class of premises other than those 
coming within the scope of that sub-section, and may, by 
such notification, specify the persons who shall send the 
report to the Commissioner.] 

Medical examination. 

11.(1) Where a workman has given notice of an ac- 
cident, he shall, if the employer, before the expiry of three 
days from the time at which service of the notice has been 
effected, offers to have him examined free of charge by a 
qualified medical practitioner, submit himself for such ex- 
amination, and any workman who is in receipt of a half- 

1 Hum word* were aubstituted for the word* “Loeel Government” hr the Government 
of India (Adaptation of Indian Laws) Order, 198T. 

2 71mm worda were tubetituted for the words ’local official Gasette'* (Mi 
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monthly payment under this Act shall, if so required, 
submit himself for such examination from time to time : 

Provided that a workman shall not be required to sub- 
mit himself for examination by a medical practitioner other- 
wise than in accordance with rules made under this Act, 
or at more frequent intervals than may be prescribed. 

(2) If a workman, on being required to do so by the 
employer under sub-section (1) or by the Commissioner 
at any time, refuses to submit himself for examination 
by a qualified medical practitioner or in any way obstructs 
the same, his right to compensation shall be suspended dur- 
ing the continuance of such refusal or obstruction unless, 
in the case of refusal, he was prevented by any sufficient 
cause from so submitting himself. 

(3) If a workman, before the expiry of the period 
within which he is liable under sub-section (1) to be re- 
quired to submit himself for medical examination, volun- 
tarily leaves without having been so examined the vicini- 
ty of the place in which he was employed, his right to com- 
pensation shall be suspended until he returns and offers 
himself for such examination. 

(4) Where a workman, whose right to compensation 
has been suspended under sub-section (2) or sub-section 
(3), dies without having submitted himself for medical 
examination as required by either of those sub-sections, the 
Commissioner may, if he thinks fit, direct the payment of 
compensation to the dependants of the deceased workman. 

(5) Where under sub-section (2) or sub-section (3) a 
right to compensation is suspended, no compensation shall 
be payable in respect of the period of suspension, and, if the 
period of suspension commences before the expiry of the 
waiting period referred to in clause D of sub-section (1) 
of section 4, the waiting period shall be increased by the 
period during which the suspension continues. 

(6) Where an injured workman has refused to be 
' attended by a qualified medical practitioner whose services 

have been offered to him by the employer free of charge or 
having accepted such offer has deliberately disregarded the 
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instructions of such medical practitioner, then, 1 [if it 
is proved that the workman has not thereafter been regular- 
ly attended by a qualified medical practitioner or having been 
so attended has deliberately failed to follow his instruc- 
tions and that such refusal, disregard or failure was unrea- 
sonable], in the circumstances of the case and that the in- 
jury has been aggravated thereby, the injury and resulting 
disablement shall be deemed to be of the same nature and 
duration as they might reasonably have been expected to 
be if the workman had been regularly attended by a quali- 
fied medical practitioner 2 [whose instructions he had 
followed], and compensation, if any, shall be payable 
accordingly. 

Contracting. 

12. (1) Where any person (hereinafter in this section 

referred to as the principal) in the course of or for the pur- 
poses of his trade or business contracts with any other per- 
son (hereinafter in this section referred to as the contractor) 
for the execution by or under the contractor of the whole 
or any part of any work which is ordinarily part of the 
trade or business of the principal, the principal shall be 
liable to pay to any workman employed in the execution of 
the work any compensation which he would have been 
liable to pay if that workman had been immediately em- 
ployed by him ; and when compensation is claimed from the 
principal, this Act shall apply as if references to the princi- 
pal were substituted for references to the employer except 
that the amount of compensation shall be calculated with 
reference to the wages of the workman under the employer 
by whom he is immediately employed. 

(2) Where the principal is liable to pay compensation 
under this section, he shall be entitled to be indemnified by 
the contractor, 3 [or any other person from whom the work- 
man could have recovered compensation and where a con- 
tractor who is himself a principal is liable to pay compen- 
sation or to indemnify a principal under this section he shall 

I These words were substituted by a. 6 of the Workmen's Compensation (Amendment) 
Act, 1968 (9 of IMS). 

3 These words were inserted, ibid. _ 

■ 8 These words were inserted by s. 8 of the Workmen's Compensation (Amendment) Act, 

1888 (18 of 1888). 
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be entitled to be indemnified by any person standing to him 
in the relation of a contractor from whom the workman 
could have recovered compensation] and all questions as to 
the right to and the amount of any such indemnity shall, 
in default of agreement, be settled by the Commissioner. 

(3) Nothing in this section shall be construed as pre- 
venting a workman from recovering compensation from the 
contractor instead of the principal. 

(4) This section shall not apply in any case where the 
accident occurred elsewhere than on, in or about the pre- 
mises on which the principal has undertaken or usually 
undertakes, as the case may be, to execute the work or 
which are otherwise under his control or management. 

Remedies of employer against stranger. 

13. Where a workman has recovered compensation in 
respect of an injury caused under circumstances creating a 
legal liability of some person other than the person by 
whom the compensation was paid to pay damages in respect 
thereof, the person by whom the compensation was paid 
and any person who has been called on to pay an indemnity 
under section 12 shall be entitled to be indemnified by the 
person po liable to pay damages as aforesaid. 

Insolvency of employer. 

14. (1) Where any employer has entered into a con- 
tract with any insurers in respect of any liability under this 
Act to any workman, then in the event of the employer be- 
coming insolvent or making a composition or scheme of 
arrangement with his creditors or, if the employer is a com- 
pany, in the event of the company having commenced to be 
wound up, the rights of the employer against the insurers 
as respects that liability shall, notwithstanding anything in 
any law for the time being in force relating to insolvency or 
the winding up of companies, be transferred to and vest in 
the workman, and upon any such transfer the insurers shall 
have the same rights and remedies and be subject to the 
same liabilities as if they were the employer, so, however, 
that the insurers shall not be under any greater liability to 



tASOUR AND FACTORY LEGISLATION 6ft 

the workman than they would have been under to the 
employer. 

(2) If the liability of the insurers to the workman is less 
than the liability of the employer to the workman, the 
workman may prove for the balance in the insolvency pro- 
ceedings or liquidation. 

(3) Where in any case such as is referred to in sub- 
section (1) the contract of the employer with the insurers 
is void or voidable by reason of non-compliance on the part 
of the employer with any terms or conditions of the con- 
tract (other than a stipulation for the payment of 
premia), the provisions of that sub-section shall apply 
as if the contract were not void or voidable, and the 
insurers shall be entitled to prove in the insolvency pro- 
ceedings or liquidation for the amount paid to the work- 
man : 

Provided that the provisions of this sub-section shall not 
apply in any case in which the workman fails to give notice 
to the insurers of the happening of the accident and of any 
resulting disablement as soon as practicable after he be- 
comes aware of the institution of the insolvency or liquida- 
tion proceedings. 

(4) There shall be deemed to be included among the 
debts which under Section 49 of the Presidency-towns In- 
solvency Act, 1909, or under Section 61 of the Provincial 
Insolvency Act, 1920, or under Section 230 of the Indian 
Companies Act, 1913, are in the distribution of the pro- 
perty of an insolvent or in the distribution of the assets 
of a company being wound up to be paid in priority to all 
other debts, the amount due in respect of any compensation 
the liability whereof accrued before the date of the order 
of adjudication of the insolvent or the date of the com- 
mencement of the winding up, as the case may be, and 
those Acts shall have effect accordingly. 

(5) Where the compensation is a half-monthly pay- 
ment, the amount due in respect thereof shall, for the pur- 
poses of this Section, be taken to be amount of the lump 
sum for which the half-monthly payment could, if redeem- 
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able, be redeemed if application were made for that pur- 
pose under Section 7, and a certificate of the Commissioner 
as to the amount of such sum shall be conclusive proof 
thereof. 

(6) The provisions of sub-section (4) shall apply in 
the case of any amount for which an insurer is entitled to 
prove under sub-section (3), but otherwise those provisions 
shall not apply where the insolvent or the company being 
wound up has entered into such a contract with insurers 
as is referred to in sub-section (1). 

(7) This Section shall not apply where a company is 
wound up voluntarily merely for the purposes of recon- 
struction or of amalgamation with another company. 

Special provisions relating to masters and seamen. 

15. This Act shall apply in the case of workmen who 
are masters of 1 * ships or seamen subject to the following 
modifications, namely : — 

(1) The notice of the accident and the claim for com- 
pensation may, except where the person injured is the 
master of the ship, be served on the master of the ship 
as if he were the employer, but where the accident hap- 
pened and the disablement commenced on board the ship, 
it shall not be necessary for any seaman to give any notice 
of the accident. 

(2) In the case of the death of a master or seaman, 
the claim for compensation shall be made within six months 
after the news of the death has been received by the claim- 
ant or, where the ship has been or is deemed to have been 
lost with all hands, within eighteen months of the date on 
which the ship was, or is deemed to have been, so lost. 

(3) Where an injured master or seaman is discharged 
or left behind in any part of His Majesty’s dominions or 
in a foreign country, any depositions taken by any Judge 
or Magistrate in that part or by any Consular Officer in 
the foreign country and transmitted by the person by whom 
they are taken to the 2 [Central Government] or any 

•IK? w “ omitud b v »• lOof the WorkmeD’eCompeautioa (Ament* 

meat) Act, 1888 (18 of 1888). 

„ * Tbmtjmddwm* wMltatod far the word. "Goremor General in CouneiT bjr the 
Government of India (Adaptation of Indian Law*) Order, 1887 
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1 [Provincial Government] shall in any proceedings for en- 
forcing the claim, be admissible in evidence — 

(a) if the Reposition is authenticated by the signature 
of the Judge, Magistrate or Consular Officer be- 
fore whom it is made ; 

(b) if the defendant or the person accused, as the case 
may be, had an opportunity by himself or his agent 
to cross-examine the witness ; and 

(c) if the deposition was made in the course of a cri- 
minal proceeding, on proof that the deposition was 
made in the presence of the person accused ; 

and it shall not be necessary in any case to prove the sig- 
nature or official character of the person appearing to have 
signed any such deposition and a certificate by such per- 
son that the defendant or the person accused had an op- 
portunity of cross-examining the witness and that the de- 
position if made in a criminal proceeding was made in the 
presence of the person accused shall unless the contrary 
is proved, be sufficient evidence that he had that oppor- 
tunity and that it was so made. 

m * * * * 

3 [(4)] No 4 [half -monthly payment] shall be payable 
in respect of the period during which the owner of the 
ship is, under any law in force for the time being in Bri- 
tish India relating to merchant shipping, liable to defray 
the expenses of maintenance of the injured master or sea- 
man. 

“ (5) No 6 compensation shall be payable under this 
Act in respect of any injury in respect of which provision 
is made for payment of a gratuity, allowance or pension 
under the War Pensions and Detention Allowances (Mer- 
cantile Marine, etc.,) Schemer 1939, or the War Pensions 
and Detention Allowances (Indian Seamen, etc.,) Scheme, 
1941, made under the Pensions (Navy, Army, Air Force 


1’ TbflM Word were substituted for the words “Local Government*’, by the Govt, of India 
(Adaptation of Indian Laws) Order, 1087. 

9 Sub-Section (4) was omitted by s. 7 of the Workmen’s Compensation (Amendment) 

»» <*°y**x _ _ ... _ , , ^ ^ 


0 The original sub-section (5) was re-numbered (4) f ibid. 
4 These words were substituted tor the words “month 


Schedule of the Repealing and Amending Act 
0 Added vide Workmen's Compensation 


words “monthly payment** by s. 8 and First 
1984(7 of 1884). 
imendment. Act, No. I of 1948. 
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and Mercantile Marine) Act, 1939, or under the War Pen- 
sions and Detention Allowances (Indian Seamen) Scheme, 
1942, made by the Central Government. 

(6) Failure to give a notice or make a claim or com- 
mence proceedings within the time required by this Act 
shall not be a bar to the maintenance of proceedings un- 
der this Act in respect of any personal inury, if — 

(a) an application has been made for payment in res- 
pect of that injury under any of the schemes re- 
ferred to in the preceding clause, and 

(b) the Provincial Government certifies that the said 
application was made in the reasonable belief that 
the injury was one in respect of which the scheme 
under which the application was made makes pro- 
vision for payments, and that the application was 
rejected or that payments made in pursuance of 

• the application were discontinued on the ground 

that the injury was not such an injury, and 

(c) the proceedings under this Act are commenced 
within one month from the date on which the said 
certificate of the Provincial Government was fur- 
nished to the person commencing the proceedings.” 

Returns as to compensation. 

1®. The "'[Provincial Government] may, by notifica- 
tion in the 2 [Official Gazette], direct that every person em- 
ploying workmen, or that any specified class of such per- 
sons, shall send at such time and in such form and to such 
authority, as may be specified in the notification, a correct 
return specifying the number of injuries in respect of 
which compensation has been paid by the employer during 
the previous year and the amount of such compensation, 
together with such other particulars as to the compensa- 
tion as the 1 [Provincial Government] may direct. 

Contracting out. 

17. Any contract or agreement whether made before 
or after the commencement of this A ct, whereby a work- 

in Ootmcfl" by the 


1 These words were eubetitdted fot the words 

— , of iifttHi {AdftptprtWtt of Indktn Lews) C 

t words wore sobstltotsd for the words 4 


governor uenen 

Mm- 

Indio” i 
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man relinquishes any right of compensation from the em- 
ployer for personal injury arising out of or in the course 
of the employment, shall be null and void in so far as it 
purports to remove or reduce the liability of any person 
to pay compensation under this Act. 

Proof of age. 

18. Where any question arises as to the age of a per- 
son injured by accident arising out of and in the course 
of his employment in a factory, 1 [a valid certificate grant- 
ed in respect of such person under Section 12 or Section 
52 of the Factories Act, 1934], before the occurrence of 
the injury shall be conclusive proof of the age of such 
person. 

Penalties. 

2 [18A. (1) Whoever— 

(a) fails to maintain a notice-book which he is required 
to maintain under sub-section (3) of Section 10, 
or 

(b) fails to send to the Commissioner a statement which 
he is required to send under sub-section (1) of 
Section 10A, or 

(c) fails to send a report which he is required to send 
under Section 10B, or 

(d) fails to make a return which he is required to make 
under Section 16, 

shall be punishable with fine which may extend to one 
hundred rupees. 

(2) No prosecution under this Section shall be insti- 
tuted except by or with the previous sanction of a Com- 
missioner, and no Court shall take cognizance of any of- 
fence under this Section, unless complaint thereof is made 
within six months of the date on which the offence is 
alleged to have been committed.] 

1 These words and figures were substituted for the words and figures *'a certificate 
granted in respect of such person under section 7 or section 8 of the Indian Factories Act, 
1011** by s.8 ofthe Workmen's Compensation (Amendment) Act, 1968 (9 of 1988). 

9 This section was Inserted by s. 11 of the Wo*fa*co*c Compensation (Amendmeftt^Aet, 
1968 (li of 1988). 
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CHAPTER III. 

commissioners. 

Reference to Commissioners. 

19. (1) If any question arises in any proceedings un- 
der this Act as to the liability of any person to pay com- 
pensation (including any question as to whether a person 
injured is or is not a workman) or as to the amount or 
duration of compensation (including any question as to 
the nature or extent of disablement), the question shall, 
in default of agreement, be settled by ’[a Commissioner]. 

(2) No Civil Court shall have jurisdiction to settle, 
decide or deal with any question which is by or under this 
Act required to be settled, decided or dealt with by a 
Commissioner or to enforce any liability incurred under 
this Act. 

Appointment of Commissioners. 

20. (1) The 2 [Provincial Government] may, by noti- 
fication in the 3 4 [Official Gazette], appoint any person to 
be a Commissioner for Workmen’s Compensation for such 
local area as may be specified in the notification. 

4 1 ( 2 )] Where more than one Commissioner has been 
appointed for any local area, the 2 [Provincial Government] 
may, by general or special order, regulate the distribution 
of business between them.] 

4 [(3)] Any Commissioner may, for the purpose of de- 
ciding any matter referred to him for decision under this 
Act, choose one or more persons possessing special know- 
ledge of any matter relevant to the matter under inquiry 
to assist him in holding the inquiry. 

4 [(4)] Every Commissioner shall be deemed to be a 
public servant within the meaning of the Indian Penal Code. 

1 These words were substituted for the words “the Corami ssioner”by a. 13, of the Work* 
men’s Compensation (Amendment) Act, 1983 (10 of 1988). 

3 These words were substituted for the words “Local Government** by the Government 
of India (Adaptation of India Laws) Order, 198T. 

8 These words were substituted for the words “local official Gasette’*, iWd. 

4 New snbieo ttott <8) was Inserted and the old sub-sections (8) and (tyre** re-numbered 
(8) and (4) by s, 18 of the workmen*! Compensation (Amendment) Act, 1988 (10 of 1888)- . 
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Venue of proceedings and transfer. 

21. (1) Where any matter is under this Act to be 
done by or before a Commissioner, the same shall, subject 
to the provisions of this Act and to any rules made here- . 
under, be done by or before 1 [a Commissioner] for the 
local area in which the accident took place which resulted 
in the injury : 

Provided that, where the workman is the master of a 
2 *ship or a seaman, any such matter may be done by 
or before 1 fa Commissioner] for the local area in which 
the owner or agent of the ship resides or carries on busi- 
ness. 

(2) If a Commissioner is satisfied 3 [that any matter 
arising out of any proceedings pending before him] can be 
more conveniently dealt with by any other Commissioner, 
whether in the same province or not, he may, subject to 
rules made under this Act, order such matter to be trans- 
ferred to such other Commissioner either for report or for 
disposal, and, if he does so, shall forthwith transmit to 
such other Commissioner all documents relevant for the 
decision of such matter and, where the matter is trans- 
ferred for disposal, shall also transmit in the prescribed 
manner any money remaining in his hands or invested by 
him for the benefit of any party to the proceedings : 

4 [Provided that the Commissioner shall not, where any 
party to the proceedings has appeared before him, make 
any order of transfer relating to the distribution among 
dependants of a lump sum without giving such party an 
opportunity of being heard :] 

Provided 6 [further], that no matter other than a matter 
relating to the actual payment to a workman or the dis- 
tribution among dependants of a lump sum shall be trans- 
ferred for disposal under this sub-section to a Commissioner 

• 1 These words were substituted for the words “the commissioner” by s. 14, Workmen's 
Compensation (Amendment) Act, 1088. 

3 The word “registered” was omitted, ibid. 

8 These words were substituted for the words “by any party to any proceedings under 
this Aot pending before him that such matter'* by s. 0 of the Workmen's Compensation 
(Amendment) Aot, 1088 (0 of 1088). m 

4 This proviso was inserted by s. 0 of the Workmen's Compensation (Amendment) Act, 
1088 (Oof 1088). 

8 This ‘word was inserted, ibid. 




LABOUR AND FACTORY LEGISLATION 


fl5ft 

in the same province save with the previous sanction of 
the ’[Provincial Government] or to a Commissioner in 
another province save with the previous sanction of 2 [the 
Provincial Government of that Province], unless all the 
parties to the proceedings agree to the transfer. 

(3) The Commissioner to whom any matter is so trans- 
ferred shall, subject to rules made under this Act, inquire 
thereinto and, if the matter was transferred for report, 
return his report thereon or, if the matter was transferred^ 
for disposal, continue the proceedings as if they had ori- 
ginally commenced before him. 

(4) On receipt of a report from a Commissioner to 
whom any matter has been transferred for report under 
sub-section (2), the Commissioner by whom it was refer- 
red shall decide the matter referred in conformity with 
such report. 

3 [(5) The ’[Provincial Government] may transfer 
any matter from any Commissioner appointed by it to any 
other Commissioner appointed by it.] 

Form of application. 

22. (1) No application for the settlement of any mat- 

ter by a Commissioner, 4 [other than an application by a 
dependant or dependants for compensation,] shall be made 
unless and until some question has arisen between the 
parties in connection therewith which they have been un- 
able to settle by agreement. 

(2) 6 [An application to a Commissioner] may be made 
in such form and shall be accompanied by such fee, if any, 
as may be prescribed, and shall contain, in addition to any 
particulars which may be prescribed, the following parti- 
culars namely : — 

1 Them word* were substituted forUe words “Local Government” by the Government 
of India (Adaptation of Indian Laws) Order, 1087. 

2 These words were substituted for the words “the Govornor General in Connell" ibid* 

8 This sab-section was inserted by s. 14 of the Workmen’s Compensation (Amendment) 
Act, 1088 (18 of 1088). , 

4 These wordawese Inserted by s. 16, ML 
1088), ■ 
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(«) a concise statementof the circumstances m< wfefeh 
the application; is made and the relief of- iMttpr 
which the applicant claims ; — '> , 

(b) in the case of a claim for compensation against-. an 
employer, the date of service of notice of the acci- 
dent on the employer and, if such notice has not 
been served or has not been served in due time, 
the reason for such omission ; 

(c) the names and addresses of the parties ; and 

(d) 1 [expect in the case of an application by depen- 
dants for compensation,] a concise statement of the 
matters on which agreement has and 2 [of] those 
on which agreement has not been come to. 

(3) If the applicant is illiterate or for any other rea- 
son is unable to furnish the required information in writ- 
ing, the application shall, if the applicant so desires, be 
prepared under the direction of the Commissioner. 

Power of Commissioner to require further deposit in cases 

of fatal accident 


3 [22A. (1) Where any sum has been deposited by 

an employer as compensation payable m respect of a work- 
man whose injury has resulted in death, and in the opinion 
of the Commissioner such sum is insufficient, the Com- 
missioner may, by notice in writing stating his reasons, call 
upon the employer to show cause why he should not make 
a further deposit within such time as may be stated in the 
notice. 

(2) If the employer fails to show cause to the satis- 
faction of the Commissioner, the Commissioner may make 
an award determining the total amount payable, and re- 
quiring the employer to deposit the deficiency.] 

Powers and procedure of Commissioners. 

23. The Commissioner shall have all the powers of a 
Civil Court under the Code of Civil Procedure, 1908, for 


the purpoafr.o! tpjtjng evidence on oath (which such Com- 





Workmen** CowtfrentcMon ( Amendment ) Act, 1«88 ( }ft 
fbt the word "on** by i. 2 tad Flint Schedule of the 
^cekmefi'e Coen pen— tto a (Amendment) Act, 
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raissioner is hereby empowered to impose) and of enforcing 
the attendance of witnesses and compelling the production 
of documents and material objects, ’[and the Commissioner 
shall be deemed to be a Civil Court for all the purposes 
of Section 195 and of Chapter XXXV of the Code of Cri- 
minal Procedure, 1898.] 

Appearance of parties. 

24. Any appearance, application or act required to 
be made or done by any person before or to a Commis- 
sioner (other than an appearance of a party which is re- 
quired for the purpose of his examination as a witness) 
may be made or done on behalf of such person by a legal 
practitioner or 2 [by an official of an Insuance Company 
or registered Trade Union authorised in writing by such 
person or, with the permission of the Commissioner, by 
any other person so authorised]. 

Method of recording evidence. 

25. The Commissioner shall make a brief memoran- 
dum of the substance of the evidence of every witness as 
the examination of the witness proceeds, and such memo- 
randum shall be written and signed by the Commissioner 
with his own hand and shall form part of the record : 

Provided that, if the Commissioner is prevented from 
making such memorandum, he shall record the reason of 
his inability to do so and shall cause such memorandum 
to be made in writing from his dictation and shall sign 
the same, and such memorandum shall form part of the 
record : 

Provided further, that the evidence of any medical wit- 
ness shall be taken down as nearly as may be word for 
word. 

Costs. 

28. All costs incidental to any proceedings before a 
Commissioner shall, subject to rules made under thla Act, 
be in the discretion of the Commissioner. 

WIWWW* wm by *■ 5 ofth ® Workmen’s Compensation (Amendment) Aet, 

3 These weeds were ittbirtituted for the words ‘‘other person autkoriseA W. srrtttPW by 
such person” by s. 10 of the Workmen’s Compensation (Amendment) Aet, IMS (9 of {•$$). 
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Power to submit cases. 

2T. A Commissioner may, if he thinks fit, submit any 
question of law for the decision of the High Court and, 
if he does so, shall decide the question in conformity with 
such decision. 

Registration of agreements. 

28. (1) Where the amount of any lump sum payable 
as compensation has been settled by agreement, whether 
by way of redemption of a half-monthly payment or other- 
wise, or where any compensation has been so settled as 
being payable ’[to a woman or a person under a* legal 
disability] 2 * * * * a memorandum thereof shall be sent 
by the employer to the Commissioner, who shall, on being 
satisfied as to its genuineness, record the memorandum in 
a register in the prescribed manner : 

Provided that — 


(c) no such memorandum shall be recorded before 
seven days after communication by the Commis- 
sioner of notice to the parties concerned : 

3* ***** 

(c) the Commissioner may at any time rectify the re- 
gister ; 

(d) where it appears to the Commissioner that an agree- 
ment as to the payment of a lump sum whether 
by way of redemption of a half-monthly payment 
or otherwise, or an agreement as to the amount of 
compensation payable 4 [to a woman or a person 
under a legal disability] 6 * * * ought not to be 
registered by reason of the inadequacy of the sum 
or amount, or by reason of the agreement having 
been obtained by fraud or undue influence or other 
improper means, he may refuse to record the me- 


1 These words wore substituted for the words “to a person, under a legal disability” by 
4 , 6 of thi Workmen's Compensation (Amendment) Act . 1980 (5 of 1929). 

8 The words "or to * dependant” were repealed by s. 8 and Second Schedule of the 

Compensation (Amendment) Act. 

Vtanvrorda ware substituted for the words “to a person under any legal disability” 


^*8 mi) repwtled by *• 3 • ll * Seoond Schedule o Abe 
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xnorandum of the agreement ’[and may make such 
order] including an order as to any sum already 
< paid under the agreement* as he thinks just in the 
circumstances. *• 

(2) An agreement for the payment of compensation 
which has been registered under sub-section (1) shall be 
enforceable under this Act notwithstanding anything con- 
tained in the Indian Contract Act, 1872, or in any other 
law for the time being in force. 

Effect of failure to register agreement. 

2». Where a memorandum of any agreement the re- 
gistration of which is required by Section 28, is not sent 
to the Commissioner as required by that Section, the em- 
ployer shall be liable to pay the full amount of compensa- 
tion which he is liable to pay under the provisions of this 
Act, and notwithstanding anything contained in the pro- 
viso to sub-section (1) of Section 4, shall not, unless the 
Commissioner otherwise directs, be entitled to deduct more 
than half of any amount paid to the workman by way of 
compensation whether under the agreement or otherwise. 

Appeals. 

30. (1) An appeal shall lie to the High Court from 
the following orders of a Commissioner, namely : — 

(a) an order awarding as compensation a lump sum 
whether by way of redemption of a half-monthly 
payment or otherwise or disallowing a claim in 
full or in part for a lump sum ; 

(b) an order refusing to allow redemption of a half- 
monthly payment ; 

(c) an order providing for the distribution of compen- 
sation among the dependants of a deceased work- 
man, or disallowing any claim of a person alleging 
himself to be such dependant ; 

(d) an order allowing or disallowing any claim for the 
amount of an indemnity under the provisions of 
sub-section (2) of Section 12; or 

Kms2S&eT»w. Wm " b-l * at ® d ** tbe «“** ’'* wv mt3u m* 
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% (e) ‘ an order refusing to register a memorandum of 
agreement or registering the same or providing for 
the registration of the same subject to conditions : 

Provided that no appeal shall lie against any order un- 
less a substantial question of law is involved in the appeal 
and, in the case of an order other than an order such as 
is referred to in clause (b), unless the amount in dispute 
in the appeal is not less than three hundred rupees : 

Provided further, that no appeal shall lie in any case 
in which the parties have agreed to abide by the decision 
of the Commissioner, or in which the order of the Com- 
missioner gives effect to an agreement come to by the 
parties. 

^Provided further, that no appeal by an employer un- 
der clause (6) shall lie unless the memorandum of appeal 
is accompanied by a certificate by the Commissioner to the 
effect that the appellant has deposited with him the amount 
payable under the order appealed against], 

(2) The period of limitation for an appeal under this 
Section shall be sixty days. 

(3) The provisions of Section 5 of the Indiah Limita- 
tion Act, 1908, shall be applicable to appeals under this 
Section. 

Withholding of certain payments pending decisions of 

appeal. 

2 [30A. Where an employer makes an appeal under 
clause (a) of sub-section (1) of Section 30, the Commis- 
sioner may, and if so directed by the High Court shall, pend- 
ing the decision of the appeal, withhold payment of any 
sum in deposit with him.] 

Recovery. 

31. The Commissioner may recover as an arrear of 
land-revenue any amount payable by any person under this 
Act, whether binder an agreement for the payment of com- 

1 Thi« proviso wu added by t. 17 of the Workmen's Compensation (Amendment) Act, 
1988 (Uef 1883). 

~ *rThU section was inserted, by 1 . 18 ibid. * ' 
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pensation or otherwise, and the Commissioner shall be 
deemed to be a public officer within the meaning of Sec- 
tion 5 of the Revenue Recovery Act, 1890. 

CHAPTER IV. 

RULES. 

Power of the Provincial Government to make rules. 

32. (1) The 1 [Provincial Government] may make 

2 [rules] to carry out the purposes of this Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power, such rules may provide for 
all or any of the following matters, namely : — 

(a) for prescribing the intervals at which and the con- 
ditions subject to which an application for review 
may be made under Section 6 when not accompa- 
nied by a medical certificate ; 

(b) for prescribing the intervals at which and the con- 
ditions subject to which a workman may be re- 
quired to submit himself for medical examination 
under sub-section (1) of Section 11 ; 

(c) for prescribing the procedure to be followed by 
Commissioners in the disposal of cases under this 
Act and by the parties in such cases ; 

(d) for regulating the transfer of matters and cases 
from one Commissioner to another and the transfer 
of money in such cases ; 

(e) for prescribing the manner in which money in the 
hands of a Commissioner may be invested for the 
benefit of dependants of a deceased workman and 
for the transfer of money so invested from one Com- 
missioner to another ; 

(f) for the representation in proceedings before Com- 
missioners of parties who are minors or are un- 
able to make an appearance ; 

1 These word* were substituted for the words "Governor General hi Council” by the 
Government of India (Adaptation of Indian Laws) Order, 1987# . 

Workmen’s Compensation Rules, 1984, set General Statutory Rules Slid Orders, 
Vol.V, p. 862 IH ' 
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(g) for prescribing the form and manner in which me- 
moranda of agreements shall be 'presented and re- 
gistered ■ 

(h) for the withholding by Commissioners, whether in 
whole or in part of half-monthly payments pend- 
ing decision on applications for review of the 
same j 1 * 


2 * * * 

? [(i)] for regulating the scales of costs which may be 
allowed in proceedings under this Act ; 

2 [(j>] for prescribing and determining the amount of 
the fees payable in respect of any proceedings be- 
fore a Commissioner under this Act ; 

2 [ ( fc) ] for the maintenance by Commissioners of re- 
gisters and records of proceedings before them ; 

2 [(I)] for prescribing the classes of employers who 
shall maintain notice-books under sub-section (3) 
of Section 10, and the form of such notice-books ; 

2 [(m)] for prescribing the form of statement to be 
submitted by employers under Section 10A ; 
3 [and] 

2 [( n )] f° r prescribing the cases in which the report re- 
ferred to in Section 10B may be sent to an autho- 
rity other than the Commissioner. 3 ’ 1 ' 

2 * * * 


Publication of rules. 

34. (1) The power to make rules conferred by 4 [Sec- 
tion 32] shall be subject to the condition of the rules be- 
ing made after previous publication. 

(2) The date to be specified in accordance with clause 
(3) of Section 23 of the General Clauses Act, 1897, as that 
after which a draft of rules proposed to be made under 


1 The word “and** and clause (i) were omitted by the Government of India (Adaptation 
of Indian Laws) Order, 1987. . . 

9 Clauses (a) to (J) of section 88 after being re-lettered as li) to (a) respectively, were 
added to section 82 «n*d the rest of section 88 was omitted by the Government of Indio 
(Adaptation of Indian Laws) Order, 1987. 

8 This word "and** at the end of clause (m) as so re-lettered was inserted and the word 
‘and" at the end of clause (n) as so re-lettered was omitted, &id. . ^ . 

4 This word and ftugret were substituted tot the words and figure* "sections Stand 
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“Section 32 1 * * * will be taken into consideration t shall 
not be less than thee months from the date on which the 
draft of the proposed rules was published for general in- 
formation; 

(3) Rules so made shall be published in 2 * * * the 
3 [Official Gazette], 4* * * and on such publication, shall 
have effect as if enacted in this Act. 

Rules to give effect to arrangements with other countries 
for the transfer of money paid as compensation. 

6 [35. 6 [(1)] The 7 [Central Government] may, by 
notification in the 8 [Official Gazette], make rules for the 
transfer to any part of His Majesty’s Dominions or to any 
other country of money 9 [deposited with] a Commissioner 
under this Act 10 [which has been awarded to or may be due 
to] any person residing or about to reside in such part 
or country and for the receipt 1 1 [distribution] and admi- 
nistration in British India of any money 12 [deposited] un- 
der the law relating to workmen’s compensation in any 
part of His Majesty’s Dominions or in any other country, 
13 [which has been awarded to or may be due to] any per 
son residing or about to reside in British India.] 

[Provided that no sum deposited under this Act in 
respect of fatal accidents shall be so transferred without the 
consent of the employer concerned until the Commissioner 
receiving the sum has passed orders determining its distri- 
bution and apportionment under the provisions of sub-sec- 
tions (4) and (5) of Section 8.] 

1 The words and figures “or section 33° were omitted, ibid. 

2 The words “the Gazette of India or” were omitted, ibid. 

8 These words were substituted for the words “local official Gazette/’ ibid. 

4 The words “as the ease may be” were omitted, ibid. 

5 Section 84 was inserted by s. 20 of the Workmen’s Compensation (Amendment) Act, 
1088 (Ifrof 19*8). 

8 Section 88 was re-numbered as sub- section (1) of that section by s. 2 of the Workmen’s 
Compensation (Amendment) Act, 1087 (7 of 1087), 

7 These words were substituted for* the words “Governor General in Council” by the 
Government of India (Adaptation of Indian Laws) Order, 1087. 

8 These words were substituted for the words “Gazette of India”, ibid. 

0 These words were substituted for the words “paid to” by s. 2 of the Workmen’s 
Compensation (Amendment) Act, 1087 *7 of 1987*. 

10 These words were substituted for the words “for the benefit of”, ibid. 

11 This word was inserted, ibid. 

19 This word was s ub stit ut e d *** the word ^awacded"* ibid. . , it f . u / 

18 These words were substituted for the words “and applicable for ike benefit ef?! y ttMK 
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[Where money deposited with a Commissioner has been 
transferred in accordance with the rules made under this 
Section, the provisions elsewhere contained in this Act re- 
garding distribution by the Commissioner of compensation 
deposited with him shall cease to apply in respect of any 
such money.] 


SCHEDULE I 
[See Sections 2 (1) and 4] 

List of injuries deemed to result in permanent partial disablement 


Injury 

Percentage of loss 
of earning capacity. 

Loss of right arm above or at the elbow 

70 

Loss of left arm above or at the elbow 

60 

Loss of right arm below the elbow 

60 

Loss of leg at or above the knee 

60 

Loss of left arm below the elbow 

50 

Loss of leg below the knee 

50 

Permanent total loss of hearing 

50 

Loss of one eye 

30 

Loss of thumb 

25 

Loss of all toes of one foot 

20 

Loss of one phalanx of thumb 

10 

Loss of index finger 

10 

Loss of great toe 

10 

Loss of any finger other than index finger 

5 


NOTB.~-Complete and permanent loss of the use of any limb 
or member referred to in this Schedule shall be deemed to be the 
equivalent of the loss of that limb or member* 


1 The proviso an< I «ub»section (f) were added, ib&L aad words “where money deposited 
with * wtsmUiiosa has** Were substituted for words Provided that no nadepodtld 
under tMsAct in retpeet” vtda G. of l. Act VU of 1987. 
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SCHEDULE n 
fSee Section 2 (1) <»)] 


List of persons who, subject to the provisions of section 2 (1) 
(n), are included in the definition ot workmen 

The following persons are workmen within the meaning of 
section 2(1) (n) and subject to the provisions of that section, that 
is to say, any person who is — 

i[(i) employed, otherwise than in a clerical capacity or 
on a railway, in connection with the operation or 
maintenance of 2 [a lift or a vehicle propelled by 
steam or other mechanical power or by electri- 
city] ; or 

(ii) employed otherwise than in a clerical capacity in 

any premises wherein, or within the precincts 
- whereof, on any one day of the preceding twelve 

months, ten or more persons have been employed 
in any manufacturing process, as defined in 
3 [clause (g) of section 2 of the Factories Act, 
1934], or in any kind of work whatsoever inciden- 
tal to or connected with any such manufacturing 
process or with the article made, and steam, 
water or other mechanical power or electrical 
power is used ; or 

(iii) employed for the purpose of making, altering, repair- 

ing, ornamenting, finishing or otherwise adapt- 
ing for use, transport or sale any article or part 
of an article in any premises wherein or within 
the precincts whereof on any one day of the pre- 
ceding twelve months, fifty, or more persons have 
been so employed ; or 

(iv) employed in the manufacture or handling of ex- 

plosives in any premises wherein, or within the 
precincts whereof, on any one day of the preced- 
ing twelve months, ten or more persons have been 
so employed ; or 

(v) employed, in any mine as defined in clause (/) of 
section 3 of the Indian Mines Act, 1923, in any 
mining operation, or in any kind of work, other 
than • clerical work, incidental to or connected 


daujet and the explanation were substituted by s. 21 of the Workmen’s Com* 
pensation (Amendment) Act, 1288 (15 of 1988). 

words were substituted for the words “mechanically propelled vehicles" by s. 
11 of the Workmen’s Compensation (Amendment) Ad* 1989 (9 of >938)7^ 

9 These words, bmeke te, letter and figures wore —beUtnted for n»* words, h — che la and 
figures “clause (4) of section 2 of the Iiufi^aetdries Ac^ltllJ ", ft* f, 
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with any mining operation or with the mineral 
obtained, or in any kind of work whatsoever be- 
low ground : 

Provided that any excavation in which on no day 
of the preceding twelve months more than fifty 
persons have been employed or explosives have 
been used and whose depth from its highest to 
the lowest point does not exceed twenty feet shall 
be deemed not to be a mine for the purpose of 
this clause ; or 

(vi) employed as the master or as a seaman of — 

(a) any ship which is propelled wholly or in part 
by steam or other mechanical power or by 
electricity or which is towed or intended to 
be towed by a ship so propelled, or 

(b) any ship not included in sub-clause (c) of 
fifty tons net tonnage or over ; or 

(vii) employed for the purpose of loading, unloading, 

fuelling, constructing, repairing, demolishing, 
cleaning or painting any ship of which he is not 
the master or a member of the crew, or in the 
handling or transport within the limits of any 
port subject to the Indian Ports Act, 1908, of 
goods which have been discharged from or are to 
be loaded into any vessel ; or 

(vlii) employed in the construction, repair or demolition 
of— 

(o) any building which is designed to be or is or 
has been more than one storey in height 
above the ground or twenty feet or more 
from the ground level to the apex of the roof, 
or 

(b) any dam or embankment which is twenty 
feet or more in height from its lowest to its 
highest point ; or 

(c) any road bridge, or tunnel ; or 

(d) any wharf, quay, sea-wall or other marine 

• work including any moorings or ships ; or 

(ix) employed in setting up, repairing, maintaining, or 
taking down any telegraph or telephone line or 
post or any over-head electric line or cable or 
post or standard for the same ; or 
<x) employed, otherwise than in a clerical capacity, in 
the construction, working, repair or demolition of 
any aerial ropeway, canal, pipe-line, or sewer ; or 
(xi) employed in the service of any fire brigade— i ojk-r. 
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(xii). employed upon a railway as defined In clause (4) of 
section 3, and sub-section (1) of section 148 of 
the Indian Railways Act, 1890, either directly or 
through a sub-contractor, by a person fulfilling 
a contract with the railway administration ; or 
(xiii) employed as an inspector, mail guard, sorter or van 
peon in the Railway Mail Service, or employed in 
any occupation ordinarily involving outdoor work 
in the Indian Posts and Telegraphs Department ; 
or 

(xiv) employed, otherwise than in a clerical capacity, in 

connection with operations for winning natural 
petroleum or natural gas ; or 

(xv) employed in any occupation involving blasting opera- 

tions ; or 

(xvi) employed in the making of any excavation in which 

on any one day of the preceding twelve months 
more than fifty persons have been employed or 
explosives have been used, or whose depth from 
its highest to its lowest point exceeds twenty 
feet ; or 

(xvii) employed in the operation of any ferry boat capable 
of carrying more than ten persons ; or 
(xviii) employed, otherwise than in a clerical capacity, on 
any estate which is maintained for the purpose 
of growing cinchona, coffee, rubber or tea, and 
on which on any one day in the preceding 
twelve months twenty-five or more persons have 
been so employed ; or 

(xix) employed, otherwise than in a clerical capacity, in 

the generating, transforming or supplying of 
electrical energy or in the generating or supply- 
ing of gas ; or 

(xx) employed in a lighthouse as defined in clause (d) of 

section 2 of the Indian Lighthouse Act, 1927 ; or 

(xxi) employed in producing cinematograph pictures in- 

tended for public exhibition or in exhibiting such 
pictures ; or 

(xxii) employed in the training, keeping or working of ele- 
phants or wild animals ; or 

1 [ (xxiii) employed in the tapping of palm-trees or the fell- 
ing or logging of trees, or the transport of timber 
toy inland waters, or the control or extinguishing 
of forest fires ; or 

X Clauses (xxiii) and (aarto) were inserted And the original clause (xriU) was r*~miiitbef 
«d (awn) by ». II of tlwWofkmeo^Cowpensation (Amendment) Act, (9 of 1M8), 



LABOUR AND FACTORY LEGISLATION 


(xxiv) employed in operations for the catching or hunting 
of elephants or other wild animals ; or] 
i£(xxv)] employed as a diver ; 2 [or] 

£[(xxvi) employed in the handling or transport of goods in, 
or within the precincts of, — 

(a) any warehouse or other place in which goods 
are stored, and in which on any one day of 
the preceding twelve months ten or more per- 
sons have been so employed ; or , 

(b) any market in which on any one day of the 
preceding twelve months one hundred or more 
persons have been so employed ; or 

(xxvii) employed in any occupation involving the handling 
and manipulation of radium or x-rays apparatus, 
or contact with radio-active substances.] 

3(xxviii) employed for the purpose of loading or unloading 
any mechanically propelled vehicle, or in the 
handling or transport of goods which have been 
loaded into mechanically propelled vehicle ; 
(xxix)* employed in any occupation ordinarily involving out- 
, door work by any Municipality or by any District 

Local Board. 

Explanation 

In this Schedule, * the preceding twelve months ' 
relates in any particular case to the twelve 
months ending with the day on which the acci- 
dent in such case occurred.] 

SCHEDULE in 
(SEE SECTION 3) 

List of occupational diseases 

Occupational disease Employment 

5 [PART A 

Anthrax Any employment— 

(a) involving the handling of 
wool, hair, bristles or animal 
carcases or parts of such car- 
cases, including hides, hoofs 
a nd horns ; or . 

1 disuse (miii) sad («r to) were Inserted and the oiishisl deuse wm renumbered 

(am) by s. 11 of the Workmen's Compensation (Amendment) Act, 1988 (9 of 1038). 

8 The word “or” and clauses (aaoi) end wete^ Inserted, ibid. 

8 Added vide G. of B. Gas. Part IV A, p. 1888 of 38-7-88. 

* ^SrtA and the word and letter “Part B” were inserted by s. 13 of the Workman 
Compensation (Amendment) Act, 1988 (9 of 1988). 
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ATO 


Occupational disease 


Employment 


(b) in connection with animals 
infected with anthrax ; or 

(c) involving the loading, un- 
loading or transport of any 
merchandise. 

Any process carried on in com- 
pressed air. 

Any process involving the use 
of lead tetra-ethyl 

Any process involving exposure 
to nitrous fumes. 


Compressed air illness or its 
sequelae 

Poisoning by lead tetra-ethyl 
Poisoning by nitrous fumes . . 


PART B 


Lead poisoning or its sequelae 
2 [excluding poisoning by 
leading tetro-ethyll. 

Prosphorous poisoning or its 
sequelae. 

4 [Mercury poisoning or its se- 
quelae. 

Poisoning by benzene and its 
homologues. or the sequelae 
of such poisoning. 


Chrome ulceration or its se- 
quelae 


5 [Arsenical poisoning or its se- 
quelae 


Any process involving the use 
of lead 3 [or any of its pre- 
parations or compounds ex- 
cept lead tetra-ethyl] 

Any process involving the use 
of phosphorous or its prepara- 
tions or compounds. 

Any process involving the use of 
mercury or its preparations or 
compounds. 

Handling benzene or any of its 
homologues and any process 
in the manufacture or in- 
volving the use of benzene or 
any of its homologues. 

Any process involving the use 
of chromic acid or bichromate 
of ammonium, potassium or 
sodium, or their preparations. 

Any process involving the pro- 
duction liberation or utilisa- 
tion of arsenic or its com- 
pounds. 


I Clauses (xxiii) and (trie) were inserted and the original clutwe {xxiii) was re-numbered 
{xxv)to^U^Xl of t|$e Wogmeti^Compe n s a tk m -( Amendm e nt) Act.* tp uf 1 OTM), 

* TEbe# e woftlt #SS •dhetautei for the word* it* pmporat Jon* or *>mpouade” ftfcf. 

^ *' 22 Workmen** Cooipeiwntte f Amendment) 

Aa lgaSHg *** euhetttutcd by *.12 of the Workmen** Compenmtfoti (Aitfc£utment) 
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WL 


Occupational disease 


Pathological manifestations due 


Employment 


to*—* 

(a) radium and other radio- 
active substances ; 

(b) X-rays. 

Primary epitheliomatous cancer 
of the skin. 


Any process involving exposure 
to the action of radium, ra- 
dio-active substances, or 
X-rays. 

r 

Any process involving the hand- 
ing or use of tar, pitch, bi- 
tumen, mineral oil, paraffin, 
or the compounds, products, 
or residues of these substan- 
ces].] 


i [SCHEDULE IV 
(SEE. SECTION 4) 

Compensation payable in certain cases 




Amount of compensation for — 

Half- monthly 
payment as 
compensation 
for Temporary 
Disablement 
of Adult. 

4 

Monthly wages of the 
workman injured. 

i ! 

Death of 
Adult. 

2 

Permanent 
Total Disable- 
ment of 
Adult. 

3 

lore than 

Rs. 

But not 
more than 
Rs. 

Rs. 

Rs. 

Rs. a. 

0 

10 

500 

700 

Half lus 
monthly 

10 

15 

550 

770 

wages. 

5 0 

u 

18 

600 

840 

[ 6 0 

18 

21 

630 

882 

7 0 

21 

24 

720 

1,008 

8 0 

24 

27 

810 

1,134 

8 8 

27 

SO 

900 

1,260 

9 0 

00 

35 

1,050 

1,470 

9 8 

05 

40 

1,200 

1,680 

10 0 

40 

45 

1,350 

1,800 

11 4 

45 

50 

1,500 

2,100 

12 8 

50 

60 

1,800 

2,520 

15 0 

60 

70 

2,100 

2,640 

17 8 

70 

80 

2,400 , 

8,8(0 

20 0 

80 

100 

3,000 

4,200 

*25 0 

100 

200 

3,500 

4,900 

- . 80 0 

200 

• * 

4,000 

5,600 

. 

SO 01 


' i TMi SchedcOe wft$ «ub«titutejl by ft. *8 of tfce Wadawn'* 

Act, 1088 (IS of 1088), % ^ 
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•Workmen’s Compensation (Amendment) 
Act 1939 t 

ACT NO. XIII OF 1939 ' 

An Act further to amend the Workmen’s Compensation 
.Act, 1923, for a certain purpose, 

W HEREA S doubts have been entertained whether a 
workman employed on wages payable otherwise than by 
the month or on a monthly basis may be a workman with- 
in the meaning of the Workmen’s Compensation Act, 1923; 

AND WHEREAS it is expedient to remove those doubts, 
and for that purpose further to amend Section 5 of that 
Act in the manner hereinafter appearing ; 

It is hereby enacted as follows : — 

Short title and commencement. 

1. (1) This Act may be called the Workmen’s Com- 
pensation (Amendment) Act, 1939. 

(2) It shall come into force on the 1st day of May, 
1939: 

Provided that Section 2 shall be deemed to have taken 
effect from the 30th day of June, 1934. 

Amendment of Section 5 of Act VIII of 1923. 

2. In this Section 5 of the Workmen’s Compensation 
Act, 1923 — 

(a) for the words “ For the purposes of this Act the 
monthly wages of a workman shall be calculated ” 
the following shall be substituted, namely : — 

‘In this Act and for the purposes thereof the expres- 
sion “ monthly wages ” means the amount of wages 
deemed to be payable for a month’s service (whe- 
ther the wages are payable by the month or by 
whatever other period or at piece rates), and cal- 
culated’ 
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(b) in clause (b), the words “deemed to be” shall be 
omitted. 

Restoration of proceedings. 

3. Where in any proceedings under the Workmen’s 
Compensation Act, 1923, concluded after the 1st day of 
July, 1934, any person has been found by a Court not to 
be a workman within the meaning of that Act only by rea- 
son of the fact that his wages were payable otherwise than 
by the month or on a monthly basis, such finding shall be 
void and of no effect ; and the Court shall, notwithstanding 
anything to the contrary in the Indian Limitation Act, 1908 
or any other law for the time being in force, on application 
made within six months from the commencement of this 
Act by any person prejudicially affected by such finding, 
restore the proceedings at, and continue the proceedings 
from, the stage reached immediately before the order em- 
bodying or based on such finding was made. 


Workmen’s Compensation Act, 1923 

WORKMEN’S COMPENSATION RULES, 1924 

No. L.-1182, dated Simla, the 26th June 1924. 

In exercise of the powers conferred by Section 32 of the 
Workmen’s Compensation Act 1923 (VIII of 1923), the Governor 
General in Council is pleased to make the following rules : — 

PRELIMINARY 

Short title 

1. These rules may be called the Workmen’s Compensation 
Rules, 1924. 

Definitions . 

2. . In these rules, unless there is anything repugnant in the 
subject or context,— 

(a) “ the Act ” means the Workmen’s Compensation Act, 
1923. 

(o) “ Form ” means a form appended to these rules. 

■ (c) “section” means a section of the Act. 
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: • PART I 

REVIEW OF HALF-MONTHLY PAYMENT AND 
COMMUTATION THEREOF. 

When application may be made without medical certificate 

3. Application for review of a half monthly payment under 
section 6 may be made without being accompanied by a medical 
certificate : 

(o) by the employer, on the ground that since the right to 
compensation was determined the workman’s wages 
have increased ; r 

tb) by the workmen, on the ground that since the right to 
compensation was determined his wages have dimi- 
nished ; 

(c) by the workman, on the ground that the employer,, 
having commenced to pay compensation, has ceased to 
pay the same, notwithstanding the fact that there has 
been no change in the workman’s condition such as to 
warrant such ceasation ; 

(d) either by the employer or by the workman, on the 
ground that the determination of the rate of compen- 
sation for the time being in force was obtained by fraud 
or undue influence or other improper means. 

(e) either by the employer or by the workman on the ground 
that in the determination of compensation there is a 
mistake or error apparent on the face of the record. 

Procedure on application for review 

4. If, on examining an application for review by an employer 
in which the reduction or discontinuance of half-mothly pay- 
ments is sought, it appears to the Commissioner that there is 
reasonable ground for believing that the employer has a right 
to such reduction or discontinuance, he may at any time issue 
an order withholding the half-monthly payments in whole or in 
part pending his decision on the application. 

Procedure on application for commutation 

5. (1) Where application is made to the Commissioner under 

section 7 for the redemption of a right to receive half-monthly 
payments by the payment of a lump sum,, the Commissioner shall 
form an estimate of the probable duration of the disablement, 
and shall award a sum equivalent to the total qf the halt- 
monthly payments which would be payable for the period during 
which he estimates that the disablement will continue, less one 
half per cent, of that total for each month comprised in that 
period : . r ' 



hABOURANDFACTORY LEGISLATION 6T» 

Provided that fractions of a rupee included in the sum so 
computed shall be disregarded: 

(2)- When, in any case to which sub-rule <1) applies, the 
Commissioner is unable to form an approximate estimate of the 
probable duration of the disablement, he may from time to time 
postpone a decision on the application for a period not exceeding 
two months at any one time. 

PART n 

DEPOSIT OP COMPENSATION 
Deposit under Section 8 

6. (1) An employer depositing compensation with the Com- 
missioner under sub-section (1) of section 8 in respect of a 
workman whose injury has resulted in death shall furnish there- 
with a statement in Form A, and shall be given a receipt to 
Form B. In other cases of deposits with the Commissioner under 
sub-section (1) of section 8, the employer shall furnish a state- 
ment in Form A, and shall be given a receipt in Form B. 

(2) If, when depositing Compensation in respect of fatal 
accidents the employer indicates in the statement referred to to 
sub-rule (1) that he desires to be made a party to the distribu- 
tion proceedings, the Commissioner shall, before allotting the sum 
deposited as compensation, afford to the employer an opportunity 
of establishing that the person to whom he proposes to allot 
such sum is not a dependant of the deceased workman, or, as 
the case may be, that no one of such persons is a dependant. 

(3) The statement of disbursements to be furnished on appli- 
cation by the employer under sub-section (4) of section 8 shall 
be in Form C. 

Publication of lists of deposits 

7. The Commissioner shall cause to be displayed in a pro- 
minent position outside his office an accurate list of the deposits 
received by him under sub-section (1) of section 8 together with 
the names and addresses of the depositors and of the workmen 
in respect of whose death or injury the deposits have been 
made. 

Application by dependants for deposit of compensation 

8. (1) A dependant of a deceased workman, may apply .to 
the Commissioner for the issue of an order to deposit compensa- 
tion .in respect of the death of the workman. SuCh application 
shall be made in Form Q. 

(*) If compensation has not been deposited, the Commis- 
sioner shall dispose of suoh application in accordance with the- 
provlslons of Part V of these rules : ' : 



m 


lA&Wm AND FACTORY LEGISLATION 


:■ Provided that ! 

(o) the Commissioner may, at any time before Issues are 
framed, cause notice to be given in such manner as he 
thinks fit to all or any of the dependants of the deceased 
workman who have not joined in the application, requir- 
ing them, if they desire to join therein, to appear be- 
fore him ona date specified in this behalf ; 

(b) any dependant to whom such notice has been given and 
who fails to appear and to join in the application on the 
date specified in the notice shall not be permitted 
thereafter to claim that the employer is liable to de- 
posit compensation, unless he satisfies the Commissioner 
that he was prevented by any sufficient cause from ap- 
pearing when the case yas called on for hearing. 

(3) If, after completing the inquiry into the application, the 
Commissioner issues an order requiring the employer to deposit 
compensation in accordance with sub-section (1) of section 8, 
nothing in sub-rule (2) shall be deemed to prohibit the allotment 
of any part of the sum deposited as compensation to a depend- 
ant of the deceased workman who failed to join in the application. 

Deposit under section 8 (2) 

9. An employer depositing compensation in accordance with 
sub-section (2) of section 8 shall furnish therewith a statement 
in Form D and shall be given a receipt in Form E. 

Divestment of money 

10. Money in the hands of a Commissioner may be invested 
for the benefit of the dependants of a deceased workman in Gov- 
ernment securities or Post Office Cash Certificates, or may be de- 
posited in a Post Office Savings Bank. 

PART in 

REPORT OF ACCIDENTS 
Report of fatal acoidents . 

11. The report required by section 10-B shall, subject to such 
rules, if any, as may be made by the Provincial Government be 
informed E E. 

Right of employer to present memorandum when information re- 

n aim s J1 

CCITcil 

12. (l) Any employer who has received Information of an 
accident may, at any time notwithstanding the fact that no claim 
for compensation has been instituted in respect of such accident, 
present to the Commissioner a memorandum, supported by aft. 

affidavit made by himself or by any person subordinate to him 
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having knowledge of the facte stated In the memorandum, em- 
bodying the results of any investigation .or* inquiry which has 
been made into the circumstances or cause of the accident. 

(2) A memorandum presented under sub-rule (1) shall, sub- 
joct to the payment of such fee as may be prescribed, be record* 
ed by the Commissioner. 


PART IV 

MEDICAL EXAMINATION 

Workman not to be required to submit to medical examination 

save in accordance with rules 

33. A workman who is required by sub-section (1) of section 
11 to submit himself for medical examination shall be bound to 
do so in accordance with the rules contained in this Part and not 
otherwise. 

Examination when workman and medical practitioner both on 

premises 

14. When such workman is present on the employer’s pre- 
mises, and the employer offers to have him examined free of 
charge by a qualified medical practitioner who is also present, the 
workman shall submit himself for examination forthwith. 

Examination in other cases 

15. In cases to which rule 14 does not apply, the employer 
may — 

(a) send the medical practitioner to the place where the 
workman is residing for the time being, in which case 
the workman shall submit himself for medical examina- 
tion being requested to do so by the medical practitioner, 
or 

(b) send to the workman an offer in writing to have him 
examined free of charge by a qualified medical practi- 
tioner in which case the workman shall submit himself 
for medical examination at the employer’s premises or 
at such other place in the vicinity as is specified in such 
offer and at such time as is so specified : 

Provided that — 

(i) the time so specified shall not. save with the express 
consent of the workman, be between the hours of 7 pjn. 
and 6 am., and 

(11) in cases where the workman’s condition renders it im- 
possible or inadvisable that he should leave the plade 
where he is residing for the time being, he Shall net bd 
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be required to submit himself for medical examination 
save at such place. 

Restriction on number of examinations 

16. A workman who is in receipt of a half -monthly payment 
shall not be required to submit himself for medical examination 
elsewhere than at the place where he is residing for the time be- 
ing more than twice in the first month following the accident, or 
.more than once in any subsequent month. 

Examination after suspention of right to compensation 

17. If a workman whose right to compensation has been sus- 
pended under sub-section (3) of section 11 subsequently offers 
himself for medical examination, his examination shall take place 
on the employer’s premises or at such other place in the vicinity 
as may be fixed by the employer, and at a time to be fixed by the 
employer not being, save with the express consent of the work- 
man more than 72 hours after the workman has so offered himself. 

Examination of women 

18. (1) No woman shall without her consent be medically 
examined by a male practitioner, save in the presence of another 
woman. 

(2) No woman shall be required to be medically examined 
by a male practitioner if she deposits a sum sufficient to cover the 
expenses of examination by a female practitioner. 

PART V 
PROCEDURE 


Introductory 

19. Save as otherwise provided in these rules, the procedure 
to be followed by Commissioners in the disposal of cases under 
the Act or these rules and by the parties in such cases, shall be 
regulated in accordance with the rules contained in this Part. 

Applications 

20. (1) Any application of the nature referred to in section 
22 may be sent to the Commissioner by registered post or may be 
presented to him or to any of his subordinates authorised by him 
in this behalf and, if so sent or presented,, shall, unless the Com- 
missioner otherwise directs, be made In duplicate in the appro- 
priate Form, if any, and shall be signed by the applicant. 

(2) There shall be appended to every such application a 
certificate, which shall be signed by the applicant, to the effect 
that the statement .of facts contained in the application Is to the 
bait of hi* knowledge and belief accurate. 
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Production of documents 

21. (1) When the application for relief is based upon a 
document, the document shall be appended to the application. 

(2) Any other document which any part desires to tender 
in evidence shall be produced at or before the first hearing. 

(3) Any document which is not produced at or within the 
time specified in sub-rule (1) or (2) as the case may be shall not, 
without the sanction of the Commissioner, be admissible in evi- 
dence on behalf of the party who should have been produced it. 

(4) Nothing in this rule applied 'to any document which is 
produced for the purpose of cross-examining a witness or is hand- 
ed to a witness to refresh his memory. 

Application presented to wrong Commissioner 

22. (1) If it appears to the Commissioner on receiving the 
application that it should be presented to another Commissioner, 
he shall return it to the applicant after endorsing upon it the 
date of the presentation and return, the reason for returning it 
and the designation of the Commissioner to whom it should be 
presented. 

(2) If it appears to the Commissioner at any subsequent 
stage that an application should have been presented to another 
Commissioner he shall send the application to the Commissioner 
empowered to deal with it and shall inform the applicant (and 
the opposite party, if he has received a copy of the application 
under rule 26), accordingly. 

(3) The Commissioner to whom an application is transferred 
under sub-rule (2) may continue the proceedings as if the pre- 
vious proceedings or any part of them had been taken before him, 
if he is satisfied that the interests of the parties will not thereby 
be prejudiced. 

Examination of applicant 

23. (1) On receiving an application of the nature referred 
to Section 22 the Commissioner may examine the applicant on 
oath, or may send the application to any officer authorised by the 
Provincial Government in this behalf and direct such officer to 
make such examination and forward the record thereof to the 
Commissioner. 

(2) The substance of any examination made under sub- 
rule (1) shall be recorded in the manner provided for the re- 
cording of evidence in section 25. 

Summary dismissal of application 

JM. . (]<) The Commissioner may, after considering the appli- 
cation and the result of any examination of the applicant ander 
rule 23, summarily dismiss the application, if, for reasons to riba 



680 LAftOCRAND factory legislation 

recorded, he is of opinion that there are no sufficient grounds f at 
proceeding thereon. 

12) Hie dismissal of the application under sub-rule' (1) shall 
not of itself preclude the applicant from presenting a fresh 
application for the settlement of the same matter. 

Preliminary inquiry into application 

25. If the application is not dismissed under rule 24, the Com- 
missioner may, for reasons to be recorded, call upon the appli- 
cant to produce evidence. in support of the application before 
calling upon any other party, find, if upon considering such evi- 
dence the Commissioner is of opinion that there is no case for 
♦he lelief claimed, he may dismiss the application with a brief 
statement of his reasons for so doing. 

Notice to opposite party 

26. If the Commissioner does not dismiss the application 
under rule 24 or rule 25 he shall send to the party from whom 
the applicant claims relief (hereinafter referred to as the opposite 
party) a copy of the application, together with a notice of the date 
on which he will dispose of the application, and may call upon 
the parties to produce upon that date any evidence which they 
may wish to tender. 

Appearance and examination of opposite party 

27. (1) The opposite party may, and if so required by the 
Commissioner, shall, at or before the first hearing or within such 
time as the Commissioner may permit, file a written statement 
dealing with the claim raised in the application, and any such 
written statement shall form part of the record. 

(2) If the opposite party contests the claim, the Commis- 
sioner may, and, if no written statement has been filed, shall pro- 
ceed to examine him upon the claim, and shall reduce the result 
of the examination to writing. 

Framing of issues 

28. (1) After considering any written statement and the 
result, of any examination of the parties, the Commissioner shall 
ascertain upon what material propositions of fact or of law the 
parties are at variance, and shall thereupon proceed to frame and 
record the issues upon which the right decision of the case ap- 
pears to him to depend. 

. (2) In recording the issues, the Commissioner shall distin- 
guish between those issues which In his opinion concern points of 
fact and those which concern points of law. , 

Power to postpone trial of Issues of fact where Issues of lawarise 

20. When lames both of law and of fact arise In rite same 
case, and the Commissioner is of opinion that the case may be 



LABOUR AND FACTORY LEGISLATION 681 

disposed of on the Issues of law only, he may try those issues 
first, and for that purpose may., If he thinks fit, postpone the 
settlement of the issues of fact until after the issues of law have 
been determined. 

Diary 

30. The Commissioner shall maintain^ under his hand a brief 
diary of the proceedings on an application. 

Seasons for postponement to be recorded 

31. If the Commissioner finds it impossible to dispose of an 
application at one hearing, he shall record the reasons which 
necessitate a postponement. 

Judgment 

32. (1) The Commissioner, in passing orders, shall record 
concisely in a judgment his finding on each of the issues framed 
and his reasons for such finding. 

(2) The Commissioner, at the time of signing and dating his 
Judgment, shall pronounce his decision, and thereafter no addi- 
tion or alteration shall be made to the judgment other than the 
correction of a clerical or arithmetical mistake arising from any 
accidental slip or omission. 

Summoning of witnesses 

33. If an application is presented by any party to the pro- 
ceedings for the citation of witnesses, the Commissioner shall, on 
payment of the prescribed expenses and fees, issues summonses 
for the appearance of such witnesses, unless he considers that 
their appearance is not necessary for the just decision of the case. 

Exemption from payment of costs 

34. If the Commissioner is satisfied that the applicant is 
unable, by reason of poverty, to pay the prescribed fees, he may 
remit any or all of such fees. If the case is decided in favour of 
the applicant, the prescribed fees which, had they not been re- 
mitted, would have been due to be paid, may be added to the 
costs of the case and recovered in such manner as the Commis- 
sioner in his order regarding costs may direct. 

Right of entry for local inspection 

38. A Commissioner before whom any proceeding relating to 
an injury by accident is pending may, at any time, enter the 
place where the workman was injured, or where the workman 
ordinarily performed his work for the purpose of making a local 
inspection or of examining any persons likely to be able to give 
information relevant to the proceedings : 

Provided that the Commissioner shall not enter any pre- 
mteee of any industrial establishment except during the ordinary 
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working hours of (hat establishment, save with the permission 
of (he employer, or of some person directly responsible to him for 
the management of the establishment. 

Procedure In connection with local inspection 

36. (1) If the Commissioner proposes to conduct a local 
inspection with a view to examining on the spot the circum- 
stances in which an accident took place, he shall give the parties 
or their representatives notice of his intention to conduct such 
inspection, unless in his opinion the urgency of the case raiders 
the giving of such notice impracticable. 

(2) Such notice may be given, orally or in writing, and, 
in the case of an employer, may be given to any person upon 
whom notice of a claim can be served under sub-section (2) of 
section 10, or to the representative of any such person. 

(3) Any party, or the representative of any party, may 
accompany the Commissioner at a local inspection. 

(4) The Commissioner, after making a local inspection, shall 
note briefly in a memorandum any facts observed, and shall 
show the memorandum to any party who desires to see the same, 
and, on payment of the prescribed fee, shall supply any party 
with a copy thereof. 

(5) The memorandum shall form part of the record. 

Power of summary examination 

37. (1) The Commissioner during a local inspection or at 
any other time, save at a formal hearing of a case pending before 
him, may examine summarily any person likely to be able to give 
information relative to such case, whether such person has been 
or is to be called as a witness in the case or not, and whether 
any or all of the parties are present or not. 

(2) No oath shall be administered to a person examined 
under sub-rule (1). 

(3) Statements made by persons examined under sub-rule 
(1), if reduced to writing, shall not be signed by the person making 
the statement, nor shall they, except as hereinafter provided, be 
incorporated in the record or utilised by the Commissioner for the 
purpose of arriving at a decision in the case. 

(4) If a witness who has been examined under sub-rule (1) 

makes in evidence any material statement contradicting any 
statement made by him in such examination and reduced to 
writing, the Commissioner may call his attention to such state- 
met, and shall Ip, that case direct that the parties be furnished 
with the relevant part of such statement for the purpose of ex- 
amining or , cross-e x a min i n g the witnes*. , t 

(5) Any statement or part of a s t a teme nt which is fumlehed 
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to the parties under sub-rule (4) shall be incorporated in the 

record. 

(6) Where a case is settled by agreement between the parties,, 
the Commissioner may incorporate in the record any statement 
made under sub-rule (1) and may utilise such statement tor the 
purpose of justifying his acceptance of, or refusal to accept, the 
agreement reached. 

Agreement to abide by Commissioner’s, decision 

38. (1) If a party states in writing his willingness to abide 
by the decision of the Commissioner, the Commissioner shall 
Inquire whether the other party is willing to abide by his deci- 
sion. 

<2) If the other party agrees to abide by the Commissioner’s 
decision, the fact of his agreement shall be recorded in writing 
and signed by him. 

(3) If the other party does not agree to abide by the Com- 
missioner's decision, the first party shall not remain under an 
obligation so to abide. 

Procedure where indemnity claimed under section 12 (2) 

39. (1) Where the opposite party claims that if compensa- 
tion is recovered against him he will be entitled under sub-section 
(2> of section 12 to be indemnified by a person not being a party 
to the case, he shall when first called upon to answer the applica- 
tion, present a notice of such claim to the Commissioner accom- 
panied by the prescribed fee, and the Commissioner shall there- 
upon issue notice to such person in Form J. 

(2) If any person served with a notice under sub-rule (1) de- 
sires to contest the applicant’s claim for compensation or the 
opposite party’s claim to be indemnified, he shall appear before 
the Commissioner on the date fixed for the hearing of the case 
or on any date to which the case may be adjourned and, if he 
so appears, shall have all the rights of a party to the proceed- 
ings ; in default of so appearing he shall be deemed to admit the 
validity of any award made against the opposite party and to 
admit his own liability to indemnify the opposite party for any 
compensation recovered from him : 

Provided that, if any person so served appears subsequently 
and satisfies the Commissioner that he was prevented by any 
sufficient cause from appearing, the Commissioner shall, after 
giving notice to the aforesaid opposite party, hear such person and 
may set a s id e or vary any award made against such person under 
this rule upon such terms as may be just. 

it any person served with a notice under sub-rule (U, 
whether or not he desires to contest the applicant’s claim for. 



684 LABOUR AND FACTORY LEGISLATION 

compensation or the opposite party’s claim to be Indemnified, 
claims that being a contractor he is himself a principal and is 
entitled to be indemnified by a person standing to him in the re- 
lation of a contractor from whom the workman could have re- 
covered compensation he shall on or before the date fixed in 
the notice under sub-rule (1) present a notice of such claim to the 
Commissioner accompanied by the prescribed fee and the Com- 
missioner shall thereupon issue notice to such person in form JJT. 

(4) If any person served with a notice under sub-rule (3) 
desires to contest the applicant’s claim for compensation, or the 
claim under sub-rule (3) to be indemnified he shall appear before 
the Commissioner on the date fixed in the notice in form JJ or 
on any date to which the case may be adjourned and, if he so 
appears, shall have all the rights of a party to the proceedings ; 
in default of so appearing he shall be deemed to admit the validity 
of any award made against the original opposite party or the 
person served with a notice under sub-rule (1) and to admit his 
own liability to indemnify the party against whom such award is 
made for any compensation recovered from him : Provided that, 
if any person so served appears subsequently and satisfies the 
Commissioner that he was prevented by any sufficient cause from 
appearing, the Commissioner shall, after giving notice to all 
parties on the record, hear such person, and may set aside or vary 
any award made against such person under this rule upon such 
terms as may be just. 

(5) In any proceedings in which a notice has been served 
on any person under sub-rule (1) of sub-rule (3) the Commissioner 
shall, if he awards compensation, record in his judgment a find- 
ing in respect of each of such persons whether he is or is not 
liable to indemnify any of the opposite parties, and shall specify 
the party, if any, whom he is liable to indemnify. 

Procedure in connected cases 

40. (1) Where two or more cases pending before a Com- 
missioner arise out of the same accident, and an issue involved is 
common to two or more such cases, such cases may, so far as the 
evidence bearing on such issue is concerned, be heard simulta- 
neously. 

(2) Where action is taken under sub-rule (1), the evidence 
bearing on the common issue or Issues shall be recorded on , the 
record of one case, and the Commissioner shall certify under his 
hand on the records of any such other case the extent to which 
the evidence so recorded applies to such other case, and the fact 
that the parties to such other case had the opportunity of being 
Present, and, If they were present, of cross-examining the wit- 
nesses, - ■ 
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Certain provisions ot Code of Civil Procedure, 1908 to apply 
41: Save as otherwise expressly provided in the Act or these: 
rules, the following provisions of the first Schedule to the Code 
of Civil Procedure, 1908, namely, those contained In Order V, 
rules 9 to 13 and 15 to 30 ; Order IX ; Order XIII ; rules 3 to 10 ; 
Order XVI rules 2 to 21 ; Order XVII ; and Order XXIU, rules 1 
and 2 shall apply to proceedings before Commissioners, in so 
far as they may be applicable thereto : 

Provided that— < 

(a) for the purpose of facilitating the application of the 
said provisions, the Commissioner may construe them 
with such alterations not affecting the substance as may 
be necessary or proper to adapt them to the matter be- 
fore him ; 

<b) the Commissioner may, for sufficient reason, proceed 
otherwise than in accordance with the said provisions, 
if he is satisfied that the interests of the parties will 
not thereby be prejudiced. 

Provision regarding signature of forms 

42. Any form, other than a receipt for compensation, which 
is by these rules required to be signed by a Commissioner may 
be signed 'under his direction and on his behalf by any Officer 
subordinate to him appointed by him in writing for this purpose. 

Appointment of compensation among dependants 

43. The provisions of this part, except those contained in 
rules 26, 27 and 39 shall, as far as may be, apply in the case of 
any proceedings relating to the appointment of compensation 
among dependants of a deceased workman. 

PART VI 
TRANSFER 

Transfer for report 

44. (1) A Commissioner transferring any matter to another 
Commissioner for report In accordance with sub-section (2) of 
section 21 shall, along with the documents referred to in that 
sub-section, transmit to such other Commissioner a concise 
statement, in the form of questions for answer, of the matter 
on which report Is required. 

(2) A Commissioner to whom a case is so transferred for 
report shall not be required to report on any question of law. 

Transmission of money 

46 . Money transmitted by one Commissioner to another to 
accordance with sub-section (2) of section 21 shall be transmitted* 
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not be recordedby reason of the Inadequacy of the amount of 
such sum as fixed In the agreement, he shall record his estimate 
of the probable duration of the disablement of the workman. 

Registration of memorandum accepted for record 

52. In recording a memorandum of agreement the Com- 
missioner shall cause the same to be entered in a register in 
Form R, and shall cause an endorsement to be entered under his 
signature on a copy of the memorandum to be retained by him 
in the following terms, namely : — 

“ This memorandum of agreement bearing Serial No. 
of 19 .in the register has been recorded this day of 

(Signature) 

Commissioner.” 


FORM A 

[SEE RULE 6 (l).l 

DEPOSIT OF COMPENSATION FOR FATAL ACCIDENT 
[Section 8 (i) of the Workmen’s Compensation Act, 1923]. 

“Compensation amounting to Rs. is hereby pre- 

sented for deposit in respect of injuries resulting in the death 
of the workman, whose particulars are given below, which occur- 
red on 

Name 

Father’s name 

(Husband’s name in case of married 
woman or widow). 

Caste 

Local Address 
Permanent address 
His 

=— monthly wages are estimated at Rs. 

Her 

He over his 

She* was undir the ®* e of 15 year* at the time of death” 

2. The said workman had, prior to the date of death, 
received the following payment*, namely, 

R». on Rs. 

R». on Rs. 

R*. on fcs. 


on 

on 

on 
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amounting in all to Rs. 

3. An advance of Rs. h&s been made on account 

of compensation to being dependant. 

4. *1 do not desire to be made a party to the proceedings 
for distribution of the aforesaid compensation. 

Dated 19 


Employer 


FORM AA 
[SEE RULE 6 (1).] 

DEPOSIT OF COMPENSATION FOR NON-FATAL ACCIDENT 
TO A WOMAN OR PERSON UNDER LEGAL DISABILITY 

[Section 8 (1) of the Workmen’s Compensation Act.] 

Compensation amounting to Rs. is hereby pre- 

sented for deposit in respect of injuries sustained by 
residing at on 19 , resulting 

in temporary 'disabiemenT TleT" monthly wages are estimated at 

Rs. was ~~ the age of 15 years at the time 

of the accident. 

2. The said injured workman has, prior to the date of the 
deposit, received the following half-monthly payments, namely, 


Rs. 

on 

Rs. 

on 

Rs. 

on 

Rs. 

on 

Rs, 

on 

Rs. 

on 

Dated 


19 



Employer. 


. An employer detiring to be mode t party to the proceeding* ahould strike out the 
word* *do not\ 
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FORM B 
[SEE RULE 6] 

RECEIPT FOR COMPENSATION 

Deposited under Section 8 (1) of the Workmen’s Compensation Act 
Book No. Receipt No. Register No. 

Depositor 

Deceased or injured workman 

Date of deposit 19 . 

Sum deposited Rs. 


Commissioner. 


FORM C 
[SEE RULE 6] 

STATEMENT OF DISBURSEMENTS 


[Section 8 (4) of the Womkmen’s Compensation Act, 1923] 

Serial No. 

Depositor 


Date 

1 

Rs. 


Amount deposited 



Amount deducted and repaid to 
the employer under the Proviso 
to Section 8 (1) 



Funeral Expenses paid 



Compensation paid to the follow- 
ing dependants 

Name Relationship 












Total 



Commissioner. 


Dated 19 
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FORM D 
[SEE RULE 0] 

DEPOSIT OF COMPENSATION FOR NON-FATAL ACCIDENTS, 
OTHER THAN TO A WOMAN OR PERSON UNDER LEGAL 
DISABILITY 

[Section 8 (2) of the Workmen’s Compensation Act, 1923] 
Compensation amounting to Rs. is hereby presented 

for disposit in respect of injuries sustained by 

residing at which occurred on 19 

Dated 19 . 


Employer. 


FORM E 
[SEE RULE 9] 

RECEIPT FOR COMPENSATION 

[Deposited under section 8 (2) of the Workmen’s Compensation 

Act, 1923.] 

Book No. Receipt No. Register No. 

Depositor 
In favour of 

Date of Deposit 19 

Sum deposited Rs. 

Commissioner. 


FORM EE 
[SEE RULE 11] 

REPORT OF FATAL ACCIDENTS 
To 
Sir, 

X have the honour to submit the following report of an acci- 
dent which occurred on (date) at (here 

enter details of premises) ,, and which resulted in the 

death of the 'Worsen ' of whom particulars are given in 
tile statement annexed. 

2. The circumstances attending Gib death of the 
were sis under 
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(a) Time of accident ; 

(b) Place where the accident occurred ; 

(c> Manner in which deceased employed at the time ; 

' (d) Cause of the accident ; 

(e) Any other relevant particulars. 

I have, etc. 

(Signature and designation of the 
person making the report). 


STATEMENT 


Name. 

Sex. 

Age. 

Nature of employment. 

Full Postal 
address. 


| 

: 

, 


; 

i 

■ 

■ 


FORM F 
[SEE RULE 20] 

APPLICATION FOR COMPENSATION BY WORKMAN 

TO the Commissioner for Workmen’s Compensation, 
residing at , applicant 

versus 

residing at opposite party. 

It is hereby submitted that— 

(1) tiie applicant, a workman employed by (a contractor with) 
tile opposite party on the day 6f 19 

received personal injury by accident arising out of and ip 
the course of his employment. 

The cause of the injury was (here insert briefly in ordinary 
language the cause of injury). 
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(2) the applicant sustained the following injuries, namely : — 

. (3) the monthly wages of applicant amount to Rs. ; the 

applicant is — the age of 15 years. 

*(4) (a) Notice of the accident was served on the 

day of 

(b) Notice was served as soon as practicable. 

(c) Notice of the accident was not served (in due time) 
by reason of 

*(5) the applicant is accordingly entitled to receive — 

(a) half-monthly payments of Rs. from the 

day of 19 to 

(b) a lump sum payment of Rs. 

(6) the applicant has taken the following steps to secure a 

settlement by agreement, namely 

but it has proved impossible to settle the questions in dis- 
pute because 

*You are therefore requested to determine the following ques- 
tions in dispute, namely : — 

(a) whether the applicant is a workman within the mean- 
ing of the Act, 

(b) whether the accident arose out of or in the course of 
the applicant’s employment 

(c) whether the amount of compensation claimed is due, 
or any part of that amount 

(d) whether the opposite party is liable to pay such com- 
pensation as is due, 

(«) etc. (as required) 

Dated the Applicant. 


FORM G 
[SEE RULE 20] 

APPLICATION FOR ORDER TO DEPOSIT COMPENSATION 
To the Commissioner for Workmen’s Compensation, 

residing at 
, applicant 


versus 


residing at 
, opposite party. 


Xt Is hereby submitted that — 

(1) a workman employed 

by (a contractor with) the opposite party on the day 

of 19 received personal injury 


^Strike out the clauses which are not applicable. 
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toy addident arising out Of and In the course of his employment 
resulting in hie death on the day of 10 . 

The cause of the injury was (here insert briefly in ordinary lan- 
guage the cause of the injury). 

(2) The appllcant(s) — — dependant(s) of the deceased 
workman, being his 

(3) The monthly wages of the deceased amount to Rs. 

The deceased was the age of IS at the time of his death. 

*(4) (a) Notice of the accident was served on the day of 

(b) Notice was served as soon as practicable. 

(c) Notice of the accident was not served (in due time) 
by reason of 

(5) The deceased before his death received as compensation 
the total sum of Rs. 

(6) The applicant (s) —— accordingly entitled to receive a 
lump sum payment of Rs. 

You are therefore requested to award to the applicant the 
said compensation or any other compensation to which he may 
be entitled. 

Dated the Applicant. 


FORM H 


(SEE RULE 20] 


APPLICATION FOR COMMUTATION 
(Under section 7 of the Workmen’s Compensation Act, 1923) 


To the Commissioner for Workmen’s Compensation, 


residing at 
, applicant 


versus 


residing at 
, opposite party. 


It is hereby submitted that — 

(1) The — has been in receipt of half-monthly pay- 

opposite party ¥ 

ments from to in respect of 

temporary disablement by accident arising out of and in the 
course of his employment. 

(2) The applicant is desirous that the rightto receive half- 1 
monthly payments should be redeemed. 

•Strike out the clauses which are not applicable. 
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(3) (a) Hie opposite party is unwilling to agree to the re- 
demption of the right to receive half-monthly payments. 

(b) The parties have been unable to agree regarding the sum 
for which the right to receive half-monthly payments 
should be redeemed. 

You are therefore requested to pass orders — 

(a) directing that the right to receive half-monthly pay- 
ments should be redeemed, 

(b) fixing a sum for the redemption of the right to receive 
half-monthly payments. 

Dated Applicant. 


FORM J 
[SEE RULE 39] 

NOTICE 

Whereas a claim for compensation has been made by 

applicant;, against , and the said 

has claimed that you are liable under section 
12 (2) of the Workmen’s Compensation Act, 1923, to indemnify 
him against any compensation which he may be liable to pay 
in respect of the aforesaid claim, you are hereby informed that 
you may appear before me on 

and contest the claim for compensation made by the said appli- 
cant or the claim for indemnity made by the opposite party. In 
default of your appearance you will be deemed to admit the 
validity of any award made against the opposite party and your 
liability to indemnify the opposite party for any compensation 
recovered from him. 

Commissioner. 

Dated 19 . 


FORM JJ 
[SEE RULE 39] 

NOTICE 

Whereas a claim for compensation has been made by 
applicant, against and the said has cl ai m e d 

that is liable under section 12 (2) of the Workmen’s Com- 

pensation Act, 1923, to Indemnify him against any compensation 
which he may be liable to pay in respect of the aforesaid claim, 
and whereas the said on notice served has 
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claimed that you stand to him in the rela- 

tion of a contractor from whom the applicant 
could have recovered compensation you 

ate hereby informed that you may appear before me on 
and contest the claim for compensation made by the said appli- 
cant or the claim for indemnity made by the opposite party 

. In default of your appearance you 
will be deemed to admit the validity of any award made against 
the opposite party 


and 


your liability to indemnify the opposite party 

for any compensation recovered from him. 


Dated 


Commissioner. 


FORM K 
[SEE RULE 48] 

MEMORANDUM OF AGREEMENT 
It is hereby submitted that on the 

day of 19 , personal injury 

was caused to , residing at , 

by accident arising out of and in the course of employment in 

•The 

said injury has resulted in temporary disablement to the said 
.workman whereby it is estimated that he will be prevented from 
earning P orethto wages for a period of months. 

The said workman has been in receipt of half -monthly payments 
which have continued from the 

day of 19 until the day of 

19 . amounting to Rs. in all. 

The said workman’s monthly wages are estimated at Rs. 

The workman *» OYer m. of 18 y«»" 

will reach the age of 15 years on 

It is further submitted that the employer of the 

said workman, has agreed to pay, and the said workman has 
agreed to accept the sum of Rs. in full settle- 

ment of all and every claim under the Workmen’s Compensation 
Act, 1923, in respect of all disablement of a temporary nature 
arising out of the said accident, whether now or hereafter to be- 
come manifest. It is therefore requested that this m emor andum 
be duly recorded. 

Dated 

Signature of employer 
Witness 
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e«r 


Signature of workman 
Witness 

(Note.— An application to register an agreement can be pre- 
sented under the signature of one party, provided that the other 
party has agreed to the terms. But both signatures should be 
appended, whenever possible). 


Receipt (to be filled in when the money has actually been paid). 

In accordance with the above agreement, I have this day 
received the sum of Rs. 


Workman. 


Dated 19 

The money has been paid and this receipt signed in my pre- 
sence. 


Witness. 


Note.— This form may be varied to suit special cases e.g., injury 
by occupational disease, agreement when workman is under legal 
disability, etc. 


FORM L 
[SEE RULE 48] 

MEMORANDUM OF AGREEMENT 


It is hereby submitted that on the day of 19 

personal injury was caused to , residing at 

by accident arising out of and in the course of his employment 
in .The said injury has resulted in per- 

manent disablement to the said workman of the following nature, 
namely : 

The said workman’s monthly wages are estimated at Rs. 


The workman is 


ove r the age of 15 yea rs 

wiO reach the age of 15 yean on 

The said workman has, prior to the date of this agreement, re* 
ceived the following payments, namely : — 


RS. 

on 

Rs. 

on 

RS. 

on 

Rs. 

on 

Rs. 

on 

Rs. 

on 
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It Is further submitted that , the employer of 

the said workman, has agreed to pay, and the said workman has 
agreed to accept the sum of Rs. in full settlement 

of all and every under the Workmen’s Compensation Act, 

1923, in respect of the disablement stated above and all disable- 
ment now manifest. It is therefore requested that this memo- 
randum be duly recorded. 

Dated 

Signature of employer 
Witness 

Signature of workman 
Witness 

(Note. — An application to register an agreement can be present- 
ed under the signature of one party, provided that the other party 
has agreed to the terms. But both signatures should be append- 
ed, whenever possible.) 


Receipt (to be filled in when the money has actually been 
paid). 

In accordance with the above agreement, I haVe this day re- 
ceived the sum of Rs. 


Workman. 


Dated 19 

The money has been paid and this receipt signed in my pre- 
tence. 

Witness. 


Note^— This form may be' varied to suit special cases, e.g., in- 
jury by occupational disease, agreement when workman is under 
legal disability, etc. 
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FORM M 
[SEE RULE 48] 

MEMORANDUM OF AGREEMENT 
It is hereby submitted that on the 

day of 19 , personal injury was 

caused to , residing at , by 

accident arising out of and in the course of employment in 

. The said injury has resulted in tem- 
porary disablement to the said workman, who is at present in 

-wages amounting to Rs. .per month . , , 

receipt of no W^e5 The said work- 

man’s monthly wages prior to the accident are estimated at 
Rs. . The workman is subject to a legal disability by reason 
of 


It is further submitted that the employer of 

the workman has agreed to pay and on behalf 

of the said workman has agreed to accept half-monthly pay- 
ments at the rate of Rs. for the period of the said tem- 

porary disablement. This agreement is subject to the condition 
that the amount of the half-monthly payments may be varied 
in accordance with the provisions of the said Act on account 
of an alteration in the earnings of the said workman during 
disablement. It is further stipulated that all rights of commuta- 
tion under section 7 of the said Act are unaffected by this agree- 
ment. It is therefore requested that this memorandum be duly 
recorded. 

Dated 


Signature of employer 
Witness 

Signature of workman 
Witness 

(Note.— An application to register an agreement can be pre- 
sented under the signature of one ptgrty, provided that the other 
party has agreed to the terms. But both signatures should be 
appended, whenever possible). 
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Receipt (to be filled In when the money has actually been 
paid). 

In accordance with the above agreement, I have this day re- 
ceived the sum of Rs. 


Workman. 


Dated 19 . 

The money has been paid and this receipt signed In my 
presence. 


Witness. 


Note. — This form may be varied to suit special cases, e.g., Injury 
by occupational disease, etc. 


FORM N 
[SEE RULE 49] 

Whereas an agreement to pay compensation is said to have 
been reached between and 

and whereas 

— 5 —^ applied for registration of the 

agreement under section 28 of the Workmen’s Compensation Act, 
1923, notice is hereby given that the said agreement will be taken 
into consideration on 19 , and that any objections 

to the registration of the said agreement should be made on that 
date. In the absence of valid objections, it is my intention to 
proceed to the registration of the agreement. 

Commissioner. 


Dated 


19 
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FORM O 

[SEE RULES 49 AND 50] 

Take notice that registration of the agreement to pay com- 
pensation said to have been reached between you 
and on the 19 

has been refused for the following reasons, namely 

Commissioner. 

Dated 19 . 


FORM P 
[SEE RULE 50] 

Whereas an agreement to pay compensation is said to have 
been reached between and 

and whereas 

applied for registration of the agreement under section 28 of the 
Workmen’s Compensation Act, 1923, and whereas it appears to 
me that the said agreement ought not to be registered for the 
following reasons, namely : — 

an opportunity will be afforded to you of showing cause on 

19 why the said agreement should be registered. 
If no adequate cause is shown on that date, registration of the. 
agreement will be refused. 

Dated 19 

Commissioner. 


FORM Q 
[SEE RULE 50] 

Whereas an agreement to pay compensation is said to have 
been reached between and 

and whereas “Eav~ a PP lied 

for registration of the agreement under section 28 of the Work- 
men's Compensation Act, 1923, and whereas it appears to me 
that the said agreement ought not to be registered for the follow- 
ing reasons, namely : — 

an opportunity will be afforded to you the said 
of showing cause on 19 why the said 

agreement should be registered. Any representation which you 
have to make with regard to the said agreement should be made 
on that date. Xf adequate cause 'is then shown, the agreement 
may be registered. 

Dated 19 


Commissioner. 
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FORM R 


[SEE RULE 62] . 

REGISTER OF AGREEMENTS FOR THE TEAR 19 


Serial 

number. 

Date of 
agreement. 

Date of 
registration. 

Employer. 

Workman. 

Initials of 
Commissioner. 

Reference 
to orders 
rectifying 
the register. 




*■ 



• 


Workmen’s Compensation Act, 1923 

BOMBAY GOVERNMENT RULES FOR THE GRANTING OF 
' CERTIFIED COPIES AND PAYMENT OF ALLOWANCES TO 

WITNESSES 

BOMBAY CASTLE, 12TH FEBRUARY 1925 

No- 5925. — In exercise of the powers conferred by clauses (c) 
and (d) of section 33 of the Workmen’s Compensation Act, 1923 
(Vm of 1923), the Governor in Council is pleased to make the 
following rules for the maintenance of registers by the Commis- 
sioner, for the granting of certified copies of proceedings before 
him and for the allowances to be paid to witnesses summoned by 
him : — 

1. All applications presented to the Commissioner shall be 
registered in Register in Form A*. 

2. Every Commissioner shall maintain a separate register 
in Form B* of fatal accidents which come to his knowledge either 
on account of deposits made by or on behalf of employers or be- 
cause of applications made -by dependants of a deceased work- 
man for an order for deposit and payment of compensation. . 

3. Every Commissioner shall maintain a separate register in 

Form C* of non-fa tal accidents which come to his knowledge In 
any of the following ways : — * 


* Appended. 
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(1) On account of application* for registration of memo- 
randa of agreements. 

(2) On account of applications for commutation of half- 
monthly payments. 

(3) On account of amount of compensation deposited with 
the Commissioner under section 8 (2). 

(4) On account of applications for settlement of claim made 
by the injured workman. 

4. The record of the Commissioner shall be kept in the Eng- 
lish language. 

5. Certified copies of any papers in any proceedings before 
a Commissioner should be supplied to parties in accordance with 
the Rules in Chapter xm (in so far as they are consistent with 
the Workmen’s Compensation Act) of the Manual of Circulars 
issued by the High Court of Bombay for the guidance of Civil 
Courts. 

6. In cases where a Commissioner has to issue summons to a 
witness either at the instance of a party to a proceeding before 
him, or on his own initiative, the allowances to be paid to the 
witness shall be on the same scale as obtains in the Court of 
Small Causes. 


FORM A (See Rule 1) 
Register of applications for the year 19 


Date of presentation of appli- 
cation. 

! 

i . 

i 

Nature of the application. | 

Name and 
address of 
the 

applicant. 

Name and 
address of 
the 

opposite 

party. 

Claim. 

Order. | 

1 

Remarks. 

1 

JS 

1 

1 

For deposit. 

For compensation. 

For half monthly payments. 

For commutation. 

For Review. 

For recovery. 

Application for registration 
erf agreement. 

! 

l 

Date. 

1 

* 

1 

For what amount. 



A 

B 

■ 

C | 

i 

D 

E 

F 

G 

H 

I 






i 




_ 








Date of information 
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■ i FORM B (See Hale 2) 

Register of fatal accidents for the year 19 . 



FORM C (See Rule 3) 

Register of non-fatal accidents for the year 19 . 



Date of 
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• BOMBAY CASTLE, 26TH FEBRUARY 1934 

No. 9920.— In exercise of the powers conferred by clauses (e) 
and (g) of section 33 of the Workmen's Compensation Act, 1923 
(VHI of 1923), the Governor in Council in pleased to make the 
following rules, namely 

1. The notice sent by a Commissioner under sub-section (1) 
of section 10-A of the Workmen's Compensation Act, 1923, herein- 
after referred to as “ the said Act ", shall be in Form X and shall 
be accompanied by a copy of Form Y. 

2. The statement submitted by an employer under section 
10-A of the said Act shall be in Form Y. 


FORM X 

Whereas I have received information that (1) 

a workman employed by you in (2) 

has died as the result of an accident arising 
out of and in the course of his employment, I hereby require you 
in accordance with section 10-A of the Workmen's Compensation 
Act, 1923, to submit to me within thirty days of the receipt of this 
notice the enclosed Form with the particulars required in para- 
graphs 1, 2 and 3 and the' particulars required in either para- 
graph 4 or 5 duly filled in. In the event of your admitting liability 
to pay compensation, the necessary deposit must, under section 
10-A (2) of the said Act, be made within thirty days of the receipt 
of this notice. 


Commissioner for Workmen's Compensation. 
Dated 194 . 


FORM Y 


1. In reply to your notice dated the ,19 , which 

was received by me on the 19 , it is submitted that 

(1) residing at a workman 


15 years of age employed in (2) 

met with an accident on the 19 > 
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as a result of which he died on the 19 • The 

monthly wages of the deceased amounted to Rs. 

2. The circumstances in which the deceased met his death 
were as follows 


3. The deceased left the following dependants (3) 

4. I admit liability to pay as compensation, 
f on account of the deceased’s death, the amount 


One of these 


Of RS. 


which deposited 


struck out. 



with you the 19 

5. I disclaim liability to pay compensation 
on account of the deceased’s death on the follow- 
ing grounds. 


Employer. 


(1) Insert name of workman. 

(2) Insert name of establishment. 

(8) Insert names and addresses where known. 


Workmen’s Compensation Act, 1923 

BOMBAY WORKMEN’S COMPENSATION RULES, 1934 
BOMBAY CASTLE, 19TH SEPTEMBER 1934 

No. 9920.— In exercise of the powers conferred by section 33 
of the Workmen’s Compensation Act, 1923 (Vm of 1923) , and in 
supresession of Government notifications specified below 
the Governor in Council is pleased to make the following rules, 
namely : — 

(1) Government Notification, General Department, No. 4486, 
dated the 2nd July 1924. 

(2) Government Notification, General Department, No. 5925, 
dated the 12th February 1925. 

(3) Government Notification General Department, No. 4486, 
dated the 12th January 1926. 
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(4) Government Notification, Political and Reforms Depart- 
ment, No. 9920, dated the 26th February 1934. 

PART I 
PRELIMINARY 


Short title 

1. These rules may be called the Bombay Workmen’s Com- 
pensation Rules, 1934. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(o) “The Act” means the Workmen’s Compensation Act, 
1923. 

(b) “ Form ” means a form appended to these rules. 

(c) “ Section ” means a section of the Act. 


PART II 

SCALES OF COSTS AND THE FEES PAYABLE IN RESPECT 
OF PROCEEDINGS BEFORE A COMMISSIONER 

Costs 


3. (1) Where the Commissioner directs that any costs shall 
not follow the event, he shall state his reasons in writing. 

(2) The costs which may be awarded shall include — 

(a) the charges necessarily incurred on account of court 
fees ; 

(b) the charges necessarily incurred on subsistence money 
to witnesses ; and 

(c) pleaders’ fees on the scale prescribed in the following 

rule. 

(3) In any proceeding involving an application for compen- 
sation in the form of a lump sum, an application for commutation 
or an application for indemnification the fee allowed shall be Rs. 
10 subject by special order of the Commissioner to diminution to 
a sum not less than Rs. 5 and to increase to a sum not more than 
Rs. 50 for each such proceeding. In all other applications, the 
fee allowed shall be Rs. 5 subject to increase by special order to a 
sum not exceeding Rs. 20. 
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(4) When a party engages more pleaders than one to conduct 
or defend a case, he shall be allowed one set of costs only. 

(5) When several defendants having substantially one de- 
fence to make employ several pleaders, they shall be allowed one 
set of costs only. In such cases, it will be for the applicant, at the 
time of hearing, to ask for a direction of the Court that separate 
costs be not allowed. 

(6) When two or more defendants having separate substan- 
tial defences have engaged the services of one pleader, they shall 
be allowed separate sets of costs. In this case, it will be for the 
defendants interested to apply at the hearing for separate costs. 

(7) When several defendants having separate defences are 
represented by separate pleaders, they shall be entitled to separate 
costs. 

Fees 


4. The fees specified in column 3 of the subjoined schedule 
shall be payable in respect of the proceedings mentioned in the 
second column of the said schedule : — 

SCHEDULE 

No. Description of proceedings Amount of Fees 

I. Applications for compensation 

(a) Where compensation is 
claimed in the form of re- 
curring payments .. Eight annas. 

(b) Where compensation is 

claimed in the form of a 

lump sum ..One rupee where the sum 

does not exceed Rs. 500 
plus one rupee for each 
additional sum of Rs. 500 
or fraction thereof. 

n. Application for commuta- 
tion — 

(a) By agreement between the 

parties - . . Eight annas. 

(b) In all other cases ..Two rupees. 

m. Applications for the deposit 
of compensation— 

(a) under section 8 (l) of the 

Act .. NU. 
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(b) Under section 8 (2) of the 
Act (in respect of each per- 
son to whom compensa- 
tion is payable) . . Eight annas. 

IV. Application for distribution 
by dependants, for each de- 
pendant . . one rupee. 

V. Applications for review — 

(a) Where the review claimed 
is the continuance, in- 
crease, decrease or ending 

of half-monthly payments Eight annas. 

(b) Where the half -monthly 
payments are sought to be 
converted into a lump 

sum. .. Two rupees. 

(c) In all other cases .. One rupee. 

VI. Applications for the regis- 
tration of agreements — 

(a) Where the application or 

the memorandum of agree- 
ment is signed by both 
parties .. Nil. 

(b) In all other cases . . Eight annas. 

VII. Applications to summon wit- 
nesses — 

(a) For the first witness men- 

tioned in the application Eight annas. 

(b) For every subsequent wit- 

’ness. Four annas. 

VIII. Applications for indemnifica- 
tion Three rupees 

IX. Applications for the recovery 
of compensation — 

(a) Under an order already 

passed by the Commissioner Eight annas. 

(b) In all other cases The same fee as payable on 

a similar application for 
compensation. 

X. All applications not otherwise 
provided for . . Eight annas. 

N.B. — In the case of any application falling under the head X 
the Commissioner may, if he thinks fit, permit the application to 
be made without fee. 
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Applicant may be required to deposit excess fees 

5. If in any case the Commissioner considers that he ought 
to pass orders granting relief of a different kind or to a different 
extent from that claimed by the applicant, and if the fee which 
would have been payable by the applicant on an application for 
the relief which the Commissioner considers to be due is greater 
than the fee which has actually been paid, the Commissioner may 
require the applicant to deposit fees to the extent of the differ- 
ence. 


PART in 


MAINTENANCE OF REGISTERS, LANGUAGE OF THE COURT 
RECORDS, CERTIFIED COPIES AND ALLOWANCE TO 
WITNESSES 


Register of applications 

6. All applications presented to the Commissioner shall be 
registered in a register in Form A. 

Register of fatal accidents 

7. Every Commissioner shall maintain a separate register in 
Form B of fatal accidents which come to his knowledge either on 
account of deposits made by or on behalf of employers, or because 
of applications made by dependants of a deceased workman for 
an order for deposit and payment of compensation. 

Register of non-fatal accidents 

8. Every Commissioner shall maintain a separate register in 
Form C of non-fatal accidents which come to his knowledge in 
any of the following ways : — 

(1) On account of applications for registration of memo- 
randa of agreements. 

(2) On account of applications for commutation of half- 
monthly payments. 

(3) On account of amount of compensation deposited with 
the Commissioner under section 8 (2). 

(4) On account of applications for settlement of claim made 
by the injured Workman. 
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Language of the record 

9. The record of the Commissioner shall be kept in the Eng- 
lish language. 

Supply of certified copies to parties 

10. Certified copies of any papers in any proceedings before 
a Commissioner should be supplied to parties in accordance with 
the rules in Chapter xm (in so far as they are consistent with 
the Act) of the Manual of Circulars issued by the High Court of 
Bombay for the guidance of Civil Courts. 

Allowances to witnesses 

11. In cases where a Commissioner has to issue summons to 
a witness either at the instance of a party to a proceeding before 
him, or on his own initiative, the allowances to be paid to the 
witness shall be on the same scale as obtains in the Court of 
Small Causes. 


PART IV 


Fees to assessors 

12. Where in pursuance of the provisions of sub-section (2) 
of section 20 any person possessing special knowledge of any 
matter relevant to the case under inquiry is chosen by the Com- 
missioner to assist him in holding the same, he shall be entitled 
to such fee as the Commissioner may fix, subject to a maximum 
of rupees fifty and a minimum of rupees twenty : 

Provided that he shall be entitled to an additional fee of 
rupees ten. 

(a) for each extra case if he is required to sit in more than 
one case on the same day ; and 

(b) for each of the second and third days of any one case. 

PART V 

NOTICE UNDER SECTION 10-A AND THE STATEMENT BY THE 
EMPLOYER IN REPLY THERETO 

13. The notice sent by a Commissioner under sub-section (1) 
of section 10-A shall be in Form D and shall be accompanied by a 
copy of Form E. 

14. The statement submitted by an employer under section 
10-A shall be in Form E. 



Date of presentation of appli-' 
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FORM A 
<SEE RULE 6) 

Register of Applications for the year 19 



For what amount. 
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FORM B 
(SEE RULE 7) 

Register of fatal accidents for the year 19 



FORM C 
(SEE RULE 8) 

Register of non -fatal accidents for the year 19 
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FORM D 
(SEE RULE 13) 

Whereas I have received information that (1) 

, a workman employed by you in (2) 

has died as the result of an accident arising 
out of and in the course of his employment, I hereby require you 
in accordance with section 10- A of the Workmen's Compensation 
Act, 1923, to submit to me within thirty days of the receipt of this 
notice the enclosed Form with the particulars required in para- 
graphs 1, 2 and 3 and the particulars required in either paragraph 
4 or 5 duly filled in. In the event of your admitting liability to pay 
compensation, the necessary deposit must, under section 10-A (2) 
of the said Act, be made within thirty days of the receipt of this 
notice. 

Commissioner for Workmen’s Compensation. 

Dated 194 

(1) Insert name of workman. 

(2) Insert name of establishment. 

FORM E 
(SEE RULEL 14) 

1. In reply to your notice dated the 19 which 

was received by me on the 19 , it is submitted that 

(1) residing at , 

a workman •—— 15 years of age employed in (2) 

met with an accident on the 19 as a result 

of which he died on the 19 . 

The monthy wages of the deceased amounted to Rs. 

2. The circumstances in which the deceased met his death 
were as follows : — 

3. The deceased left the following dependants (3) 

*4. I admit liability to pay as compensation, on account of 
the deceased’s death, the amount of Rs. which - 

was 

deposited with you -^ ote - the 19 . 

*5. I disclaim liability to pay compensation on account of 
the deceased’s death on the following grounds : — 

Employer. 

(1) Insert name of workman. 

(2) Insert name of establishment. 

(3) Insert names and addresses where known. 


♦One of these paragraphs to be struck out* 




LABOUR AND FACTORY LEGISLATION 


715 


Workmen’s Compensation Act, 1923 

WORKMEN’S COMPENSATION (TRANSFER OF MONEY) 
RULES, 1935 

The 13th March, 1935 

No. L.-3033. — In exercise of the powers conferred by section 
35 of the Workmen’s Compensation Act, 1923 (Vm of 1923), the 
Governor General in Council is pleased to make the following 
rules for the transfer to any part of His Majesty’s Dominions or 
to any other country of money paid to a Commissioner under the 
Act for the benefit of any person residing or about to reside in such 
part or country and for the receipt and administration in British 
India of any money awarded under the law relating to workmen’s 
compensation in any part of His Majesty’s Dominions or in any 
other country, and applicable for the benefit of any person resid- 
ing or about to reside in British India. 

RULES 

Part I. (General) 

1. (1) These rules may be called the Workmen’s Compensa- 
tion (Transfer of Money) Rules, 1935. 

(2) They extend to the whole of British India including 
Berar, and every reference therein to British India shall be con- 
strued as including a reference to Berar. 

2. In these rules, unless there is anything repugnant in the 
subject or context 

(a) “ the Act ” means the Workmen’s Compensation Act, 1923. 

(b) “authorised officer” means any officer whom the Pro- 
vincial Government may designate either generally or 
in respect of any area or class of cases, for the purpose 
of performing the functions assigned by these rules to 
the authorised officer, 

(c) “transferring authority” means any authority in any 
part of His Majesty’s Dominions or in any other country 
who transfers or causes to be transferred any lump sum 
awarded under the law relating to workmen’s compensa- 
tion in such part or country and applicable for the bene- 
fit of any person residing or about to reside in British 
India. 

3. When any sum is transmitted by any authority in British 
India to any other authority in accordance with these rules, the. 
costs of such transmission may be deducted from the sum so 
transmitted. 
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4. Money transmitted by any authority In British India to 
any other authority In British India in accordance with these 
rules, shall be transmitted by remittance transfer receipt or by 
money order. 

PART n. — Transfer of money paid to a Commissioner for the 
benefit of any person residing or about to reside in another 
country. 

5. When the whole or any part of a lump sum deposited 
with a Commissioner for payment as compensation under the 
Act is payable to any person or persons residing or about to reside 
in any other country, the Commissioner may order the transfer 
to that country of the sum so payable. 

6. When the Commissioner has ordered the transfer of any 
sum under rule 5, he shall cause to be prepared and shall certify 
under his hand a memorandum containing a brief statement of 
the facts of the case, of the orders passed upon it, and of the 
name and address of each person to whom payment is to be made. 

7. If the Commissoner is not himself the authorised officer 
he shall forward the memorandum in duplicate to the authorised 
officer and may either remit the sum to be transferred to the 
authorised officer or retain it and dispose of it in accordance with 
the directions of the authorised officer. If the Commissioner is 
himself the authorised officer, he shall proceed as provided in 
rule 8. 


8. The authorised officer, after satisfying himself that the 
memorandum is complete, shall forward it, and remit or cause to 
be remitted the sum to which it relates by such means of safe 
transmission as he may consider convenient to the authority 
appointed in this behalf for the country to which the sum is to be 
transferred, or if no such authority has been appointed, to such 
authority as the Provincial Government may by general or special 
order direct, and shall at the same time request the authority 
addressed 

(a) to arrange for payment to be made in accordance with 
the directions contained in the memorandum ; and 

(b) to furnish him with a report of the action taken upon 
the memorandum and return any sum the payment of 
which is for any reason impossible. 

9. (I) The authorised officer shall, if he is not the Com- 
missioner with whom the matter originated, forward to such 
Commissioner a copy of any report received in response to a re- 
quest made under rule 8 
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(2) Any sum returned in accordance with rule 8 sha ll be 
disposed of in accordance with the Act. 

PART IH. — Receipt and administration in British India of any 
money awarded under the law relating to workmen’s compensa- 
tion in another country. 

10. (1) The authorised officer shall be the proper authority 
to receive moneys from transferring authorities. 

(2) If any Commissioner or other Government servant, not 
being the authorised officer, receives any sum from a transfer- 
ring authority he shall either forward such sum, together with 
any papers relating thereto, to the authorised officer for disposal 
or obtain the instructions of the authorised officer as to the 
disposal of the sum and papers and act in accordance with his 
instructions. 

11. The authorised officer may himself dispose of any sum 
or part of any sum which he receives or of which he assumes 
control under rule 10 or may send it or any part of it for disposal 
to such Commissioner or Commissioners as he considers proper. 

12. All sums received from a transferring authority shall be 
disposed of as far as possible in accordance with the provisions 
of the Act and the Workmen’s Compensation Rules, 1924 : 

Provided that the directions, if any, received from the trans- 
ferring authority as to the manner in which the sum should be 
administered shall be complied with. 

13. (1) The authorised officer shall forward to the transfer- 
ring authority a report showing how the sum received from him 
has been disposed of. 

(2) Any Commissioner, not being the authorised officer, who 
has disposed of any part of the sum, shall make a report in du- 
plicate as to the disposal of that part to the authorised officer, 
and, if the sum was received by him from another such Com- 
missioner acting in accordance with section 21 of the Act, shall 
forward his report through that Commissioner. 

14. Any part of the sum received from the transferring 
authority which shall have remained undisbursed after the com- 
pletion of the proceedings shall be returned to the transferring 
authority by, or under the direction of, the authorised officer. 
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Workmen’s Compensation Act, 1923 

UNCLAIMED DEPOSIT RULES, 1941 

No 4644/34.— In exercise of the power conferred by section 
32 of the Workmen’s Compensation Act, 1923 (Vm of 1923), the 
Government of Bombay is pleased to make the following rules, 
namely : — 

Short Title 

1. These rules may be called, the Bombay Workmen’s Com- 
pensation (unclaimed Deposits) Rules, 1941. 

Definitions 

2. In these rules, unless there is anything repugnant in the 
subject or context 

(a) “Act” means the Workmen’s Compensation Act, 1923. 

(b) “ Financial Year ” means the financial year as defined in 
clause (4) of (19) of section 3 of the General Clauses 
Act, 1897 (HI of 1897). 

(c) “ Section ” means a section of the Act. 

(d) “ Treasury ” means in the City of Bombay, the Reserve 
Bank of India and elsewhere), the Government Treasury. 

(e) Words and expressions used in the Act and not defined 
in these rules shall have the meanings assigned to them 
in the Act 

3. Sums unclaimed for three years to be credited to Pro- 
vincial Government : — 

(1) when any person to whom any lump sum referred to in 
sub-section (7) of section 8 is payable dies, the Commissioner 
shall make an inquiry for ascertaining the person who is entitled 
to claim the said sum. 

(2) If the Commissioner finds that there is no person who 
is entitled to claim the said sum and if no person claims the said 
sum for a period of three years from the date of the death of 
the person to whom the said sum was payable it shall at the aid 
of the financial year, be paid into the Treasury to the credit of 
the Provincial Government as deposit unclaimed for the eventual 
benefit of any person who may duly establish his claim thereto. 

4. List of sums unclaimed to be posted in the office of the 
Commissioner every year : — 

(i) In the month of January of each year, a list showing 
sums which at the end of the Financial Year will be due 
for being credited to the Provincial Government under 
rule 3 and the names of the persons to whom the said 
sums were payable, shall be posted up in the Office of 
the Commissioner. 
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(ii) It the said sums are not claimed before the 25th March 
In that year, the Commissioner shall pay the said s ums 
into the Treasury to the credit of the Provincial Gov- 
ernment on the afternoon of 25th March in that year. 

(Ill) In the month of April following, the Commissioner shall 
furnish the Accountant General, Bombay, a statement 
of all the sums in serial order, the names of persons to 
whom they were payable and the dates on which the 
said sums were credited to the Provincial Government. 

Refund 

5. If any person proves to the satisfaction of the Commis- 
sioner that he is entitled to any sum credited to the Provincial 
Government under sub-rule (2) of rule 3, the Commissioner shall 
make an application in the Form A annexed thereto to the Ac- 
countant General, Bombay, for the refund of the said sum and 
the Accountant General, Bombay, shall refund the said sum to 
the Commissioner after verifying that it had been received by 
him and was credited to the Provincial Government under sub- 
rule (2) of rule (3). 


FORM A 
(RULE 5) 

Application for Refund 

Office of the Commissioner 
for Workmen’s Compensation, 
Date, 


To 

The Accountant General, 

BOMBAY. 

Sir, 

I have the honour to report that a claim has been preferred 
by for the sum of Rupees 

(Rupees ) bearing serial No. 

of 10 in the statement furnished to you under sub-rule (3) of 
rule 4 of the Bombay Workmen’s Compensation (Unclaimed De- 
posits) Rules, 1941, which was credited to the Provincial Gov- 
ernment on the day of 19 . 

(2) I have satisfied myself of the validity of the claim, and 
request that the Treasury Officer may be authorised to refund 
the said sum. 

I have the honour to be, 

Sir, 

Your most obedient servant. 
Commissioner of Workmen’s Compensation. 
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Workmen’s Compensation . Act, 1923 

NOTIFICATIONS 

In exexcise of the powers conferred by sub-section (1) of 
section 20 of the Workmen's Compensation Act, 1923 (Vm of 
1923) the Provincial Government have extended the jurisdiction 
of the Commissioner for Workmen's Compensation,, Bombay to all 
cases arising in the Presidency of Bombay under the said Act, to 
which the following are parties : — 

(1) B[ydro-Electric Companies under the management of 
Messrs. Tata Sons, Limited. 

(2) The Great Indian Peninsula Railway. 

(3) The Bombay Baroda and Central India Railway. 


No. 61/34. — In exercise of the powers conferred by rule 2 (b) 
of the Workmen’s Compensation (Transfer of Money) Rules, 
1935, the Governor in Council is pleased to designate the Com- 
missioner for Wrkmen’s Compensation, Bombay, as the authorised 
Officer generally for the purpose of performing the functions as 
assigned by the said rules to the authorised Officer 


No. 61/34. — In exercise of the powers conferred by sub-section 
(1) of section 124 of the Government of India Act, 1935 the Cen- 
tral Government is pleased to entrust to the Provincial Govern- 
ment with their consent, the functions of Government under 
rules 2 (b) and 8 of the Workmen’s Compensation (Transfer of 
money) Rules 1935. 
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’[The'Gottbri Ginning and Pressing Factories 

Act, 1925]’ 

INDIA ACT NO. XII 6f 1925, 

An Act to provide for better Regulation of Cotton 
Ginning and Cotton Pressing Factories . 

Amended by Bombay Act, 4 of 1936. 

Adapted and modified by the Adaptation of Indian Laws 
Order in Council, 

Amended by Bombay Act, 20 of 1938. 

Amended by Act 14 of 1939. 

Amended by Act 9 of 1942. 

Whereas it is expedient to provide for the better regula- 
tion of cotton ginning and cotton pressing factories ; It is 
hereby enacted as follows v — 

Short title, extent and commencement 

1. (1) This Act may be called the Cotton Ginning and 
Pressing Factories Act, 1925. 

(2) It extends to the whole of British India 2 * * * in- 
cluding British Baluchistan and the Sonthal Parganas. 

(3) It shall come into force on such date as the 

3 [Central Government] may, by notification in the 

4 [Official Gazette] appoint. 

Definitions 

2. In this Act,, unless there is anything repugnant in 
the subject or context, — 

B [(aa) “admixture of cotton” means a prescribed 
mixture of different varieties of cotton ;] 

(a) “bale” means any pressed package of cotton of 
whatever size or density ; 


_ 1 For •tateraent of Object* and ftea«on»,»« OmtU of lnHa, IW4, Ft. V, p; 1W, ; MdTM 
Report of Select Committee, set Gazette of India , 1925, Pt. V., p. 59. , 

9 The word* and bracket* “ (except Burma) ” were omitted by the Adapta t ion pf 
Law* Order in Cotmoil. 

8 These words were substituted for the word* ‘‘Governor General inCQUfttfLT* . 

4 Thee* Word* were substituted for the word* "Gaaette of India ”, (frft 

5 This danse wa* inserted by #, * v)v ~ . . «... 

Note t— This Act is published in the Biombay Government Gazette f*|rriy, T-59 

dated 18th March 1989. 4 ’ 


4 * 
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(ty “cotton” means ginned or tpginned cotton,, or cotton 
waist* ; 

(c) “cotton ginnihg' factory ” means any place where 
cotton is ginned or where cotton fibre is separated 
from cotton seed by Ally process whatever involving 
the use of steam, water or other mechanical power 
or of electrical power ; 

(d) “ cotton pressing factory ” means any factory as de- 
fined in the Indian Factories Act, 1911 1 in Which 
cotton is pressed into bales ; 

(e) “ cotton waste ” means droppings, strippings, fly 
and other waste products of a cotton mill or of a 
cotton ginning factory or of a cotton pressing factory, 
but does not include yarn waste ; 

(f) “ Indian Central Cotton Committee” means the 
Indian Central Cotton Committee constituted under 
the Indian Cotton Cess Act, 1923, and includes any 
sub-committee appointed by it to perform any func- 
tion of the Indian Central Cotton Committee under 
this Act ; and 

2 l(ff) “licence” means a licence granted under sec- 
tion 2- A.] 

(g) “occupier” includes a managing agent or other 
person authorised to represent the occupier ; 

(h) “ prescribed ” means prescribed by or under rules 
made under this Act ; 

3 [(i) (“Season” means such period as may from time 
to time be prescribed.] 


Licence for working cotton ginning factory or cotton press- 
ing factory 

4 12- A. (1) No cotton ginning factory or cotton press- 
ing fActbiy Shall be worked without a licence granted to the 
owner thereof by such authority, in such form, subject to 
such conditions and on payment of such fee, as may be 
prescribed. 


ahMiiii i* i^antiM.^iiffirf. iib*. n*g..n'. Aiii <i. mu i . mi. 

1 Ste now tl* i&Sm Aftt, 11 

4 Tfrii wetton tts fattened, Mi, s. 8* 
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(2| i {*) A licence tor which the prescribed toe has teen 
ffifcW- shefi be liable to be refused only on the 
ground that the owner or person in charge of a 
eotton ginning or cotton pressing factory in respect 
of which a licence is applied for has been convicted 
of an offence punishable under this Act. 

■ip) A licence shall be liable to be suspended, withdrawn 
or cancelled only on the ground that the owner or 
person in charge of the cotton ginning or cotton 
pressing factory in respect of which a licence was 
granted has been convicted of an offence punishable 
under this Act : 

Provided that no licence shall be suspended, withdrawn 
or cancelled under this clause until after the expiration of 
the season in which the said owner or person has been so 
convicted. 

(3) If any person works a cotton ginning or cotton press- 
ing factory in respect of which a licence has not been gr an t- 
ed or has been suspended, withdrawn or cancelled, such 
person shall be punishable 

(a) on a first conviction, with fine which may extend 
to five hundred rupees and, if the offence has conti- 
nued for more than one day, with an additional fine 
which may extend to one hundred rupees for every 
day subsequent to the first day during which the 
offence has continued ; and 

(b) on every subsequent conviction, with fihe which 
may extend to fifteen hundred rupees and, if the 
offence has continued for more than one day, with 
an additional fine which may extend to two hundred 
rupees for every day subsequent to the first day 
during which the offence has continued.] 

Maintenance of registers 

3. (1) The owner of every cotton ginning factory 
shall cause to be maintained at the factory In Such form. If 
any, as may be prescribed, a ginning register containing a 
record of all cotton ginned in the factory and of the names 
pf the .persons for whom and the dates on which the eettbh 
has bean ginned and of the amount ginned for each peratifc. 
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- <2) ; The cwpa&c of every cotton pressing factory shall 
cause to be maintained at the factory in such form, if any, 
as may be prescribed, a press register containing a daily 
record of the number of bales pressed in the factory, the 
serial number of each bale, 1 * * * the name of the person 
for whom it has been pressed 2 [and the prescribed parti- 
culars as supplied by such person of the cotton ginning 
factory where it has been ginned.] 

(3) The owner or the person in charge of a cotton gin- 
ning or cotton pressing factory shall be bound to produce 
any ginning register or press register maintained under this 
section when required to do so by any person appointed by 
the 3 [Provincial Government] in this behalf, and the owner 
or person in charge of any cotton pressing factory shall be 
bound to furnish to the Indian Central Cotton Committee, 
if so required by it in writing, a copy, certified as correct by 
the owner or person in charge of the factory, of the entry m 
any press register maintained at the factory relating to any 
specified bale. 

(4) No register required to be maintained by this sec- 
tion shall be destroyed until after the expiration of three 
years from the date of the last entry therein. 

(5) If- 

(a) in any factory any register required by this section 
to be maintained is not maintained or is maintained 
in any form other than the form, if any, prescribed 
for the purpose, or 

(b) any entry in any such register is proved to be false 
in any material particular, or 

(c) any such register is destroyed before the expiration 
of the period referred to in sub-section (4), 

the owner of the factory 4 [shall, on conviction, be punish- 
able? with fine which may extend to fifty rupees or, if he 
has previously been convicted of any offence under this sutb- 
S ec^eja; to five hundred rupees. 
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' (6) If the owner or the person in charge of ahy factory 
itdlg topr 6d«ce any register, or to furnish a certified copy of 
any entry* when required to do so under sub-section (3>, or 
furnishes a certified copy of an entry knowing or having 
reason to believe such copy to be false, he >[shall, on con- 
viction, be punishable] with fine which may extend to fifty 
rupees or, if he has previously been convicted of any offence 
under this sub-section, to five hundred rupees. 

Prohibition against watering, etc., of cotton 

2 3-A. (1) The 3 [Provincial Government] may by 
notification in the 4 [Official Gazette] declare that in any 
area specified in such notification and to which this Act has 
been extended, no cotton which is ginned or pressed in a 
cotton ginning or cotton pressing factory shall contain any 
admixture of cotton. 

(2) Any owner of a cotton ginning or cotton pressing 
factory or any person in charge of such factory — 

(a) who knowing or having reason to believe that any 
cotton is watered or contains seed in excess of the 
prescribed proportion or contains any foreign sub- 
stance 6 [or cotton waste] gins or presses or allows 
such cotton to be ginned or pressed in such factory, 
or 

(b) who in any area specified in the notification under 
sub-section (1) gins or presses or allows to be gin- 
ned or pressed any cotton which he knows or has 
reason to believe to contain an admixture of cotton, 

sh&ll, on conviction, be punishable with fine which may ex- 
tend to five thousand rupees. 

6 ^ 4 * * 

Explanation 

For the purposes of this section, cotton shall not be 
deemed to be watered, unless such cotton contains moisture 


1 These word* were substituted for the words 44 shall be punished ” by Bom. 4 of 19W, 
*.tll , 1. 1 n '» v * ' - ' , f 

I Sections 8A» 8B and SC were inserted , ttuf, s. 5. 

8 These words were substituted for the words 44 Local Government** by Urn Adaptation 
^^S^fw^^^^eobeUttited for the words “ local Oflcial Gtsatte." 

i 1M8 ’ *• • (1> - 
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in excess of the normal quantity. The normal quantity of 
moisture in mg gvrm quantity of cotton is the amount ** 
moisture that such cotton is reasonably expected to hay* 
regard being had to the place or places at or to which, end 
th# time or times of the year in which, such cotton has hem 
picked, collected, stored, conveyed, left, ginned or pressed. 
A certificate given by the prescribed authority as to the 
normal quantity of moisture that a given quantity of such 
cotton should have and the quantity of moisture that it 
possesses shall be evidence of such matters, until the con- 
trary is proved; and if the latter quantity exceeds the 
former it shall be evidence, until the contrary is proved, that 
the cotton is watered. 

I 

Penalty for making any cotton wet 

1 [3-AA. Any owner of cotton who knowingly makes or 
causes to be made any cotton which is ginned and which is 
being or is intended to be pressed in a cotton pressing factory, 
wet, or mixes or causes to be mixed seed, foreign substance 
or cotton waste with such cotton, or in any area specified in 
sub-section (1) of section 3-A makes any admixture of 
cotton, or abets or knowingly allows or connives at any such 
act shall, on conviction, be punishable with fine which may 
extend to five thousand rupees.] 

Exaraimatien of cotton, packages or bales 

3*B. (1) The 2 £Proyineial Government] or any 

gazetted officer authorised by it in this behalf may on its 
or his own motion or on receipt of a complaint that there has 
been a contravention of the provisions of section 3-A 3 [or 
section 3-AA] in respect of any eotton, package or of any 
bale and in the case of a complaint, on payment of the pres- 
cribed fee by the complainant, cause such cotton or the CQjfe’ 
tents of such package or hale to .be examined by the pres- 
cribed person or body. , r 


(2) A certificate given by such person after examina- 
tion of the contents of any bale under sub-section (1) shall 
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be adaoftBsible in evidence m& bepresumptive proof of the. 
fact? mentioned therein until the contrary is proved. 

Entry and inspection 

3-C. (1) The ‘‘[Provincial Government] may autho- 
rise any gazetted officer to enter into and inspect, at any 
reasonable time, any cotton ginning or cotton pressing fac- 
tory for the purpose of ascertaining whether there if any. 
contravention therein of any of the provisions of this Act 
or of any rule made thereunder or of any of the conditions 
subject to which a licence has been granted in respect of 
such factory and to seize all things in respect of which an, 
offence punishable under this Act appears to have been 
committed. 

(2) The owner or the person in charge of every cotton 
ginning or cotton pressing factory shall give every reason- 
able assistance to the inspecting officer in the performance 
of his duties under sub-section (1). 

(3) The owner or the person in charge of such factory 
shall, in every instance, be permitted to attend during the 
inspection and the things seized during such inspection shall 
be sealed in the prescribed manner. 

Marking of bales 

4> (X) The owner of every cotton pressing factory 
shall cause every bale pressed in the factory to be marked 
in such manner as may be prescribed, before it is removed 
from the press-house, with a serial number and with, the 
mark prescribed for the factory. 

(2) If any bale is removed from the press-house of any 
cotton pressing factory without having been marked as re- 
quired by sub-section (1), the owner of the factory 2 [shall, 
on conviction, be punishable] with fine Which may extend 
to fifty rupees. 

Returns 

(1) The owner of every cotton ginning factory 
shall submit to the prescribed authority, within sueh tun* 

*** ****** " t*— 1 ftw ww* ’* by J i U e UHn i i 
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iftsuch form, as may beprescribed, monthly returns showing 
the quantity of cotton ginned in the factory during die pre- 
ceding month and from the commencement of the season to 
theend of that month, . 

;(2), The 1 [Provincial Government] shall compile from 
the. monthly returns submitted under sub-section (1), and 
shall publish in such manner as 2 [it thinks fit], a statement 
showing, the total quantity of cotton ginned in the province 
during the month and from the commencement of the season 
to the end, of the month to which the returns relate : 

•' Provided that the quantity of cotton ginned in any indi- 
vidual factory shall not be published. 

(3) The owner of every cotton pressing factory shall 
submit to the prescribed authority, within such time and in 
such form, as may be prescribed, weekly returns showing 
the total number of bales of cotton pressed during the pre- 
ceding week and from the commencement of the season to 
the end of that week, and the approximate average net 
weight of the bales pressed in that week. 

(4) The ^Provincial Government] shall compile from 
the weekly returns submitted under sub-section (3), and 
shall publish in such manner as the 3 [Central Government] 
ipay direct, a statement showing the total number of bales 
pressed in the province during the week and from the com- 
mencement 6f the season to the end of the week to which 
the returns relate : 

Provided that the number of bales pressed in any in- 
dividual .factory shall not be published. 

- If default is made in submitting any return as re- 
quired . by,. sub-section (1) or sub-section (3), the owner, of 
the factory shall, on conviction, be punishable with fine 
which may extend to fifty rupees. 

(6): Where: the owner of a cotton ginning or cotton 
pressing factory has notified to the prescribed authority that 

•'f *!*««« i ^ ht nled tot thd word* “ LflbJrt Government " by 
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the work Of ginning cotton or pressing bides in thatfaetory 
has-been suspended, it shall not be necessary for the owner 
to submit returns under Sub-section (1) or Sub-section '(3) 
until such work has been resumed! 

5-A. (1) This section shall be in force' in Chief Com- 
missioner’s Provinces only ; but the Provincial Government 
of afiy other Province may, by notification in the Official 
Gazette bring this section into force in the Province. 

(2) The owner of every Cotton Ginning Factory shall 
submit to the prescribed authority, within such time and in 
such form as may be prescribed, weekly returns showing 
the quantity of Cotton ginned in the Factory during the 
preceding week and from the commencement of the season 
to the end of that week. 

(3) The Provincial Government shall compile from 
the weekly returns so submitted and shall publish in such 
manner as it thinks fit a statement showing the total quantity 
of cotton ginned in the Province during the week and from 
the commencement of the season to the end of the week, to 
which the returns relate : 

Provided that the quantity of cotton ginned in any in- 
dividual factory shall not be published. 

(4) If default is made in submitting any return as re- 
quired by sub-section (2) the owner of the factory shall be 
punished With fine which may extend to fifty rupees. 

(5) The provision of sub-section (4) of section 5 apply 
to cotton Ginning Factories and the returns referred to in 
sub-section (2) of this section as they apply to cotton Press- 
ing Factories and the returns referred to in sub-section (1) 
of section 5; and “ season ” in this section means the season 
as notified for the purposes of section 5. 

Scales and weights 

••?“'<!) No scales or weights shall be used in any cottOrt 
ginning or cotton pressing factory other than 1 [the stand- 
ard weights and measures, weighing and measuring instru- 
ments authorised under the Bombay Weights and Measures 

1 Th$#e word* and figures were feuertod by Bom. 4 of 1984, s. 7. 
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Act, 1W3, to districts or areas i» which Parts II, £1; V and 
VI of that Act are in force or elsewhere other than} the scales 
or weights, jf any, prescribed the ^Central Government} 
as standard for the district in which the factory is situated* 
, (?) If in qny factory any scale or weight is used in 
contravention of the provisions of sub-section (1), the owner, 
of the factory 2 [shall, on conviction, be punishable] with 
fine which may extend to fifty rupees, or if he has been pre- 
viously convicted of any offence under this sub-section to 
five hundred rupees. 


Liabfttty of lessee as owner 

7. (1) Where the owner of a cotton ginning or press- 
ing factory has leased the factory for a period of not less 
than one month, in the case of a cotton ginning factory, or 
three months, in the case of a cotton pressing factory, and 
the lessor retains no interest in the management or profits of 
the factory and notice of the lease has been given by the 
lessor and the lessee to the prescribed authority, the lessee 
dial! be deemed to be the owner of the factory, from the 
date of the notice and for the period of the continuance a£ 
the lease, far the purposes of section 3, in respect of the re- 
gisters maintained or to be maintained from that date and 
for that period, and for the purposes of sections 3 [3- A, 3-C] 
4, §, 5-A and 6 4 . 

(2) On the termination of the lease the lessee shall 
hand over to the lessor the registers maintained under 
section 3, and the lessor shall forthwith report to the pres- 
cribed authority any default of the lessee in complying with 
the provisions of this sub-section or in maintaining the re- 
gisters in accordance with the provisions of section 3. 

(3) If default is made in handing over any register or. 
making any report as required by this section, the lessor or 
the lessee, as the case may be, 1 [shall, on conviction, < be 


punishable] with fine which may extend to fifty rupees. 
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& (1) On » transfer of the ownership of a cotton 
ginning or pressing factory, the transferor shall hand over 
to the transferee the registers maintained .under section 3, 
and the transferee shall forthwith report to the prescribed 
authority any default of the transferor in complying with 
the provisions of this, sub-section or' in maintaining the rerf 
gisters in accordance with the provisions of section 3. 

(2) If default is made in handing over any register or 
making any report as required by sub-section (1), the trans- 
feror or the transferee, as the case may he, 1 [shall, on con- 
viction, be punishable] with fine which may extend to fifty 
rupees. 

Structural requirements for factories 

9. (1) In the case of cotton ginning factories the con- 
struction of which is commenced after the commencement 
of this Act > — 

(a) gin-houses shall be provided with separate entrances 
and exits for the bringing in of unginned and the 
taking out of ginned cotton respectively, and 

(b) the factories shall be constructed in accordance with 
plans and specifications approved by the prescribed 
authority : 

Provided that nothing in this sub-section shall apply to 
any factory in which only roller gins are used where the 
number of such gins is not more than four. 

2 [(1-A) In any cotton ginning factory, whether erected 
before or after the commencement of this Act — 

(or) no structural alterations or additions, the construc- 
tion of which commenced after the 27th day of 
February 1939, shall be made so as to minimise the 
degree of compliance of the factory asa whole with, 
the requirements set forth in clause (a) and (b) 
of sub-section (1), and 

(b) ey^ry structural addition (whether actually attach- 
ed. toany existing structure in the factory or not), 

— _ ■-- i ... -«* r - f. .. .. ... .t .i.. | . . 1 -- 
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the construction of which commenced after the last 
mentioned ‘date, shall be constructed hi accordance 
With plans and specifications approved by the pres- 
J tabbed authority : 

' Provided that nothing in this sub-section shall apply to 
any factory in which, after any alteration or addition has 
been made, only roll gins are used where the number of 
such gins is not more than four]. 

(2) Within such period after the commencement of this 
Act as may be prescribed, the owner of every cotton pressing 
factory in which cotton is handled on the ground floor shall 
Cause the press-house to be paved or provided with other 
suitable flooring to the satisfaction of the prescribed 
authority. 

(3) If the owner of any factory fails to comply with 
any provision of this section which is applicable to the fac- 
tory, he 1 [shall, on conviction, be punishable] with fine 
which may extend to one hundred rupees. 

(4) (a) Where the owner of a factory has been convict- 
ed under sub-section (3), the prescribed authority 
may serve on the owner of the factory an order in 
writing directing that such alterations shall be made 
in the factory before a specified date, as in the opi- 
nion of the said authority are necessary to secure 
compliance with the provisions of sub-section (1), 
2 [ , sub-section (1-A)] or sub-section (2), as the 
case may be. 

(b) Where the alterations are not made in accordance 
with the order served und e r clause (a) of this sub- 
section, the prescribed authority may serve on the 
owner and on the occupier, if any, of the factory an 
order in writing directing that, the work of ginning 
or pressing cotton in such factory shall be suspended 
until the alterations have been made in accordance 
with $he prder served under clause (a) pf this. sub- 
section and die owner and tfte occupier, if §ny* shall 
be jointly and severally liable to flfte which may ex- 
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tend to ftftyrupees for each day on which cotton is 
gipned' or pressed in the factory in contravention 
of the order served under this clause. 

Inability of officers of a company 

10. Where the person guilty of an offence under this 
Act is a company, every director, manager, secretary and 
Other officer thereof who is knowingly a party to the default 
shall also be guilty of the like offence and liable to the like 
punishment. 

Cognizance of offences 

11. (1) No prosecution under this Act shall be insti- 
tuted except by or with the previous sanction of the District 
Magistrate or a Chief Presidency Magistrate or a Magistrate 
of the first class specially empowered in this behalf by the 
’[Provincial Government]. 

(2) No offence punishable under this Act shall be tried 
by any Court inferior to that of a Presidency Magistrate or 
of a Magistrate of the first class. 

Power of Magistrate to pass sentence 

Notwithstanding anything contained in section 
32 of the Code of Criminal Procedure, 1898, a Presidency 
Magistrate or a Magistrate of the First Class may pass any 
sentence provided for any offence punishable under this Act 
and the provisions of the said Code shall be deemed to have 
been amended accordingly]. 


Power of the Central Government to make rules 


12. The 3 [Central Government] may make rules to 
provide for — 

(a) the allotment of a special mark to be used by each 
pressing factory for the purpose of the marking of 
bales ; 


(b) the manner in which bales shall be marked ; and 


# wmJmw wbpttaitod far I fa wt*d» Govmmmt'* by the Ade p U t k m 
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FMn.i« njact umnaxkedbales in fnifttment; ofccontracts 
14. 1 (l^o 'After the expiration ; erf one .years from the 
commencement of this Act, any person whoL has made a 
contract for the purchase of baled cotton may require that 
no bales other thanbales marked 2 [ with the mark prescribed 
under section 4 for the factory in which they were pressed,] 
shall' be supplied in fulfilment of such contract j. and, if he 
does so require, no bale not so marked shall be tenderable in 

fulfilment of the contract 

• s* * * * * 

4 C(2) Any bale marked in accordance with the provi- 
sions of section 4 shall, within the meaning of the Indian Evi- 
dence Act, 1872, be presumed for all purposes as between 
the parties to a contract for the purchase of baled cotton, to 
have been so marked before leaving the factory in which 
it was pressed.] 


Protection for acts done under Act 

15. No suit or other legal proceeding shall be instituted 
against any person in respect of anything which is in good 
faith done or intended to be done under' this Act. 

Penalty 

& [H>. Whoever contravenes any of the provisions of this 
Act or any rule made thereunder or any of the conditions 
subject to which a licence has been granted to him shall, on 
conviction, if no other penalty is already provided in this Act 
for suelr Contravention, be punishable with fine which may 
extend to five hundred rupees or, if he has previously been 
convicted of an offence under this Act or any rule made 
thereunder, with fine which may extend to fifteen hundred 
rupees. 

Compounding offences, etc. 

®17. (1) The District Magistrate may accept from any 
person whose licence is liable to be suspended, withdrawn 
or cancelled under this Act, or who is reasonably suspected 

t 

t 

ibid.. 
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of having committed an offence under this Act, a sum of 
money in lieu of such suspension, withdrawal or cancellation 
or by way of composition for the offence which may have 
been committed, as the case may be. 

(2) On payment by such person of such siuru to the 
District Magistrate such person if in custody shall be set at 
liberty and if criminal proceedings shall have been instituted 
against such person, the composition shall be held to 
amount to an acquittal.] 


The Cotton Ginning and Pressing Factories 
Act, 1925 

THE BOMBAY COTTON GINNING AND PRESSING FACTORIES 

RULES, 1925 

BOMBAY CASTLE, 25TH AUGUST 1925 

No. 6389-A. — In exercise of the powers conferred by section 13 
of the Cotton Ginning and Pressing Factories Act, 1925 (XII of 
1925), the Governor in Council is pleased to make the following 
rules to provide for the following matter, namely : — 

Short title 

1. These rules may be called the Bombay Cotton Ginning 
and Pressing Factories Rules, 1925. 

Definition 

2. In these rules “ Act ” means the Cotton Ginning and 
Pressing Factories Act, 1925, and “ Section ” means a section of 
the said Act. 

2-A. An admixture of cotton within the meaning of clause 
(aa) of section 2 shall mean such mixture of different varieties 
of cotton in respect of any area as may be notified by the Pro- 
vincial Government in the Official Gazette. 

Season 

2-B. The following period shall constitute a season in each 
year : — 

(1) In the districts of East 1st October to 15th June. 

and West Khandesh 
and Nasik. 

(2) In the districts of Bel- 1st March to 31st July. 

gaum, Dharwar, Blja- 
pur and Kanara. 

♦T 



788 


LABOUR AND FACTORY LEGISLATION 


(3) In the districts of 15th January to 30th June. 

Ahmedabad, K a i r a, 

Surat and Broach and 
Ranch Mahals. 

(4) In other areas . . 1st August to 31st July. 

Licence 

2-C. (1) An application for the grant of a licence under 
sub-section (1) of section 2- A shall be made by the owner of a 
cotton ginning factory or a cotton pressing factory to the Collec- 
tor within the local limits of whose jurisdiction such factory is 
situated. 

(2) The fee on payment of which a licence for a cotton gin- 
ning factory or a cotton pressing factory shall be granted shall 
be Rs. 10. Every application for a license shall be supported by a 
treasury receipt showing the payment of the said amount of Rs. 
10 in the treasury. Every license shall remain in force for one 
year from the date of its commencement, which shall be entered 
in the license and on the expiry of the said period a fresh license 
shall be granted only on payment of a fresh fee of Rs. 10. 

(3) Subject to the restrictions imposed by or under the Act, 
or under these rules, a licence shall be issued in the form in 
Schedule 4 E ” hereto. 

(4) No licence for any cotton ginning or cotton pressing 
factory constructed after the commencement of these rules shall 
be granted except upon the production of a certificate from the 
Inspector of Factories within the local limits of whose Jurisdic- 
tion such factory is situated that the provisions of sub-sections 
(1) and (2) of section 9 have been complied with. 

(5) In cases in which the grant of the certificate referred to 
In sub-rule (4) and of the licence is likely to be delayed owing to 
the Inspector of Factories not being able to verify whether the 
provisions of sub-section (1) or (2) of section 9, as the case may 
be, have been complied with, the Collector may, on payment of a 
fee of Rs. 10, and on the production of a certificate from such 
Inspector of Factories, that— 

(a) in the case of a cotton ginning factory, the plans and 
specifications have been approved by him, and 

(b) in the case of a cotton pressing factory, the flooring of 
the press house is suitable 

issue a provisional licence. 

Such licence shall be in the form in Schedule E hereto and 
shall be marked provisional. It shall remain in force for one 
year provided that the Collector may cancel it before the expiry 
of the said period. 
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Forms of Regisers, etc. 

3. (1) The ginning register under sub-section (1) of section 
3 shall be maintained in the form of Schedule A hereto. 

(2) The Press register under sub-section (2) of section 3 
shall be maintained in the form of Schedule B hereto. 

(3) The weekly returns of bales of cotton pressed, under 
sub-section (3) of section 5 shall be submitted in the form of 
Schedule C hereto. 

(4) The monthly returns under sub-section (1) of section 
5 of the Act showing the quantity of cotton ginned shall be sub- 
mitted in the form of Schedule F hereto. 

Particulars of cotton ginning factories 

3-A. The particulars of a cotton ginning factory to be en- 
tered in the register maintained under sub-section (2) of section 
3 shall include the name of the factory, its situation and the name 
of the owner or lessee. 

Proportion of seed 

3-B. The proportion of seed prescribed under sub-section 
(2) (a) of section 3A shall be one per centum. 

Authority competent to give a certificate of moisture 

3-C. (1) For the purposes of section 3-A the Director of 

Agriculture or the Deputy Director of Agriculture of the Division 
concerned shall be the authority competent to give a certificate 
as to the normal quantity of moisture which a given quantity of 
cotton should have, and the quantity of moisture which it actually 
possesses. 

(2) Such certificate may be based on — 

(a) an analysis of the cotton carried out at any Agricultural 
Research Station of the Agricultural Department in the 
Province of Bombay or at the laboratory of the Indian 
Central Cotton Committee, Matunga, Bombay, at the 
request of the Director of Agriculture, or 

(b) the report of such members of the East India Cotton 
Association, not less than two in number, selected by 
the Board of Directors of the East India Cotton Associa- 
tion at the request of the Director of Agriculture from 
the panel of arbitrators elected under the rules in force 
for the time being of the said Association. 

Complaint of offences 

3-D. (1) A complaint that there has been a contravention 
of section 3-A or 3-AA in respect of any cotton, package or bale 
shall be made in writing to the Director of Agriculture or the 
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Deputy Director of Agriculture of the Division in which cotton 
was pressed and shall be accompanied by a sample of the cotton 
complained of : 

Provided that no such complaint shall be entertained unless 
a fee of rupees fifty in respect of such cotton or of rupees ten 
in respect of each such package or bale with a minimum fee of 
rupees fifty, is paid at the time of making the complaint. 

(2) The Director of Agriculture or the Deputy Director of 
Agriculture of the Division concerned, on receipt of such com- 
plaint, shall cause the cotton, package or bale in respect of which 
the complaint has been made to be seized and sealed and shall 
examine the same himself or forward it for examination and re- 
port to any other authority prescribed in rule 3E. 

Note. — The fee prescribed in sub-rule (1) shall be recoverable 
in the case of bales in respect of the actual number of bales to 
be opened for examination (subject to a minimum of 10 per cent 
of a consignment) and not in respect of the total number of the 
bales in respect of which the complaint is made. 

Authority competent to examine cotton, etc. 

3-E. The authorities competent to examine such cotton or 
the contents of such package or bale shall be — 

(1) the Director of Agriculture, 

(2) the Deputy Director of Agriculture, or 

(3) any two persons appointed by the Board of Directors 
of the East India Cotton Association at the request of the Direc- 
tor of Agriculture from the panel of arbitrators elected under the 
rules in force for the time being of the said Association. An 
appeal shall lie against the decision of these two personsi, to the 
Appeal Committee of the Association. The decision of these two 
persons, if no appeal is filed against it within seven days or of 
the Appeal Committee of the Association if an appeal has been 
filed shall be final. 

Sealing of Cotton seized 

3-F. After the examination referred to in rules 3-D and 
3-E the cotton, package or bale shall be resealed in the manner 
prescribed in rule 3-G. 

Manner of sealing 

3-G. All things seized and required to be sealed under the Act 
shall be sealed with the official seal of the officer sealing the same 
and, if the owner or the person in charge of the factory so desires, 
also with the seal, if any, which he may provide for this purpose. 
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Power to examine registers 

4. The District Magistrate or any officer specially empowered 
by the Provincial Government to enter and inspect Cotton gin- 
ning or Cotton pressing factories may when making such inspec- 
tion, examine the registers mentioned in rule 3 and test the 
accuracy of the entries therein made. 

Returns under section 5 

5. (1) The returns under section 5 shall be submitted to the 
Director of Agriculture. 

(1-A) The monthly returns under sub-section (1) of section 
5 of the Act shall be for the period of a month and shall be posted 
not later than the first day of the month following. The first 
such returns shall be for the month ending on the 30th Septem- 
ber 1940. 

(2) The weekly returns under sub-section (3) of section 5 
of the Act shall be for the seven days ending on the Friday of each 
week and shall be posted not later than the following day. The 
first return shall be for the week ending the 4th day of September 
1925. 

(3) When a pressing factory finally ceases work for the 
season a statement to that effect shall be made in the last 
weekly return. 

(4) The statements to be compiled under sub-sections (2) 
and (4) of section 5 of the Act shall be published in the form of 
Schedules G and D hereto respectively. 

6. 6A, 6B, 6C, 7, 7A, 7B, 7C, 7D, 7E, 7F, 7G, 8, 8A, 8B and 9.— 
— Omitted. 

Authorities for the purposes of sections 8 and 9 

10. (1) The prescribed authority for the purposes of sec- 
tions 7 and 8 shall be the Collector of the District in which the 
factory is situated. 

(2) The prescribed authority for the purpose of sub-sections 
(1) and (1-A) of section 9 shall be the Inspectors of factories 
appointed under the Factories Act, 1934, for the area in which 
the factory is situated. 

(3) The prescribed authority for the purposes of sub- 
sections (2) and (4) of section 9 shall be the Commissioner of 
Labour, Bombay. 

(4) The service of any order under section 9 of the Act shall 
be deemed to have been effected, unless the contrary is proved, 
if a letter containing the order is properly addressed and sent by 
registered post to the owner. 

Power to ertter and inspect factories 

11. The District Magistrate or other Officer specially empow- 
ered in this behalf by the Provincial Government may, at any 
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time during the usual working hours, enter any cotton ginning 
or cotton pressing factory and may make such inspection of the 
premises and machinery and of any prescribed registers as he may 
deem necessary for the purpose of the Act and of any rules made 
thereunder. 

Press mark to be exhibited 

12. The owner of every pressing factory shall exhibit in a 
conspicuous place a notice showing the mark allotted to the fac- 
tory under section 12 of the Act. 

13. Cancelled. 


SCHEDULE A 

[SEE SUB-RULE (1) RULE 3.] 
Ginning Register 


Name and number 
of Factory 

Name and 
address of owner 

Name of registered 
lessee (if any) 

Year 

Month 
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SCHEDULE B 

[SEE SUB-RULE (2) OF RULE 3.] 
Cotton Press Register 


Name and No. 
of Factory 

Name and address 
of owner 

Name of registered 
lessee (if any) 

Press Mark 

1 

| Year 







Date 

1 

Total 
number 
of bales 
pressed 

Serial 
number 
of bales 
pressed 

Names of 
persons 
for whom 
pressed 

Note : — ( In these columns may 
be entered the weights of 
the bales, average weights 
etc., to facilitate the prepa- 
ration of the returns under 
section 5). 

ture of owner or 
n in charge of the 
ry or person autho- 
by owner. 









Day 

1 

Month 

2 

3 

4 

5 

6 

i 7 

8 

B Is! 

tn afc'C 

9 





1 

2 









etc. 






SCHEDULE C 

[SEE SUB-RULE (3) OF RULE 3.] 

Return of Cotton pressed for the week ending 19 


Name and No. of 
Pressing Factory 

Name of owner 

Name of registered 
lessee (if any) 

Press Mark 






Correct Postal Address of Factory — 
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Number of bales 

Number of bales Average nett weight pressed since the 

pressed during the per bale pressed commencement of Remarks, 

week. during the week in the season (i. e. since 

lbs. avoirdupois. September 1st, 10 ) 

to the end of the week. 


1 2 | 8 4 



Dated 19 


Signature of owner or person in charge. 




SCHEDULE D. 

[SEE SUB-RULE (4) OF RULE 5.] 

Statement of Cotton pressed in the Province of Bombay for the week ending 

[Section 13 (g) of the Cotton Ginning and Pressing Factories Act, 1925 (XII of 1925).] 
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SCHEDULE E 

FORM OF LICENCE (RULE 2-C) 

1. Name of Factory 

2. Description of the Place 

where it is situated. 

3. Name, description and place 
of residence of the owner 
of the factory 

4. Purpose for which licence is 
granted. 

5. Date of commencement of 
licence. 

6. Fee paid 
Conditions 

This licence is granted subject to the provisions of the Cotton 
Ginning and Pressing Factories Act, 1925 (XII of 1925), and the 
Bombay Cotton Ginning and Pressing Factories Rules, 1925. 

It shall remain in force for one year from the date of its 
commencement. 


SCHEDULE F 

[SEE SUB-RULE (4) OF RULE 3.] 

(To be printed on post card) 

GINNING RETURN 

District Number of Ginning Factory. 

[Return under sub-section (1) of section 5 of the Cotton 
Ginning and Pressing Factories Act.] 


Return showing quantity of Cotton ginned for the month ending 
19 

Name of Ginning Factory with correct Postal Address 
Name of Owner or of Registered Lessee (if any) 
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Quantity (in Bojas of 892 lbs. each) 
of cotton ginned during the month 


Quantity (in Bojas of 392 lbs. each) 
of cotton ginned since the com- 
mencement of the season 
(i. e. since 1st September 19 
to the end of the month) 


Remarks 


Bojas 


lbs. 


Bojas 


lbs. 


I 


Dated 


19 


Signature of owner or person in charge. 



[SEE SUB-RULE (4) OF RULE 5.] 
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Director of Agriculture, 

Poona, dated 19 Bombay Province, Poona. 
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Rules framed by the Government of India under the Cotton 
Ginning: and Pressing Factories Act. 

Short title and commencement 

1. (1) These rules may be called the Indian Cotton Gin- 
ning and Pressing Factories Rules, 1925. 

(2) They shall come into force on the eighth day of August 
1925. 

Definition 

2. In these rules — 

“ Act ” means the Cotton Ginning and Pressing Factories Act, 
1925. 

“ Section ” means a section of the Act. 

3. The owner of lessee of every cotton pressing factory shall 
apply to the authority appointed to receive returns under sub- 
section (1) of section 5 for the allotment of the mark required by 
section 4 to be used for such factory. Such application shall be 
made in the case of factories in existence at the commencement 
of these rules, on or before the 1st September 1925, and in case 
of factories constructed thereafter, not less than one month be- 
fore work commences in the factory : 

Provided that the authority aforesaid may at any time allot 
the mark to be used in a factory in respect of which no applica- 
tion has been made and may intimate the allotment to the owner 
of such factory. 

Special marks 

4. (1) The special mark allotted to each factory shall con- 
sist of a letter denoting the province in which the factory is 
situated together with a number denoting the factory. 

(2) The letters denoting the province shall be as follows : — 

For presses situated in the Province of Bombay, the letter B. 
For presses situated in Sind, the letter S. 

(3) The numbers denoting the factory shall run consecutively 
within each province. 

Marks not transferable 

5. No special mark once allotted shall be transferred to an- 
other factory : 

Provided that when a press is transferred from one pro- 
vince to another, the oiginal allotted mark shall no longer be 
used and application shall be made to the prescribed authority 
for the allotment of a fresh mark. 
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Serial Number 

6. The serial number shall consist of two parts. The first 
part shall consist of two numerals being the last two integers of 
the calendar year in which the cotton year has commenced and 
the second part shall be the running number of the bale accord- 
ing to the press factory register. A new series of running num- 
bers shall be started at the commencement of each cotton year. 
The cotton year shall commence on the 1st day of September in 
each calendar year and shall terminate on the 31st day of August 
next following, except in the Madras Presidency where the dates 
for the commencement and ending of the cotton year shall be the 
1st day of February and the 31st day of January respectively. 

7. Every bale of cotton pressed in a cotton pressing factory 
shall be marked in the following manner : — 

(1) The Special Mark and the Serial Number shall be in 
English figures and letters and shall be decipherable. 

(2) The Special Mark and the Serial Number shall be punch- 
ed on one or more of the hoops or stencilled on the hessian on the 
lashed side of the bale or may be both so punched and stencilled, 
provided however that if stencilled such mark, and Number shall 
not be stencilled on an end hessian. 

8. The inspection of weights and scales used in the cotton 
ginning and cotton pressing factories in the Provinces of Bombay 
and Sind shall be carried out in accordance with the provisions of 
the Bombay Weights and Measures Rules, 1934. 


The Cotton Ginning and Pressing Factories 

Act, 1925 

NOTIFICATIONS 

BOMBAY CASTLE, 2ND AUGUST 1940 

No. 5956/28.— In exercise of the powers conferred by rule 2-A 
of the Bombay Cotton Ginning and Pressing Factories Rules, 1925, 
the Government of Bombay is pleased to notify that in respect 
of the areas specified in column 1 of Schedule I hereto annexed, 
an admixture of cotton shall mean a mixture of the varieties of 
cotton specified opposite thereto in column 2 of the said Schedule. 

2. The characteristics of the varieties of cotton referred to 
in Schedule I are fully described in Schedule II hereto annexed. 
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SCHEDULE I 


Areas 

1 


Names of the varieties 
of cotton 
2 


(1) Surat Area consisting of (a) that 
portion of the Surat district bounded on 
the west by the sea and on the east by 
the eastern boundary of the Walod 
Mahal and on the north by the Tapti 
river and on the south by the Mindhola 
river up to the point where the Mindhola 
river is met by the Bardoli Walod road 
and thence along that road up to the 
boundary of the village of Pavaran and 
thence along the western boundary of 
the Walod mahal up to the Purna river 
and thereafter the Purna river upto the 
eastern boundary of the Walod mahal ; 
and (b) the Railway stations of Sachin, 
Udhna and Surat on the B.B. & C.I. Rail- 
way and NioJ, Chalthan, Gangadhra, Bar- 
doli, Timberva and Madhi on the Tapti- 
Valley Railway. 


(1) Selection 1-A. 

(2) Local. 

(3) Goghari. 


(2) South Surat Area consisting of (a) 
that portion of the Surat district lying 
between the Par river on the south and 
on the north the Mindhola river up to 
the point where the Mindhola river is 
met by the Bardoli-Walod road and 
thence along that road up to the boun- 
dary of the village of Pavaran and thence 
along the western boundary of the Walod 
mahal up to the Purna river and there- 
after the Purna river upto the eastern 
boundary of the Walod mahal and 
bounded on the west by the sea and on 
the east by the eastern boundary of the 
Surat district ; and ( b ) the Railway 
stations of Maroli, Navsari, Vedcha, 
Amalsad, Bilhmora, Dungri, Bulsar, 
Gandevi, Kalvach, Chikhli Road, Ran- 
kuwa, Dholikuwa and Anawal. 


Ditto. 


(3) Ankleshwar Area consisting of (a) 
the Ankleshwar taluka and Hansot mahal 
of the Broach and Panch Mahals dist- 
rict south of the river Narbudda ; and 
( b ) the Railway stations of Panoli, An- 
kleshwar and Kosamba. 


Ditto. 
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Areas 

1 

Names of the varieties 
of cotton 

2 

(4) Dharwar, 
districts 

Belgaum and Bijapur 

1 

1 

(1) Local Kumta. 

(2) New Cross. 

(3) Hagari. 

(4) Waradi or N.R. 

(5) Old Cambodia. 

(6) New Cambodia. 

(7) Dharwar Ameri- 
can or Vilayatl. 

(8) Gadag No. I. 

(5) Gadag and Ron talukas of Dharwar 
district 

(1) Local Kumta. 

(2) New Cross. 

(3) Hagari. 

(4) Dharwar Ameri- 
can or Vilayatl. 

<5) Waradi or N.R. 

(6) Old Cambodia. 

(7) New Cambodia. 

(8) Jayawant. 


SCHEDULE n 

Chara cteristics of the varieties of cotton mentioned in Schedule L 



Name of variety 





cotton specified opposite thereto in column 2 of the said Schedule, 
which is ginned or pressed in a Cotton Ginning or Cotton Press- 
ing Factory, shall contain any admixture of cotton. 

2. The characteristics of cotton referred to in Schedule I 
are fully described in Schedule n hereto annexed. 
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SCHEDULE I 


Areas 


Name of cotton 


1027ALF (1) Surat area consisting of (a) that portion of 

the Surat District bounded on the West by the Sea and on the 
East by the Eastern boundary of Walod Mahal and on the North 
of the Tapti River and on the South of the Mindhola River upto 
the point where the Mindhola River is met by the Bardoli-Walod 
Road and then along that Road up to the boundary of the village 
Favaran and thence along the Western boundary of Walod Mahal 
upto the Puma River and thereafter the Puma River upto the 
Eastern boundary of Walod Mahal, and (b) the Railway Station 
of Sachin, Udhana and Surat on the B.B. and C.I. Railway Nloal, 
Chalthan, Gangodhra. Bardoli, Timberva and Madhi on the Tapti 
Valley Railway. 

1027ALF (2) South Surat Area consisting of (a) that por- 
tion of the Surat District lying between the Par River on the 
south and on the north in Mindhola River upto the point where 
the Mindhola River is met by the Bardoli-Walod Road and thence 
along that road upto the boundary of the village Pavaran and 
thence along the western boundary of the Walod Mahal upto the 
Puma River and thereafter the Puma River upto the eastern 
boundary of the Walod Mahal and bounded on the west by the sea 
and on the east by the Eastern boundary of the Surat District, 
and 

(b) The Railway Stations of Maroli,. Navsari. Vadcha, Amal- 
sad Belllmoria, Dungri, Balsa r, Gandevi, Kacholi, Chikhli Road, 
Rankua. Dhollkuva and Anawal. 

1027 ALF (3) Ankleshwar area consisting of 

(a) Ankleshwar Taluka and Hansot Mahal of Broach and 
Panchamahal District, south of the River Narmada : and 

(b) Railway Stations of Panoli, Ankleshwar Kosamba. 

JAYAWANT (4) Belgaum and Bijapur Districts and the 
District of Dharwar excluding Gadag taluka and that portion of 
Roan Taluka which lies to the east of Railway line between Malla- 
pur and Alur stations. 

GADAG No. 1. (5) Gadag and Roan talukas of Dharwar 
District excluding that portion of Roan. Taluka which lies to the 
west of the Railway line between Mallapur and Alur Railway 
Stations. 



SCHEDULE H 

>rUtte> 9t cotton mentioned in Sebednle l 
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No. 5956/28. — In exercise of the powers conferred by Rule 2-A 
of the Bombay Cotton Ginning and Pressing Factories Rules, 
1925, the Government of Bombay is pleased to notify that in res- 
pect of areas specified in Schedule I hereto annexed, the ad- 
mixture of cotton shall mean a mixture of zarila variety of cotton 
with any other of the varieties of cotton specified and characteris- 
ed in Schedule II hereto annexed. 

SCHEDULE I 
AREAS 

(I) The East Khandesh District. 

(II) The West Khandesh District, excluding that portion of 
the old Navapur Taluka existing prior to its conversion 
into a peta by Government Notification Revenue De- 
partment No. 7989/28, dated the 28th September 1932, 
which is now included in the Surat Protected Area by 
Government Notification, Revenue Department No. 
9786/24, dated the 29th November 1941, amending Gov- 
ernment Notification, Revenue Department, No. 535A, 
dated the 18th August 1923, issued under section 3 of the 
Cotton Transport Act, 1923 (III of 1923). 

(ill) Nandgaon, Ma^gaon and Baglan Talukas of the Naslk 
District. 



Varieties of cotton and cither characteristics 


Cotton seed 

Shape. 

10 

Ovate with a 
tapering end. 

Do. 

Do. 

Do. 

Ovate. 

I . 

1 

fa 

Fuzzy 

Fuzzy and 
slightly fuzzy 
mixed 

Slightly fuzzy ... 

Very fuzzy 

‘ Fuzzy 

h 

3 

•o „ 

3 " 

| Ashy 

1 

Ashy, black 
and brown 
mixed 

Brown 

Greenish white 

Ashy brown 

Size. 

7 

Big 

Small big j 

mixed 

Bigger than 
Banilla seed ... 

Bigger than 

N. K. 

1 

[ Small with 
i pointed end ... 

i 

Lint 

Colour. 

6 

Soft 1 White 

Rough ... White to 

creamy white ... 

Rough ... Creamy white ... 

Fairly soft ... Dull white 
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lustrous 

| Feel. 
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percent- 

age. 
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Banilla 

Local 

N. R. 

Dharwar American i 
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No. 5956/28 (a) In exercise of the powers conferred by sub- 
section 1 of section 3A of the Cotton Ginning and Pressing Fac- 
tories Act, 1925 (XII of 1925) in its application to the Province of 
Bombay the Government of Bombay is pleased to declare that in 
the areas specified in the Schedule hereto annexed, no cotton 
which is ginned or pressed in a cotton ginning or cotton press- 
ing factory, shall contain any admixture of cotton. 

SCHEDULE 

AREAS 

(i) East Khandesh District. 

(ii) The West Khandesh District excluding the portion of 
the old Nawapur Taluka existing prior to its conversion 
into a peta by Government notification, Revenue De- 
partment, No. 7989/28, dated the 26th September 1932, 
which is now included in the Surat Protected Area by 
Government Notification, Revenue Department, No. 

9786/24. dated the 29th November 1941. amending Gov- 
ernment Notification, Revenue Department, No. 535A, 
dated the 18th August 1923, issued under section 3, of 
the Cotton Transport Act, 1923 (III of 1923). 

(iii) Nandgaon, Malegaon and Baglan Talukas of the Nasik 
District. 

(— Vide G. of B. Gaz. Part IV-B. P. 260-62 of 16-7-42). 

No. 5956/28. In exercise of the powers conferred by section 
3-C of the Cotton Ginning and Pressing Factories Act, 1925 (XII 
of 1925)., in its application to the Province of Bombay, the Gov- 
ernment of Bombay is pleased to authorise the following Gazet- 
ted Officers namely : — 

(1) Collectors, (2) Prant Officers, (3) Mamlatdars, (4) Mahal- 
karies, (5) Director of Agriculture, (6) Deputy Directors of Agri- 
culture, (7) Divisional Superintendent of Agriculture, (8) Cotton 
Breeders and (9) Cotton Superintendent, to enter into and in- 
spect, at any reasonable time, any Cotton Ginning or Cotton 
Pressing Factory for the purpose of ascertaining whether there 
is any contravention therein of any of the provisions of the said 
Act. or of any rule made thereunder, or any of the conditions sub- 
ject to which a licence has been granted in respect of such fac- 
tory, and to seize all things in respect of which an offence punish- 
able under the provision of the said Act appears to have been 
committed. 

( — Vide G. of B. Gaz. Part IV-B. P. 289 of 23-7-42). 
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The Bombay Industrial Disputes Act, 1 93 8*t 

BOMBAY ACT NO. XXV OF 1938. 

An Act to make provision for the promotion of peaceful 
and amicable settlement of industrial disputes by 
conciliation and arbitration and for certain 
other purposes. 

WHEREAS it is expedient to make provision for the promo- 
tion of peaceful and amicable settlement of industrial dis- 
putes by conciliation and arbitration and for certain other 
purposes hereinafter provided : It is hereby enacted as 
follows : — 


CHAPTER I. 

PRELIMINARY 


Short Title 

1. This Act may be called the Bombay Industrial Dis- 
putes Act, 1938. 

Extent, commencement and application 

2. (1) Section 1 and this section extend to the whole 
of the Province of Bombay. The Provincial Government 
may, by notification in the Official Gazette, extend all or any 
of the remaining provisions of the Act to such area as may be 
specified in this notification. 

(2) Section 1 of this section shall come into force at- 
once. The Provincial Government may, by notification in 
the Official Gazette, direct that all or any of the remaining 
provisions of this Act shall come into force in any area to 
which the said provisions extend or may have been extended 
under sub-section (1) on such date as may be specified in the 
notification. 

(3) The Provincial Government may, by notification in 
the Official Gazette, direct that all or any of the provisions 
of this Act shall apply to such industry as may be specified 
in the notification. 

G«* *P^rt J Jv'/£ U “ l !»8 0 /“n/'il ** duded ln the Province of Bombay *Mo O. of B. 

t This Act It published in the Bombay Govt. Gasette Part IV p. 18 dated 84 Feb. 1988, 
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Definitions 

3. In this Act unless there is anything repugnant in the 
subject or context — 

(1) “Arbitration proceedings” means any proceeding 
under this Act before an arbitrator or where a dispute has 
been referred to the Industrial Court for arbitration the 
proceedings before such Court in respect of such dispgjte. 

(2) “ Arbitrator ” means an arbitrator to whom a dis- 
pute is referred for arbitration under the provisions of this 
Act and includes an umpire. 

(3) “ Association of employers ” means any combina- 
tion of employers, whether incorporated or not, which has 
for one of its objects the regulation of conditions of employ- 
ment in the industry conducted or carried on by its members, 
and which is recognised by the Provincial Government under 
section 74. 

(4) “ Award ” means any interim or final determina- 
tion in an arbitration proceeding of any industrial dispute 
or of any question relating thereto and includes any award 
made by the Industrial Court under clause (5) or (6) of 
section 53. 

(5) “ Board ” means the Board of Conciliation ap- 
pointed under section 23. 

(6) “ Change ” means a change in any industrial matter. 

(7) “ Commissioner of Labour ” means an officer ap- 
pointed by the Provincial Government for the time being 
to be the Commissioner of Labour. 

(8) “ Conciliation proceeding ” means any proceeding 
held by a Conciliator or the Board under this Act. 

f9) “ Conciliator ” means any Conciliator appointed 

under this Act and includes the Chief Conciliator or a Spe- 
cial Conciliator. 

(10) “ Employee ” means any person employed to do 
any skilled or unskilled manual or clerical work for hire or 
reward in any industry and includes an employee discharged 
on account of any dispute relating to a change in respect of 
which a notice is given under section 28 whether before or 
after the discharge. 
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(11) “Employer” includes — 

(a) an association or a group of employers ; 

(b) any agent of an employer ; 

(c) where an industry is conducted or carried on by a 
department of the Provincial Government, the 
authority prescribed in that behalf, and where no 

, such authority has been prescribed, the head of such 
department ; 

(d) where an industry is conducted or carried on by or 
on behalf of a local authority, the Chief Executive 
Officer of such authority ; or 

(<?) where the owner of any industry in the course of or 
for the purpose of conducting such industry con- 
tracts with any other person for the execution by 
or under the contractor of the whole or any part of 
any work which is ordinarily part of the said in- 
dustry, the owner of such industry. 

(12) “ Industrial Court ” means the Court of Industrial 
Arbitration appointed under section 24. 

(13) “ Industrial dispute ” means any dispute or differ- 
ence between an employer and employee or between em- 
ployers and employees or between employees and employees 
and which is connected with any industrial matter. 

(14) “ Industrial matter ” means any matter relating 
to work, pay, wages, reward, hours, privileges, rights or 
duties of employers or employees, or the mode, terms and 
conditions of employment or non-employment and 
includes — 

(a) all matters pertaining to the relationship between 
employers and employees, or to the dismissal or non- 
employment of any person ; 

(b) all matters as to the demarcation of functions of any 
employees or classes of employees ; 

(c) all matters pertaining to any right or claim under or 
in respect of or concerning an agreement, submis- 
sion or award made under this Act ; and 

<d) all questions of what is fair and right in relation to 
any industrial matter having regard to the interest 
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of the person immediately concerned and of the com- 
munity as a whole. 

(15) “ Industrial union ” means a union the members 
of which belong to any industry generally and which is not 
an occupational union. 

(16) “ Industry ” includes — 

(a) any business, trade, manufacture or undertaking 
or calling of employers ; 

(&) any calling, service, employment, handicraft, or in- 
dustrial occupation or avocation of employees ; and 

(c) any branch or section of industry recognised by the 
Registrar for the purposes of this Act or a group of 
industries. 

(17) “Labour Officer” means an officer appointed to 
perform the duties of a Labour Officer under this Act. 

(18) “ Local area ” means any area notified as such by 
the Provincial Government. 

(19) “ Lock-out ” means the closing of a place or part 
of a place of employment or the total or partial suspension 
of work by an employer or the total or partial refusal by an 
employer to continue to employ persons employed by him, 
where such closing, suspension or refusal occurs in conse- 
quence of an industrial dispute and is intended for the pur- 
pose of compelling those persons or of aiding another em- 
ployer in compelling persons employed by him to accept 
any term or condition of or affecting employment. 

(20) “ Member ” means a person who is an ordinary 
member of a union and who has been paying a subscription 
of not less than one anna per month and the term “ mem- 
bership ” shall be construed accordingly. 

(21) “ Occupation ” means any section of an industry 
recognised to be an occupation under section 5. 

(22) “ Occupational union ” means a union the mem- 
bership of which is confined to employees employed in a 
particular occupation or group of occupations in any indus- 
try. 

(23) “Prescribed” means prescribed by rules made 
under this Act. 

(24) “ Qualified union ” means any union declared to 
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be a qualified union under section 11. 

(25) “ Recognised union ” means a union which has 
been recognised in the prescribed manner by an employer 
or by an association of the employers in any industry. 

(26) “ Registered agreement ” means an agreement re- 
gistered under section 30 or 33. 

(27) “ Registered union ” means a union registered 
under this Act. 

(28) “ Registrar ” means the Registrar of Unions ap- 
pointed under this Act. 

(29) “ Representative of employees ” means — 

(i) where the majority of employees directly affected 

by a change are members of a registered union, 
such registered union ; or 

(ii) where some of the employees directly affected by 

the change belong to a representative union, that 
representative union ; or 

(tii) in other cases such representatives not being more 
than five as may be elected in the manner pres- 
cribed by employees directly affected by the 
change from among themselves ; or 

(iv) in cases where representatives are not elected 
under clause (in), and in all other cases not fall- 
ing under any of these clauses the Labour Officer. 

(30) “ Representative union ” means a registered union 
declared to be a representative union under section 12. 

(31) “ Schedule ” means schedule appended to this Act. 

(32) “ Settlement ” means a settlement arrived at 
during the course of a conciliation proceeding. 

(33) “ Strike ” means a total or partial cessation of 
work by employees employed in an industry acting in com- 
bination or a concerted refusal or a refusal under a common 
understanding of employees to continue to work or to 
accept work where such cessation or refusal is in consequence 
of an industrial dispute in any industry. 

(34) “ Union ” means a Trade Union (other than a 
union formed for the purpose of regulating the relations bet- 
ween employers and employers) registered under the Indian 
Trade Unions Act, 1926. 
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CHAPTER II. . 

REGISTRATION OF UNIONS 

Appointment, powers and duties of Registrars and Assistant 
Registrars 

4. (1) The Provincial Government shall, by notifica- 
tion in the Official Gazette, appoint a person to be the Re- 
gistrar of Unions for the Province. 

(2) The Provincial Government may, by a similar noti- 
fication, appoint a person to be the Assistant Registrar of 
Unions, for any local area and may, by a general or special 
order, confer on such person all or any of the powers of the 
Registrar of Unions under this Act. 

Recognition of section of industry as occupation 

5. The Registrar may after making such enquiry as he 
deems fit recognise any section of an industry to be an occu- 
pation for the purposes of this Act. 

Maintenance of registers of registered and representative 
unions 

6. It shall be the duty of the Registrar to maintain a re- 
gister of registered and representative unions in such forms 
as may be prescribed. 

Application for registration 

7. Any recognised union, which has for the whole of 
the period of six months next preceding the date of the ap- 
plication under this section a membership of not less than 
five per cent., or any other union which has for the said 
period a membership of twenty-five per cent, of the total 
number of employees employed in any industry or occupa- 
tion, as the case may be, in the local area may apply in the 
prescribed form to the Registrar for registration under this 
Act. 

Registration of a union 

8. On receipt of an application from a union for regis- 
tration under section 7 and on payment of the fee prescribed, 
the Registrar shall hold such enquiry as he thinks fit and if 
he is satisfied that such union fulfils the conditions necessary 
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for registration specified in section 7 and is not disqualified 
from registration under this Act, he shall enter the name of 
such union in the register maintained under section 6 and 
shall issue a certificate of registration in such form as may 
be prescribed : 

Provided that — 

(a) in any local area the Registrar shall not register 
more than one industrial union in respect of any in- 
dustry and one occupational union in respect of each 
occupation in such industry ; 

(b) where two or more industrial or two or more occu- 
pational unions fulfilling the conditions necessary 
for registration specified in section 7 apply for re- 
gistration, the union which has the largest member- 
ship of the employees employed in the industry or 
occupation, as the case may be, shall alone be re- 
gistered ; 

(c) if an industrial union has been registered in any local 
area no occupational union in respect of .the same 
industry in such local area shall be registered unless 
such union has more than twenty-five per cent, of 
the total number of employees employed in that 
occupation in such local area ; 

(d) the Registrar shall not register a union as an indus- 
trial or an occupational union, as the case may be, 
if there is a qualified union in existence in respect 
of the same industry or occupation and if the union 
applying for registration has not for the whole of 
the period of six months next preceding the date of 
application, a membership exceeding that of such 
qualified union ; and 

(e) the Registrar shall not register any union, if he is 
satisfied that the application for registration is not 
made bona fide in the interests of employees but is 
made in the interests of the employer. 

Cancellation of registration of a union 

9. The Registrar shall cancel the registration of a 
union— 
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(i) if, on an application made to him by any employer 
or any union concerned with the industry or occu- 
pation in which the members of the union, the re- 
gistration of which is sought to be cancelled, are 
employed and after holding such enquiry as he 
deems fit, he is satisfied — 

(a) that such union had not fulfilled the necessary con- 
ditions for registration under section 7 at the time 
of its registration or that it was registered under a 
mistake, misrepresentation or fraud ; 

(b) that at the date of the application made under this 
section the union failed to satisfy the condition re- 
garding the minimum membership necessary for 
registration specified in section 7; 

(c) that its recognition by the employer had been 
withdrawn : 

Provided that the registration of such union shall not 
be cancelled on this ground if its membership is more than 
twenty-five per cent, of the total number of employees em- 
ployed in the industry or occupation, as the case may be ; 

(d) that in the case of an occupational union in any 
local area, an industrial union in respect of such industry is 
registered in such local area : 

Provided that the registration of such occupational union 
shall not be cancelled if its membership is more than twenty- 
five per cent, of the total number of employees employed in 
the occupation in such local area ; or 

(e) that the union is not being conducted bona fide in 
the interests of employees but is being conducted in 
the interests of the employer ; or 

(ii) if the Industrial Court directs that the Registration 
of such union shall be cancelled. 

Registration of another union in place of existing registered 
union. 

10. (1) If at any time any union (hereinafter referred 
to in this section as “ applicant union ”) applies to the Re- 
gistrar stating that it has a larger menibership of employees 
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employed in any industry or occupation in any local area 
than the one already registered (hereinafter referred to in 
this section as a “ registered union ”) for such industry or 
occupation, as the case may be, for that local area, and that 
the registration of the registered union should be cancelled 
or that it should be registered in place of the registered union, 
the Registrar shall call upon the registered union by a notice 
in writing to show cause within one month of the receipt 
of such notice why its registration should not be cancelled 
or why the applicant union should not be registered in its 
place. An application made under this sub-section shall be 
accompanied by such fee as may be prescribed. 

(2) The Registrar shall forward to the Labour Officer 
a copy of the said application and notice. 

(3) If, on the expiry of the period of notice under sub- 
section (1) and after holding such enquiry as he deems fit, 
the Registrar is satisfied that the membership of the appli- 
cant union was during the whole of the period of six months 
immediately preceding the date of the application under this 
section larger than the membership of the registered union, 
he shall cancel the registration of such union and if the 
applicant union satisfies the conditions necessary for regis- 
tration specified in section 7, he shall register the applicant 
union. 

Qualified Unions. 

11. (1) The Registrar shall maintain a list of qualified 
unions in such form as may be prescribed. 

(2) If in any local area there is no registered union in 
respect of any industry or occupation, a union which has for 
a period of six months next preceding the application a 
membership of not less than five per cent, of the total num- 
ber of employees employed in the industry or occupation, 
as the case may be, may bn application and on payment of 
the fee prescribed be declared by the Registrar as a quali- 
fied union. 

(3) The Registrar shall cancel the declaration of any 
such union as a qualified union as soon as any union in res- 
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pect of the industry or occupation, as the case may be, is 
registered under section 8. 

(4) The Registrar shall also cancel the declaration of 
a union as a qualified unoin — 

(1) if, on an application made to him by an employer or 
any union concerned with the industry or occupa- 
tion in which the members of the union, the decla- 
ration of which as a qualified union is sought to be 
cancelled, are employed and after making such en- 
quiry as he thinks fit, he is satisfied — 

(a) that such union had not at the time when it was de- 
clared a qualified union fulfilled the necessary con- 
ditions for its being so declared or that such decla- 
ration was made under a mistake, misrepresenta- 
tion or fraud, 

(b) that at the date of the application made under this 
sub-section the membership of such union fell below 
five per cent, of the employees employed in the in- 
dustry or occupation, as the case may be, in the local 
area ; 

(ii) if the Industrial Court directs that the declaration 
of such union as a qualified union shall be cancelled. 
Representative unions. 

12. (1) Any registered union in a local area, which 

has for the whole of the peroid of six months next preced- 
ing the date of application under this section a membership 
of not less than twenty-five per cent, of the total number of 
employees employed in the industry or occupation, as the 
case may be, in such local area, may apply to the Registrar 
for being declared a representative union. 

(2) If the Registrar is satisfied, on making such en- 
quiry as he thinks fit, that the union fulfils the conditions 
specified in sub-section (1) he shall declare such union to 
be a representative union, and shall issue a certificate in 
such form as may be prescribed. 

(3) The Registrar shall cancel the declaration of a 
union as a representative union — •_ 


«• 
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(1) if, on application made to him by an employer or 
any union concerned with the industry or occupa- 
tion in which the members of the union, the declara- 
tion of which as a representative union is sought to 
be cancelled, are employed and after making such 
enquiry as he thinks fit, he is satisfied — 

(o) that such union had not at the time when it was 
declared a representative union fulfilled the neces- 
sary conditions for its being so declared or that such 
declaration was made under a mistake, misrepresen- 
tation or fraud ; 

(b) that at the date of the application made under this 
sub-section the membership of such union fell below 
twenty-five per cent, of the employees employed in 
the industry or occupation as the case may be, in 
the local area ; 

(c) that the registration of such union has been can- 
celled ; 

(ii) if the Industrial Court directs that the declaration 
of such union as a representative union shall be 
cancelled. 

Application for fresh registration or declaration 

13. (1) Any union the registration of which has been 

cancelled by the Registrar or by t the Industrial Court on the 
ground that it was registered under a mistake, or on any of 
the grounds specified in- clause (b) or (c) of sub-section (i) 
of section 9 or any union the declaration of which as a quali- 
fied union or as a representative union has been cancelled 
on the ground that such declaration was made under a mis- 
take, or under clause (i) (b) of sub-section (4) of section 11 
or under clause (i) (b) of sub-section (3) of section 12, as 
the case may be, may at any time, after six months from 
the date of such cancellation apply again for registration or 
declaration, as the case may be. Such application shall be 
disposed of in the manner laid down in sections 8, 11 or 12, 
as the case may be. 

(2) A union the registration of which or a union the 
declaration of which as a qualified union or as a representa- 
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tive union has been cancelled on any other ground shall not 
be entitled to apply again for registration or declaration. 

Liability of a union or members not relieved by cancellation, 

14. Notwithstanding anything contained in any law, the 
cancellation of registration of a registered union or the can- 
cellation of the declaration of a union as a qualified union or 
as a representative union shall not relieve the union or any 
member thereof from any penalty or liability incurred under 
this Act prior to such cancellation. 

Periodical returns to be submitted to the Registrar. 

15. Every registered union and every qualified union 
shall submit to the Registrar periodical returns of its mem- 
bership at such times, on such dates and in such manner as 
may be prescribed. 

Powers of Registrar to summon witnesses, etc. 

16. For the purpose of holding an enquiry under this 
Chapter, — 

(i) the Registrar shall have the same powers as are 
vested in Courts in respect of the following matters 
under the Code of Civil Procedure, 1908, in trying 
a suit, namely : — 

(a) proof of facts by affidavits ; 

(b) summoning and enforcing the attendance of any 
person and examining him on oath ; and 

(c) compelling the production of documents ; 

(ii) the Registrar shall have also such other powers as 
may be prescribed. 

Appearance before Registrar. 

17. Every employer in the industry concerned and 
every representative of employees whose interests may be 
affected shall be entitled to appear at any enquiry made by 
the Registrar under this Chapter. 

Appeal to Industrial Court from orders of the Registrar 
cancelling registration of unions. 

18. (1) Any person entitled to appear before the Re- 
gistrar may appeal to the Industrial Court against any order 
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passed by the Registrar under , this Chapter within 30 days 
from the date of such order. 

(2) The Industrial Court in appeal may confirm, modify 
or rescind any order passed by the Registrar and may pass 
such consequential orders as it may deem fit. A copy of the 
orders passed by the Industrial Court shall be sent to the 
Registrar. 

Reference to Industrial Court and any order of Registrar to 
be in accordance with such decision. 

19. The Registrar may refer any matter arising before 
him in any proceeding under this Act to the Industrial Court 
for its decision and any order passed by the Registrar in such 
proceeding shall be in accordance with such decision. 

Publication of application and orders of cancellation in 
Official Gazette. 

20. (1) Every application made under section 10 shall 
be published in the Official Gazette not less than a fortnight 
before the application is heard. 

(2) Every order passed under section 8, 9, 10, 11 or 12 
and every order passed in appeal against such order shall 
be published in the Official Gazette. 

CHAPTER III. 

AUTHORITIES TO BE CONSTITUTED OR APPOINTED 
UNDER THIS ACT. 

Conciliators. 

21. (1) The Commissioner of Labour shall be ex-officio 
Chief Conciliator. His jurisdiction shall extend throughout 
the Province. 

(2) The Provincial Government may, by notification 
in the Official Gazette, appoint any person to be a Conciliator, 
for such local area as may be specified in the notification. 

(3) The Provincial Government may, by notification in 
the Official Gazette, appoint any person to be a Special Con- 
ciliator for such local area or such industry in any local area 
or for such industrial dispute or class of disputes as may 
be specified in the. notification. 
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Labour Officer. 

22. The Provincial Government may, by notification in 
the Official Gazette, appoint any person to be a Labour 
Officer for such local area or such industry as may be speci- 
fied in the notification. 

Board of Conciliation. 

23. (1) When an industrial dispute arises the Provin- 
cial Government may, by notification in the Official Gazette, 
constitute a Board of Conciliation for promoting a settle- 
ment of such dispute. 

(2) The Board shall consist of a Chairman and an equal 
number of members selected by the Provincial Government 
from panels representing the interests of the employers and 
employees respectively. Such panels shall be constituted in 
the manner prescribed. The Chairman and members of the 
Board shall be independent persons. 

Explanation. 

For the purposes of this section a person shall be deem- 
ed to be independent if he is unconnected with the dispute 
with reference to which the Board is constituted and the 
industry directly affected by the dispute. 

(3) If any vacancy in the membership of the Board 
arises before the Board has completed its work, such vacancy 
shall be filled up in the manner prescribed and the proceed- 
ings shall be continued before the Board so reconstituted 
from the stage at which they were when the vacancy occur- 
red. 

Court of Industrial Arbitration. 

24. (1) The Provincial Government may constitute a 
Court of Industrial Arbitration for determining industrial 
disputes and for dealing with other matters under the pro- 
visions of this Act and the rules made thereunder. 

(2) The Industrial Court shall consist of two or more 
members, one of whom shall be its President. Every mem- 
ber of the Industrial Court shall be a person — 

(a) who is not connected with any industry, and 
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(b) who is or has been a Judge of a High Court or is 
eligible for being appointed a Judge of such Court. 

(3) The Industrial Court may make rules providing for 
the formation of Benches consisting of one or more of its 
members and for the exercise by each such Bench of the 
jurisdiction and powers vested in the Industrial Court. 

(4) The Industrial Court may hold its sittings at such 
place or places as the President may direct. 

CHAPTER IV. 

POWERS AND DUTIES OF THE LABOUR OFFICER. 

Powers and duties of Labour Officer. 

25. (1) A Labour Officer shall exercise the powers 
conferred and perform the duties imposed on him by or under 
this Act. 

(2) For the purpose of exercising such powers and per- 
forming such duties a Labour Officer may, after giving 
reasonable notice, enter any place used for the purpose of 
any industry or as the office of any union and shall be en- 
titled to call for and inspect all relevant documents which 
are necessary for the due discharge of his duties and powers 
under this Act. A Labour Officer may for the same purpose 
enter, after giving reasonable notice, any premises provided 
by an employer for the purpose of residence of his employees. 

(3) All particulars contained in or information obtain- 
ed from any document inspected or called for under sub- 
section (2) shall, if the person in whose possession the docu- 
ment was so requires, be treated as confidential. 

(4) A Labour Officer shall be entitled to appear in any 
proceeding under this Act. 

CHAPTER V. 

CHANGES. 

Standing orders regarding industrial matters and change in 
such standing orders. 

26. (1) Every employer in respect of any industry or 
occupation to which this section has been made applicable 
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shall within two months from the date of such application 
submit to the Commissioner of Labour for approval in such 
manner as may be prescribed standing orders regulating the 
relations between him and his employees with regard to all 
industrial matters mentioned in Schedule I. 

(2) On receipt of such standing orders the Commis- 
sioner of Labour shall, after making such enquiry as he 
deems fit and after consulting all interests concerned in the 
industry, settle the said standing orders. 

(3) The Commissioner of Labour shall forward a copy 
of the standing orders so settled to the Registrar who shall 
record them in the register to be kept for the purpose. The 
standing orders so settled and recorded in the register shall 
come into operation from the date of their record in the re- 
gister or after 10 days from the decision of the Commissioner 
of Labour whichever is later. 

(4) Any person aggrieved by any of the standing orders 
so settled and recorded by the Commissioner of Labour may 
within 15 days from the date on which such standing orders 
come into operation under sub-section (3) appeal to the In- 
dustrial Court. 

(5) On an appeal being filed, the Industrial Court may 
on the application of any party to such appeal stay the opera- 
tion of the standing orders objected to until the appeal is de- 
cided on such conditions as it may think fit. 

(6) The Industrial Court in appeal may confirm, modify 
or rescind any standing order settled by the Commissioner 
of Labour under sub-section (2) and may pass such conse- 
quential orders as it may deem fit. A copy of the orders 
passed by the Industrial Court shall be sent to the Registrar 
who shall record them in the register referred to in sub- 
section (3). 

(7) The Industrial Court may also fix the date on which 
the standing orders as revised or confirmed by it shall come 
into operation. 

(8) The standing orders settled by the Commissioner 
of Labour under sub-section (2) or by the Industrial Court 
under sub-section (6) shall be determinative of the relations 
between the employer and his employees in the industry or 
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occupation concerned in regard to all industrial matters men- 
tioned in Schedule I and shall not be liable to be altered for 
a period of six months from the date on which they come 
into operation except on a review by the Industrial Court 
under section 27. 

Review. 

27. (1) Any person aggrieved by the decision of the 
Industrial Court under section 26 may apply to the Industrial 
Court for a review of the said decision. 

(2) The Industrial Court shall not grant such appli- 
cation unless it is satisfied that there has been a discovery 
of new and important matter or evidence which after the 
exercise of due diligence was not within the knowledge of the 
party making the application or could not be produced by 
him at the time when its decision was made, or that there 
has been some mistake or error apparent on the face of the 
record or that there is any other sufficient reason for grant- 
ing such application. 

(3) The provisions of sub-sections (6), (7) and (8) of 
section 26 shall apply to the proceedings under this section. 

Employers or employees desiring change in standing orders 
and other industrial matters to give notice. 

28. (1) Any employer intending to effect any 1 change, 
not being a change the effecting of which has, for the pur- 
poses of the Factories Act, 1934 become lawful by reason of 
a notification issued under section 8 thereof, in any standing 
order settled under section 26 or 27 or in respect of an in- 
dustrial matter mentioned in Schedule II shall give notice 
of such intention in the prescribed form to the representative 
of the employees. He shall send a copy of such notice to the 
Commissioner of Labour, the Chief Conciliator, the Registrar, 
the Labour Officer and to such other person as may be pres- 
cribed. He shall also affix a copy of such notice at a conspi- 
cuous place in the premises where the employees affected by 
the change are employed for work and at such other place 
as may be directed by the Chief Conciliator in any case. 

1 Amended vide G. of B. Act No. 16 of 1941. 
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(2) An employee desiring a change in any such stand- 
ing order or in respect of any other industrial matter shall 
give notice in the form prescribed to the employer through 
the representative of the employees who shall also forward 
a copy of the notice to the Commissioner of Labour, the Chief 
Conciliator, the Registrar, the Labour Officer and to such 
other person as may be prescribed. 

(3) After conciliation proceedings in regard to any in- 
dustrial dispute arising out of a notice relating to any change 
given under sub-section (1) or (2) have been completed, no 
notice with regard to the same change shall be given before 
the expiry of two months from the date of such completion. 
If, at any time after the expiry of the said period of two 
months, any employer or employee again desires the same 
change, he shall give fresh notice in the manner provided in 
sub-section (1) or (2), as the case may be. 

Notice of change when to be deemed general notice. 

29. (1) Where an employer gives notice of a proposed 

change under sub-section (1) of section 28 and such change 
affects only some of the employees engaged in an industry 
or occupation, the registered or qualified union in respect of 
such industry or occupation in that local area, as the case 
may be, may, within seven days from the date of service 
of such notice, intimate in writing to other employers or an 
association of employers engaged in such industry or occu- 
pation that the employees employed in such industry or 
occupation by such employers and mentioned in such inti- 
mation are affected by such change. 

(2) Where an employee gives notice of a proposed 
change under sub-section (2) of section 28 and such change 
affects only one employer or some of the employers engaged 
in an industry or occupation, the other employers or an 
association of employers engaged in such industry or occu- 
pation in that local area, as the case may be, may within 
seven days from the date of service of such notice, intimate 
in writing to the representative of the employees, engaged 
in such industry or occupation, that the other employers en* 
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gaged in such industry or occupation and mentioned in such 
intimation are affected by such change. 

(3) A copy of an intimation under sub-sections (1) and 
(2) shall be sent to the Commissioner of Labour, the Chief 
Conciliator, the Registrar, the Labour Officer and such other 
person as may be prescribed and shall also be affixed at a 
conspicuous place in the premises where the employees con- 
cerned are employed for work and at such other places as 
may be prescribed. 

(4) On an intimation being given under sub-section 
(1) or (2), the other employees or employers, as the case may 
be, mentioned in such intimation, shall also for the purposes 
of this Act, be deemed to be affected by such change. 

Agreement regarding change. 

30. (1) If during fifteen days from the date of service 
of the notice under section 28 or within 7 days from the date 
of intimation given under section 29 to the representative of 
employees or the employer or the employers, as the case may 
be, an agreement is arrived at in regard to the proposed 
change between the employer or the employers and the re- 
presentative of the employees, a memorandum of such agree- 
ment signed by the employer or the employers as well as by 
the representative of the employees shall be forwarded by 
them to the Commissioner of Labour, the Registrar and 
the Labour Officer. 

(2) On receipt of such memorandum of agreement the 
Registrar shall enter the same in a register maintained for 
the purpose unless on enquiry he is satisfied that the agree- 
ment was the result of mistake, misrepresentation, fraud, 
undue influence, coercion or threat. 

(3) The agreement so recorded by the Registrar shall 
' be called a registered agreement. 

Labour Officer to put the change to the meeting of employees. 

31. In any case where the Labour Officer is a represen- 
tative of the employees, the Labour Officer shall, before en- 
tering into any agreement with the employer, place the teems 
of such agreement before a meeting of the employees con- 
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cerned. Such meeting shall be convened by the Labour 
Officer in the manner prescribed and the terms of the agree- 
ment so placed before such meeting shall be deemed to 
have been accepted if the majority of the employees present 
at such meeting accept them. If the majority of the employ- 
ees present at the meeting do not accept the terms of the 
agreement placed before them, the Labour Officer shall not 
enter into such agreement with the employer. 

Agreement when to come into force. 

32. If an agreement is arrived at and registered under 
section 30 the changes referred to in the agreement shall 
come into operation from the date stated in the agreement 
or if no date is stated therein from the date on which it is 
recorded by the Registrar. 

Agreement arrived at before coming into force of this Act. 

33. The Registrar may, on an application made within 
6 months from the date of the coming into force of this 
section by an employer or a registered union, and with the 
consent of the other party, register any agreement relating 
to any industrial matter arrived at before the coming into 
force of this section, unless on enquiries he is satisfied that 
such agreement was the result of mistake, misrepresentation, 
fraud, undue influence, coercion or threat. 

CHAPTER VI. 

CONCILIATION PROCEEDINGS 

9 

Report of industrial dispute to be sent to Registrar, Chief 
Conciliator and the Conciliator. 

34. If any change in respect of which notice is given 
under section 28, or an intimation is given under section 29 
is objected to by the employer or the employee, as the case 
may be, the party who gave such notice or intimation shall, 
if he still desires that the change should be effected, forward 
to the Registrar, the Chief Conciliator and the Conciliator of 
the local area a full statement of the case in the prescribed 
form within twenty-one days from the date of service of 
such notice or intimation to the other party. 
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Explanation. 

For the purpose of this section the change shall be deem- 
ed to be objected to by the employer or employee, as the case 
may be, if within fifteen days from the date of service of 
such notice or intimation a memorandum of agreement has 
not been forwarded to the Registrar under sub-section (1) 
of section 30. 

Commencement of conciliation proceeding. 

35. On receipt of the statemtent of the case under sec- 
tion 34 the Conciliator shall enter the industrial dispute in 
the prescribed register and the conciliation proceedings shall 
be deemed to have commenced from the date of such receipt. 

Conciliation Proceedings. 

36. (1) The Conciliator shall then hold the concilia- 
tion proceedings in the prescribed manner. 

(2) It shall be the duty of the Conciliator to endeavour 
to bring about a settlement of the industrial dispute and for 
this purpose the Conciliator shall enquire into the dispute 
and all matters affecting the merits thereof and may do all 
such things as he thinks fit for the purpose of inducing the 
parties to come to a fair and amicable settlement of the dis- 
pute and may adjourn the conrilation proceeding for any 
period sufficient in his opinion to allow the parties to arrive 
at a settlement. 

Power of Chief Conciliator to intervene. 

37. It shall be lawful for the Chief Conciliator to inter- 
vene at any stage in any conciliation proceedings held by 
another Conciliator, and thereafter the Chief Conciliator or 
the Special Conciliator so directed shall hold the conciliation 
proceedings with or without the assistance of the Conciliator 
who was previously holding the same. 

Settlement and report. 

38- (1) If a settlement of an industrial dispute is ar- 
rived at in a conciliation proceeding, a memorandum of such 
settlement shall be drawn up in the prescribed form by the 
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Conciliator and signed by the employer and the representa- 
tive of employees. The Conciliator shall send a report of 
the proceedings along with a copy of the memorandum of 
settlement to the Registrar and the Chief Conciliator. The 
Registrar shall record such settlement in the register of 
agreements and shall then publish it in such manner as may 
be prescribed. The change, if any, agreed to by such 
settlement shall come into operation from the date 
agreed upon in such settlement and where no such date is 
agreed upon from the date on which it is recorded in the re- 
gister. 

(2) If no such settlement is arrived at, the Conciliator 
shall, as soon as possible, after the close of the proceedings be- 
fore him, send a full report to the Chief Conciliator or if the 
conciliation proceedings are held by the Chief Conciliator, 
the Chief Conciliator shall send such report to the Provin- 
cial Government. Such report shall set forth the steps taken 
by the Conciliator or the Chief Conciliator, as the case may 
be, for the purpose of ascertaining the facts and circum- 
stances relating to the dispute and the reasons on account of 
which, in his opinion, a settlement could not be arrived at'. 

(3) The Chief Conciliator shall forward the reports 
submitted to him under sub-sections (1) and (2) to the Pro- 
vincial Government with such remarks as he deems fit. 

(4) The Provincial Government shall publish the re- 
port of the Conciliator submitted to it under sub-section (2) 
or forwarded to it under sub-section (3) except in cases in 
which the dispute is referred to the Board of Conciliation. 

(5) In any case where the Labour Officer is a represen- 
tative of the employees and where a settlement of an indus- 
trial dispute is arrived at in any conciliation proceeding, the 
Labour Officer shall convene a meeting of the employees 
concerned as laid down in section 31 and place the terms of 
the settlement before such meeting. The Labour Officer 
shall not sign the memorandum of such settlement under 
sub-section (1) unless a majority of the employees present 
at such meeting accept the terms of such settlement. 
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Reference to Board. 

39. (1) During the pendency of any proceedings be- 
fore the Conciliator under the foregoing provisions the Pro- 
vincial Government may, and if both the parties agree either 
prior to the commencement of such proceedings or after 
the failure of the Conciliator to bring about a settlement 
shall refer the dispute to a Board of Conciliation. 

(2) On such reference being made, the Board shall 
give notice in the prescribed manner to the parties to the 
dispute to appear before it at such time and place as may 
be specified in the notice. A copy of such notice shall be 
sent to the Labour Officer. 

(3) On the date specified in the notice or on such other 
date as may be fixed by the Board, the Board shall hold the 
conciliation proceedings. It shall be the duty of the Board 
to endeavour to bring about a settlement of the industrial 
dispute and the provisions of section 35 and 36 shall, so far 
as may be, apply to the proceedings before the Board. 

(4) On the conclusion of the proceedings before the 
Board, the Board shall, whether a settlement is arrived at 
or not, send a report of the proceedings to the Provincial 
Government. The Provincial Government shall then publish 
such report. 

Procedure and powers of Conciliator and the Board. 

40. (1) A Conciliator or the Board, as the case may 
be, shall, subject to the provisions of this Act, follow in a 
conciliation proceeding such procedure as may be prescribed. 

(2) For the purpose of holding a conciliation proceed- 
ing,— 

(i) a Conciliator or the Board shall have the same 
powers as are vested in Courts under the Code of 
Civil Procedure, 1908, in respect of the following 
matters when trying a suit : — 

(a) summoning and enforcing the attendance of any 
person and examining him on oath ; 

(b) compelling the production of documents ; 

(c) issuing commissions for the examination of wit- 
nesses ; 
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( d ) proof of facts by affidavits ; 

(ti) the Conciliator or the Board shall have such further 
powers as may be prescribed. 

(3) The proceedings before a Conciliator shall be held 
in camera and the proceedings before the Board in public : 

Provided that the Board may at any stage direct that any 
particular witness be examined or its proceeding be held in 
camera. 

(4) If a party to an industrial dispute giving any in- 
formation or producing any document in a conciliation pro- 
ceeding makes a request in writing to the Conciliator or the 
Board, as the case may be, that such information or the con- 
tents of such document may be treated as confidential, the 
Conciliator or the Board shall direct that such information 
or document be treated as confidential : 

Provided that the Conciliator or the Board may permit 
the information or contents of the document in respect of 
which a request has been made under this sub-section to be 
disclosed to the other party. 

(5) Save as provided in sub-section (4), the Conciliator 
or any member of the Board or any person present at or 
concerned in the conciliation proceeding shall not disclose 
any information or the contents of any document in respect 
of which a request has been made under sub-section (4) 
without the consent in writing of the party making the re- 
quest under the said sub-section. 

(6) Nothing in this section shall apply to disclosure of 
any information or the contents of any document for the 
purpose of a prosecution under this Act or under any other 
law for the time being in force. 

Time limit for stages in conciliation proceedings. 

41. (1) The Provincial Government shall by a general 
or special order fix a time limit for each stage of the conci- 
liation proceedings provided for under this Chapter : 

Provided that the total period of time limit fixed for all 
stages of the conciliation proceedings shall not exceed two 
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months' from the date on which the dispute is entered by the 
Conciliator in the register under section 35 : 

Provided further that the Provincial Government may 
extend the said period of two months by a further period of 
a fortnight at a time not exceeding in any case, two months 
in the aggregate. 

(2) Notwithstanding anything contained in sub-section 
(1), the parties to any industrial dispute may, in any case 
by mutual agreement, agree to extend the period of time 
limit fixed for any stage of a conciliation proceeding by any 
further period and such further period shall be excluded in 
computing the period of time limit referred to in the said 
sub-section. 

Completion of conciliation proceedings. 

42. The conciliation proceedings shall be deemed to 
have been completed when a settlement arrived at in such 
proceedings is registered or if no settlement is arrived at, 
when the report of the Conciliator or the Board of Concilia- 
tion is published by the Provincial Government or when the 
time limit fixed for the completion of such proceedings under 
section 41 has expired. 

CHAPTER VII 
ARBITRATION 

Submission. 

43. (1) Any employer and a registered union may, by 
a written agreement, agree to submit any present or future 
industrial dispute or any classes of such disputes to arbitra- 
tion of any person whether such arbitrator is named in such 
agreement or not. Such agreement shall be called a submis- 
sion. 

(2) Any such agreement arrived at before the coming 
into force of this Chapter between an employer and a union 
shall also be deemed to be a submission. 

(3) Such submission may provide that the dispute shall 
be referred to arbitration of the Industrial Court. 

(4) A copy of every sv\ch submission shall be sent to 
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the Registrar who shall register it in the register to be main- 
tained for the purpose and shall publish it in the Official 
Gazette. 

Submission when to be revocable. 

44. In the absence of an agreement to the contrary, 
every submission shall be irrevocable: 

Provided that the submission to refer future disputes to 
arbitration may at any time be revoked by any of the parties 
to such submission by giving the other party six months’ 
notice in writing : 

Provided further that before the expiry of the said pe- 
riod of six months the parties may agree to continue the 
submission for such further period as may be agreed upon 
between them. 

Proceedings in arbitration. 

45. The proceedings in arbitration under this Chapter 
shall be in accordance with the provisions of Schedule II in 
the Code of Civil Procedure, 1908, in so far as they are appli- 
cable and the powers which are exercisable by a civil court 
under the said provisions shall be exercisable by the Indus- 
trial Court. 

No conciliation where arbitration is provided. 

46. No conciliation proceedings shall be commenced in 
respect of any dispute if — 

(a) the majority of the employees directly affected by 
such dispute are members of a registered union 
which is a party to a submission relating to such dis- 
pute, or 

(b) some of the employees directly affected by such dis- 
pute are members of a representative union which 
is a party to such submission. 

Special case to be stated to Industrial Court. 

47. The arbitrator may refer any matter in which a de- 
cision on any question of law is required to the Industrial 
Court for its decision. Anj* award made by the arbitrator 
shall be in accordance with such decision. 


so 
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Award by the Arbitrator. 

48. The Arbitrator shall, after hearing the parties con- 
cerned, make an award which shall be signed by him 

Dispute to be referred to Industrial Court, if no Arbitrator 
is appointed, etc. 

49. Notwithstanding anything contained in this Chap- 
ter if no provision has been made in any submission for the 
appointment of an Arbitrator or where by reason of the act 
of parties or any circumstances, the appointment of an Arbi- 
trator or an umpire is not possible, such dispute shall be re- 
ferred to the arbitration of the Industrial Court. 

Provincial Government may refer an industrial dispute to 
the Industrial Court for arbitration ; 

49-A. 1 Notwithstanding anything hereinbefore con- 
tained, the Provincial Government may, at any time, refer 
any industrial dispute to the arbitration of the Industrial 
Court, if it is satisfied that — 

(i) a serious outbreak of disorder or breach of the 
public peace is likely to occur ; or 

(ii) serious or prolonged hardship to a large section of 
the community is likely to be caused by reason of 
the continuance of the industrial dispute ; or 

(Hi) the industry concerned is likely to be seriously 
affected and the prospects and scope of employment 
curtailed as a result of the continuance of the in- 
dustrial dispute. 

Notice of award to parties. 

50. (1) The arbitrator or the Industrial Court shall 
give notice of the award made by him or it to the parties and 
forward a copy of the award to the Registrar and the Labour 
Officer. 

(2) On receipt of such award, the Registrar shall enter 
it in a register kept for the purpose and shall publish it in 
the Official Gazette. • 

1 Amended vide Bombay Act No* X of 1941. 
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Bate on which the award shall come into operation. 

51. The award shall come into operation on the date 
stated in the award or where no such date is stated therein 
on the date on which it is registered under section 50. 

Completion of arbitration proceedings. 

52. The arbitration proceedings shall be deemed to have 
been completed when the award is published under section 
50. 


CHAPTER VIII. 

COURT OF INDUSTRIAL ARBITRATION. 

Duties of Industrial Court. 

53. It shall be the duty of the Industrial Court — 

(1) to decide appeals from the orders passed by the 
Registrar under this Act : 

(2) to decide all matters which may be referred to it 
by the Registrar under section 19 or by an arbitrator under 
section 47 : 

(3) to decide appeals from the decision of the Commis- 
sioner of Labour under section 26 regarding standing orders ; 

(4) to decide all applications for review made to it 
under section 27 ; 

(5) to decide industrial disputes referred to it in ac- 
cordance with submissions registered under section 43 and 
which provide for such reference to the Industrial Court ; 

(6) to decide industrial disputes referred to it under 
section 49 or 49-A. 1 

(7) to decide matters referred to it under section 56 ; 

(8) to decide whether a strike or lock-out or a change 
is illegal under the provisions of this Act ; and 

(9) to decide such other matters as may be referred to 
it under this Act or the rules. 

Cancellation of registration or declaration of any union as 
a qualified or as a representative union. 

54. If in any proceeding, the Industrial Court finds that 
the registration of any union or the declaration of any union 


1 Amended vide Bombay Aot No. X of 1941. 
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as a qualified union or as a representative union was obtain- 
ed under a mistake, misrepresentation or fraud, or that such 
union has contravened any of the provisions of this Act, 
the Industrial Court may direct that the registration of such 
union or the declaration of such union as a qualified union 
or as a representative union shall be cancelled. 

Industrial Court to decide whether any strike or lock-out 
or change is illegal. 

55. The Industrial Court may, on the application of any 
employer or employee concerned or a representative of the 
employees concerned or the Labour Officer, decide whether 
any strike or lock-out or any change made is illegal. 

Civil Court may refer any matter relating to Industrial 
Dispute to Industrial Court. 

56. A "Civil Court may refer any matter or any issue in 
any suit or proceeding before it relating to an industrial dis- 
pute to the Industrial Court for its decision. Any order 
passed by the Civil Court in such suit or proceeding shall be- 
in accordance with such decision. 

Procedure before an Industrial Court. 

57. (1) The Industrial Court shall, subject to the pro- 
visions of this Act, follow such procedure as may be pres- 
cribed. 

(2) (t) The Industrial Court shall have the same 
powers as are vested in Courts under the Code of Civil Pro- 
cedure, 1908, in respect of the following matters when trying 
a suit : — 

(«) summoning and enforcing the attendance of any 
person and examining him on oath ; 

(b) compelling the production of documents ; 

(c) issuing commissions for the examination of wit- 
nesses ; 

(d) proof of facts by affidavits. 

(*i) The Industrial Court shall have such further powers 
as may be prescribed. 

(3) Every proceeding before the Industrial Court shall 
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be deemed to be a judicial proceeding within the meaning 
of sections 192, 193 and 228 of the Indian Penal Code. 

(4) The Industrial Court shall have power to direct by 
whom the whole or any part of costs of any proceeding be- 
fore it shall be paid : 

Provided that no such costs shall be directed to be paid 
for the services of any legal adviser engaged by any party. 

Execution of order as to costs. 

58. An order made by the Industrial Court regarding 
the costs of a proceeding may be produced before the prin- 
cipal civil court of original jurisdiction within the local 
limits of whose jurisdiction any person directed by such 
order to pay any sum of money has a place of residence or 
business or where Such place is within the local limits of the 
ordinary civil jurisdiction of the High Court before the 
Court of Small Causes of Bombay and such court shall exe- 
cute such order in the same manner and by the same pro- 
cedure as if it were a decree for the payment of money made 
by itself in a suit. 

The parties on whom order of Industrial Court will he 
binding. 

59. The order of the Industrial Court shall be binding 
on — 

(a) all parties to the industrial dispute who appeared or 
were represented before such Court ; 

(b) all parties who were summoned to appear as parties 
to the dispute whether they appeared or not, unless 
the Industrial Court is of opinion that they were im- 
properly made parties ; 

(c) in the case of an employer who is a party to the 
proceedings before such Court in respect of the 
undertaking to which the dispute relates, his suc- 
cessors, heirs or assigns in respect of the under- 
taking to which the dispute relates ; and 

(d) in the case of a union which is a party to the pro- 
ceedings before such Court, all persons who were 
members of such union on the date of the dispute or 
who become members of the union thereafter. 
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The order of Industrial Court not liable to appeal or review. 

60. No order passed by the Industrial Court shall be 
called in question in any civil or criminal court. 

Provincial Government may direct Advocate General or 
any other Officer to appear in any proceeding be- 
fore Industrial Court. 

61. The Provincial Government may direct the Advo- 
cate General or any other officer to appear in any proceed- 
ing before the Industrial Court by giving notice to such 
Court and on such notice being given the Advocate General 
or such officer shall be entitled to appear in such proceed- 
ing. 


CHAPTER IX. 

ILLEGAL STRIKES AND LOCK-OUTS. 

Illegal strikes. 

62. (1) A strike shall be illegal if it is commenced 

or continued — 

(a) in cases where it relates to any industrial matter 
mentioned in Schedule I, before the standing orders 
relating to such matter and submitted to the Com- 
missioner of Labour under section 26 are settled by 
him or by the Industrial Court, as the case 
may be> or before the expiry of six months from 
the date on which such standing orders come into 
operation under section 26 ; 

(b) without giving notice in accordance with the pro- 
visions of section 28 ; 

(c) only for the reason that the employer has not 
earned out the provisions of any standing order or 
has made an illegal change ; 

(d) in cases where notice of the change is given in 
accordance with the provisions of section 28 and 
where no agreement in regard to such change if 
arrived at, before the statement of the case referred 
to in section 34 is received by the Registrar ; 
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(e) in cases where conciliation proceedings in regard 
to the industrial dispute to which the strike re 
lates have commenced, before the completion of 
such proceedings ; 

(f) in cases where a submission relating to such dis- 
pute or such kinds of dispute is registered under 
section 43, until such submission is lawfully re- 
voked ; n 

2 (ff) in cases where an industrial dispute has been 
referred to the arbitration of the Industrial Court 
under section (49-A), before or until the date on 
which the arbitration proceedings are completed, 
or the date on which the award of the Industrial 
Court comes into operation whichever is later; or 

(g) in contravention of the terms of a registered agree- 
ment, settlement or award. 

(2) In cases where conciliation proceedings in regard 
to any industrial dispute have been completed, a strike re- 
lating to such dispute shall be illegal if it is commenced at 
any time after the expiry of two months after the comple- 
tion of such proceedings. 

Illegal lock-outs. 

63. (1) A lock-out shall be illegal if' it is declared, 

commenced or continued — 

(a) in cases where it relates to any industrial matter 
mentioned in Schedule I, before the standing orders 
relating to such matter and submitted to the Com- 
missioner of Labour under section 26 are settled 
by him or by the Industrial Court, as the case may 
be, or before the expiry of one year from the date 
on which such standing orders come into operation 
under section 26 ; 

(b) without giving notice in accordance with the pro- 
visions of section 28 ; 

(c) in cases where notice of the change is given in ac- 
cordance with the provisions of section 28 and 


1 The word “or’’ deleted vide Bom bey Act No. X of 1041* 

2 Added vide ibid. 
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: where no agreement in regard to such change is 
arrived at, before the statement of the case refer- 
red to in section 34 is received by the Registrar ; 

(d) in cases where conciliation proceedings in regard 
to the industrial dispute to which the lock-out re- 
lates have commenced, before the completion of 
such proceedings ; 

( e ) in cases where a submission relating to such dis- 
pute or such kinds of dispute is registered under 
section 43, until such submission is lawfully re- 
voked ; 3 

4 (ee) in cases where an industrial dispute has been 
referred to the arbitration of the Industrial Court 
under section 49-A, before or until the date on 
which the arbitration proceedings are completed 
or the date on which the award of the Industrial 
Court comes into operation, whichever is later ; or 

(/) in contravention of the terms of a registered agree- 
ment, settlement or award. 

(2) In cases where conciliation proceedings in regard 
to any industrial dispute have been completed, a lock-out 
relating to such dispute shall be illegal if it is commenced 
at any time after the expiry of two months after the com- 
pletion of such proceedings. 

CHAPTER X. 

PENALTIES. 

Employer not to dismiss, reduce or punish an employee. 

64. (1) No employer shall dismiss or reduce any em- 

ployee or punish him in any other manner by reason of 
the circumstance that the employee — 

(o) is an officer or member of a registered union or of 
a qualified union or of a union which has applied 
for being registered or declared as a qualified union 
under this Act ; or 


3 The word “or” deleted vide ibid. 
t Added vide ibid . 
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(b) is entitled to the benefit of a registered agreement, 
submission or award ; or 

(c) has appeared or intends to appear as a witness or 
has given any evidence or intends to give evidence 
in a proceeding under this Act ; or 

(d) is an officer or member of an organisation the 
object of which is to secure better industrial con- 
ditions ; or 

(e) is an officer or member of an organisation which 
is not declared unlawful ; or 

(/) is a representative of employees; or 

( g ) has gone or joined a strike which is not illegal 
under the provisions of this Act. 

(2) Whoever contravenes the provisions of sub-sec- 
tion (1) shall, on conviction, be punishable with fine which 
may extend to Rs. 1,000. 

(3) The Court trying any offence under this section 
may direct that out of the fine recovered, such amount as 
it deems fit shall be paid to the employee concerned as com- 
pensation. 

Penalty for declaring illegal lock-out. 

65. Any employer who has declared a lock-out which 
has been held by the Industrial Court to be illegal shall, 
on conviction, be punishable with fine which may extend 
to Rs. 2,500 and, in the case of the lock-out being continued 
after such conviction, with an additional fine which may ex- 
tend to Rs. 200 for every day during which such lock-out 
continues after such conviction. 

Penalty for declaring or commencing an illegal strike. 

66. Any employee who has gone on strike or who joins 
a strike which has been held by the Industrial Court to be 
illegal shall, on conviction, be punishable with fine which 
may extend to Rs. 25 and in the case of a continuing offence 
with an additional fine which may extend to Re. 1 per day 
for every day during which the offence continues after his 
last conviction for such offence, subject to a maximum of 
Rs. 50. 
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Penalty for instigating, etc., illegal strikes and lock-outs. 

67. If any person instigates or incites others to take 
part in, or otherwise acts in furtherance of, a strike or lock- 
out which has been held to be illegal by the Industrial 
Court, whether such strike or lock-out has commenced or 
not, he shall, on conviction, be punishable with imprison- 
ment of either description for a term which may extend to 
three months, or with fine or with both. 

Explanation . — For the purposes of this section, a person 
who contributes, collects or solicits funds for the purposes 
of any such strike or lock-out shall be deemed to act in 
furtherance thereof. 

Penalty for disclosing confidential information. 

68. If a Conciliator or a member of the Board or any 
person present at or concerned in any conciliation proceed- 
ing wilfully discloses any information or the contents of 
any document in contravention of this Act he shall, on a 
complaint made by the party who gave the information 
or produced the document in such proceeding and on con- 
viction, be punishable with fine which may extend to 
Hs. 1,000. 

Penalty for illegal changes. 

69. (1) Any employer who makes any illegal change 
shall, on conviction, be punishable with fine which may 
extend to Rs. 5,000, and in the case of a continuing offence 
with an additional fine which may extend to Rs. 200 per 
day for every day during which the offence continues after 
his last conviction for such offence. 

(2) An employer who acts in contravention of a stand- 
ing order settled under section 26 shall, on conviction, be 
punishable with fine which may extend to Rs. 100 and in 
the case of a continuing contravention of such standing 
order, with an additional fine which may extend to Rs. 25 
per day for every day during which such contravention 
continues after his last conviction for such contravention. 
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Penalty for obstructing any person from carrying out duties 
imposed under this Act. 

70. Any person who wilfully refuses entry to a 
Labour Officer to any place which he is entitled to enter 
under section 25 or who fails to produce any document 
which he is required to produce, or who fails to comply 
with any requisition or order issued to him by or under the 
provisions of this Act shall, on conviction, be punishable 
with fine which may extend to Rs. 500. 

Penalties for offences not provided for elsewhere, 

71. Whoever contravenes any of the provisions of this 
Act or of any rule made thereunder shall, on conviction, 
if no other penalty is elsewhere provided by or under this 
Act for such contravention, be punishable with fine which 
may extend to Rs. 100 and in the event of such person 
having been previously convicted of an offence under this 
Act or any rule made thereunder with fine which may ex- 
tend to Rs. 200. 


CHAPTER XI. 

MISCELLANEOUS 
Modifications in Schedules. 

72. The Provincial Government may, by notification 
in the Official Gazette, at any time, make any additions to 
or alterations in the industrial matters specified in Sche- 
dule I or II or may delete therefrom any such matter : 

Provided that before making any such addition, altera- 
tion or deletion, a draft of such addition, alteration or de- 
letion shall be published for the information of all persons 
likely to be affected thereby and the Provincial Gvoernment 
shall consider any objection or suggestion that may be re- 
ceived by it from any person with respect thereto. 

Illegal changes. 

73. (1) No employer shall make any change, not 1 
being a change the effecting of which has, for the puvfftges 

1 Amended vide Bombay Act Noi XVI of 1941. 
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of the Factories Act, 1934 become lawful by reason of- a 
notification issued under Section 8 thereof, in any indus- 
trial matter in regard to which a standing order has been 
settled under section 26 or which is mentioned in Schedule 
II before the agreement referred to in sub-section (1) of 
section 30 is arrived at or where no such agreement is arriv- 
ed at before the conciliation proceedings are completed or 
in cases where there is a registered submission before the 
arbitration proceedings are completed or in cases where 
any dispute relating to such industrial matter has been re- 
ferred to the Industrial Court for its decision before such 
decision is given. 

(2) No employer shall make any such change in con- 
travention of the terms of a registered agreement, a settle- 
ment or an award. 

(3) Any change made in contravention of the provi- 
sions of sub-section (1) or (2) shall be illegal. 

Association of Employers may represent any of its members. 

74. (1) The Provincial Government may from time 
to time by notification in the Official Gazette recognise any 
combination of employers as an association of employers 
for the purposes of this Act or may revoke any such re- 
cognition. 

(2) In any proceeding under this Act, an association 
of employers shall be entitled to represent any employer 
who is a member of the association. 

Representation of employees. 

75. (1) Save with the permission of the authority 
-holding any proceedings under this Act, no employee shail 
be allowed to appear in such proceedings except through 
the representative of employees. 

(2) Notwithstanding anything contained in sub- 
section (1), if in any conciliation or arbitration proceedings 
or ia any proceedings before the Industrial Court the majo- 
rity** employees directly concerned in or affected by such 
proceedings are members of a qualified union, such quali- 
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fied union shall also be entitled to appear in such proceed- 
ings. 

Agreement, etc., on whom binding. 

76. (1) A registered agreement, a settlement, a sub- 
mission or an award shall be binding upon all persons who 
are parties thereto : 

Provided that — 

(a) in the case of an employer, who is a party to such 
agreement, settlement, submission or award, his 
successors, heirs or assigns in respect of the under- 
taking as regards which the agreement, settlement, 
submission or award is made ; 

(b) in the case of a union which is a party to such 
agreement, settlement, submission or award, all 
persons who were members of such union at the 
date of such agreement, settlement, submission or 
award or who become members of the union there- 
after, shall be bound by such agreement, settle- 
ment, submission or award. 

(2) In cases in which a representative union is a 
party to any agreement, settlement, submission or award, 
the Provincial Government may, after giving the parties 
affected an opportunity of being heard, by notification in 
the Official Gazette, direct that such agreement, settlement, 
submission or award shall be binding upon such other em- 
ployers and employees in such industry or occupation in 
that local area as may be specified in the notification : 

Provided that before giving a direction under this sec- 
tion the Provincial Government may in such cases as it 
deems fit, make in the prescribed manner a reference to 
the Industrial Court for its opinion. 

Period for which agreement, etc., to remain in force. 

77. (1) A registered agreement, settlement or award 
shall cease to have effect on the date specified therein- or if 
no such date is specified therein, on the expiry of the period 
of six months Jfrom the date on which notice in writing to 
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terminate such agreement, settlement or award, as the case 
may be, is given by any of the parties thereto to the other 
party. 

(2) Nothing in this section shall prevent the terms of 
a registered agreement being changed or modified by mutual 
consent of the parties affected thereby. 

(3) Notwithstanding anything contained in sub- 
section (1) or (2), if a registered agreement providles that 
it shall remain in force for a period exceeding two years, 
such agreement may after the expiry of eighteen months 
from the date of commencement of such agreement be ter- 
minated by either party thereto by giving six months’ 
notice. 

(4) The party giving notice under sub-section (1) or 
(3) shall send a copy of it to the Registrar and the Labour 
Officer of the local area concerned, 

Liability of the executive of a union. 

78. Where anything is required to be done by any 
union by or under any provision of this Act, the person 
authorised in this behalf by the executive of the union or 
if no person is so authorised every member of the executive 
of the union shall be bound to do the same and shall be 
personally liable if default is made in the doing of any such 
thing. 

Explanation . — For the purposes of this section, executive of 
a union means the body by whatever name called to which 
the management of the affairs of the union is entrusted. 

Jurisdiction of Courts. 

79. No Court inferior to that of a Presidency Magis- 
trate or a Magistrate of the first class shall try an offence 
under this Act. 

Conciliator and Labour Officer to be public servants. 

80. A Registrar, an Assistant Registrar, a Conciliator, 
a Labour Officer, an Arbitrator, a member of the Board, a 
member of the Industrial Court and its staff shall be deem- 
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ed to be public servants within the meaning of section 21 of 
the Indian Penal Code. 

Persons acting in good faith not to be sued. 

81. No suit or proceeding shall lie against any person 
for anything which is in good faith done or intended to be 
done under this Act. 

Provisions of Act VII of 1929 not to be affected. 

82. Nothing in this Act shall affect any of the provi* 
sions of the Trade Disputes Act, 1929, and no conciliation or 
arbitration proceeding shall be held under this Act relating 
to any matter or trade dispute which has been referred to 
and is pending before a Court of Enquiry or Board of Con- 
ciliation under the said Act. 

Repeal of Bombay IX of 1934. 

83. The Bombay Trade Disputes Conciliation Act, 1934 
shall cease to apply to any area in which the provisions of 
Chapters II, III, IV, V and VI of this Act have been brought 
into force. 

Rules. 

84. (1) The Provincial Government may make rules 
to carry out the purposes of this Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power such rules may be made for 
all or any of the following matters, namely : — 

(a) the manner in which an employer or an association 
of employers may recognise any union under clause 
(25) of section 3 ; 

(b) the manner in which the representatives of em- 
ployees are to be elected under sub-clause (in) of 
clause (29) of section 3 ; 

(c) the forms of register of registered and representa- 
tive unions to be maintained under section 6 ; 

(d) the form in which an application may be made 
under section 7 ; 

(e) the form in which a certificate of registration may 
be issued under section 8 ; 
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0) the form in which a list of qualified unions is to be 
maintained under section 11 ; 

(g) the fee to be paid on applications made under sec- 
tion 8, 10 or 11 ; 

(h) the form in which a certificate may be granted to 
a representative union under section 12 ; 

(i) the time, date and manner of submitting periodical 
returns under section 15 ; 

(j) the manner in which the total number of employees 
is to be computed for the purposes of this Act ; 

( k ) the other powers of the Registrar under section 16 ; 

(l) the manner in which the panels representing the 
interests of employers and employees shall be con- 
stituted under section 23 ; 

(m) the manner in which vacancies in the Board of 
Conciliation shall be filled up under section 23 ; 

( n ) the manner in which standing orders may be sub- 
mitted under section 26 ; 

(o) the form in which notice of change is to be given 
and the persons to whom copies of such notice are 
to be sent under section 28 ; 

(p) the other places at which the copy of the intima- 
tion shall be affixed under sub-section (3) of sec- 
tion 29 ; 

(q) the manner of convening meetings under section 
3i ; 

(r) the form in which a statement of the case is to be 
forwarded under section 34 ; 

(s) the register in which industrial disputes are to be 
entered under section 35 ; 

(t) the manner of holding conciliation proceedings 
under section 36 ; 

(u) the form in which the memorandum of settlement 
shall be drawn up and the manner in which it shall 
be published by the Registrar under section 38 ; 

(u) the manner of giving notice under section 39 ; 

(w) the procedure to be followed by a Conciliator or 
the Board and the further powers of the Concilia- 
tor or the Board under section 40 ; 
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(x) the procedure to be followed by the Industrial 
Court and the further powers of such Industrial 
Court under sectlion 57. 

(3) Thd Provincial Government may also prescribe a 
fine not exceeding five hundred rupees for a breach of any 
such rule. 

(4) The rules made under this section shall be subject 
to the condition of previous publication in the Official 
Gazette. 


SCHEDULE I. 

(SECTION 26.) 

1. Classification of employees, e.g., permanent, tem- 
porary, apprentices, probationers, badlis, etc. 

2. Manner of notification to employees of periods and 
hours of work, holidays, pay days and wage rates. 

3. Shift working. 

4. Attendance and late coming. 

5. Leave and holidays : Conditions, procedure and au- 
thority to grant. 

6. Liability to search and entry into premises by cer- 
tain gates. 

7. Temporary stoppages of work and rights and liabi- 
lities of employers and employees arising therefrom. 

8. Termination of employment. Notice to be given by 
employer and employee. 

9. Suspension or dismissal for misconduct and the acts 
or omissions which constitute misconduct. 

10. Means of redress for employees against unfair 
treatment or wrongful exaction on the part of the employer 
or his agent or servant. 

SCHEDULE II. 

(SECTION 28.) 

1. Reduction intended to be of permanent or semi- 
permanent character in the number of persons employed or 
to be employed not due "to force majeure. 


SI 
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2. Demands for permanent or semi-permanent inctease 
in the number of persons employed or to be employed in any 
department or departments. 

3- Dismissal of any employee except ih accordance 
with law or as provided for in the standing orders framed 
under section 26 of this Act. 

4. Introduction of rationalisation or other efficiency 
systems of work. 

5. Starting, alteration or discontinuance of shift work- 
ing otherwise than in accordance with the standing orders. 

6. Withdrawal or granting of recognition to unions of 
employees. 

7. Withdrawal of any customary concession or privi- 
lege or change in usage. 

8. Introduction of new rules of discipline or alteration 
of existing rules and their interpretation. 

9. Wages and total weekly hours of work. 


The Bombay Industrial Disputes Act, 1938 

RULES 

BOMBAY CASTLE, 29TH MAY 1939 

No. 2847/34. — In exercise of the powers conferred by section 
84 of the Bombay Industrial Disputes Act, 1938 (Bom. XXV of 
1938), the Government of Bombay is pleased to make the follow- 
ing rules, namely : — 

Short title 

1. These Rules may be called “ The Bombay Industrial Dis- 
putes Rules, 1939 ”. 

Definitions 

2. In these Rules, unless there is anything repugnant in the 
subject or context, — 

(i) “ Act ” means* the Bombay Industrial Disputes Act, 
1938 ; 

(ii) "Form” means the form appended to these Rules ; 

(iii) “ Schedule ” means the Schedule to the Act ; 

(iv) “ Section ” means a section of the Act ; 

(v) Words and expressions not defined in these rules shall 
have the meanings assigned to them under the Act. 
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Recognition of Association of Employers 

3. Any association of employers desiring recognition as an 
association of employers under the Act shall apply to the Re- 
gistrar in Form A. On receipt of such application, which shall 
be in duplicate, the Registrar shall forward a copy of the appli- 
cation to the Provincial Government with such remarks as he may 
deem necessary. If the Provincial Government accords recogni- 
tion to the applicant-association, the Registrar shall issue a cer- 
tificate of recognition in Form B. 

4. Every association of employers which has been recognized 
by the Provincial Government under rule 3 shall notify the Re- 
gistrar of every change which occurs in its membership within 
seven days of such change. 

Recognition of Unions 

5. Any union which is registered under the Indian Trade 
Unions Act, 1926 may apply for recognition to the employer or the 
association of employers connected with the industry or occupa- 
tion which such unions covers and with whom the members of 
such union are employed. The application for such recognition 
shall be in Form C. 

6. (1) The employer or association of employers to whom an 
application for recognition has been addressed by any union 
under rule 5 shall, if the employer or association of employers 
decides to recognise such union, issue a letter of recognition to 
such union in Form D and shall forward a duplicate copy of such 
letter to the Registrar. 

(2) An employer or association of employers which with- 
draws recognition from a union which has been recognised under 
sub-rule (1) shall immediately inform the union concerned of the 
withdrawal of such recognition by registered letter and shall for- 
ward a duplicate copy of such letter to the Registrar. 

1 7 . Every employer in any industry or occupation in any Local 
Area to which all or any of the provisions of the Act have been 
applied shall, within seven days of the application of such provi- 
sions of the Act to that industry or occupation and on the first 
working day of every month thereafter forward by registered 
letter to the Registrar a statement in duplicate showing the 
number of employees employed by him in such form as the 
Registrar may require on the date for which the return is made. 
In all cases where work is done in two or more shifts, the em- 
ployees in all the shifts shall be included in the number of em- 
ployees for whom the return is to be made, but the figures for 
each shift shall be shown separately. * 

8. Every registered union and every qualified unli&L Shall, 
Within seven days of the date of the publication of the Official 
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Gazette containing the notification of the registration of that 
union or of the declaration of such union as a qualified union and 
Within five days of the first day of January and within 5 days of 
the first day of July in every year;, forward by registered letter to* 
the Registrar a statement in such form as the Registrar may re- 
quire showing the number of members it had in each occupation 
on the last working day of the preceding month separately for 
each establishment of each employer with whom the members of 
the union were employed. 

9. The Registrar may call upon any employer or any union 
to produce such evidence as he may deem necessary to prove 
that the figures submitted under rules 7 and 8 are correct. 

10. Any employer who or any union which submits any 
figures under rules 7 and 8 which are proved to be incorrect shall, 
on conviction, be punishable with a fine which may extend to 
Rs. 100. 

11. Within twenty-eight days of the date of the application 
of all or any of the provisions of the Act to any industry or occu- 
pation in any local area or of the publication of the Official 
Gazette containing the notification of the registration of any 
union or of the declaration of any union as a qualified union and 
before the first day of February and before the first day of 
August in every year, the Registrar shall forward — 

(a) to every employer in the industry concerned a state- 
ment showing the number of members each registered 
or qualified union has in each occupation with that em- 
ployer ; 

(b) to every association of employers in that industry which 
has been recognised by the Provincial Government for 
the purposes of this Act under rule 3 a consolidated 
statement showing the number of members each re- 
gistered or qualified union has in each occupation with 
such employers in that industry as are members of the 
Association concerned ; 

(c) to every registered and qualified union statements 
showing the numbers of employees employed in each 
occupation in each establishment with each employer 
in which and with whom the registered union concerned 
has members. 

12. The statements submitted by the Registrar to employers 
or unions under rule 11 shall, until such time as they are altered 
by the submission of subsequent half-yearly statements, form 
the basis on which the employer and the unions concerned shall 
determine which union is a representative of employees (a) for 
the purpose of receiving or giving notices of change under su!b~ 
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sections (1) and (2) of section 28, and (b) for representing the 
employees concerned with such notice? in all proceedings under 
the Act. 

13. Where there is no registered union entitled to receive a 
notice of change from an employer under section 28, the em- 
ployer shall send an intimation of the intended notice together 
with a copy of the notice which he proposes to give to the Labour 
Officer by registered post. Copies of the intimation and the pro- 
posed notice shall be posted by the employer prominently on a 
special board to be maintained for this purpose outside the time- 
keeper’s office or at the entrance through which the majority of 
the employees enter the establishment and also in all the depart- 
ments where the employees affected by the proposed change 
may be working. 

14. The Labour Officer shall, within three days of the re- 
ceipt of the intimation referred to in rule 13, proceed to hold a 
meeting of the employees affected by the proposed change at such 
place and time as he deems fit : and the Labour Officer or any 
Other person deputed by him for the purpose shall explain to 
the employees present at such meeting the purport of the intend- 
ed notice for the consideration of which such meeting has been 
called and the meeting may then decide by a majority vote whe- 
ther they wish to elect their own representatives under clause 
(Hi) of sub-section (29) of section 3 or whether they desire the 
Labour Officer to act as their representative in the matter. 

15. In cases where the employees at a meeting held under 
rule 14 decide to elect their own representatives, the Labour 
Officer or any other person deputed by him for this purpose shall 
proceed to hold an election in such manner as he deems fit for 
the election of not more than five representatives of the em- 
ployees affected by the change from among themselves. 

16. If the employees concerned elect their representatives 
under rule 15 such elected representatives shall be deemed to be 
the representatives of the employees for the purposes of that 
notice and the Labour Officer shall within twenty-four hours of 
the holding of the election under rule 15, forward by registered 
post to the employer by whom the intimation referred to in rule 
13 was sent, a letter informing him of the names of the employ- 
ees who were elected at the meeting held under rules 14 and 15. 
The employer may thereupon proceed to serve on the said re- 
presentatives of the employees the notice of which intimation 
was given under rule 13 in accordance with the provisions of 
sub-section (1) of section 28. 

17. In any case where the employees at a meeting held under 
rule 14 decide not to elect their own representatives, the Labour 
Officer shall, within twenty-four hours of the holding of such 



806 LABOUR AND FACTORY LEGISLATION 

meeting, forward by registered post to the employer by whom the 
intimation referred to in rule 13 was sent, a letter informing him 
that the employees concerned have decided not to elect their own 
representatives and the employer may thereupon proceed to serve 
the notice of which intimation was given under rule 13 on the 
Labour Officer in accordance with sub-section (1) of section 28. 
The employer shall also post copies of such notice together with 
copies of the letter received from the Labour Officer on the Special 
notice board referred to in rule 13 and also in all the depart- 
ments where the employees concerned with the proposed change 
may be working. The Labour Officer shall thereupon be deemed 
to be the representative of the employees for the purposes of that 
notice. 

18. In a case where no registered union is entitled to be the 
representative of employees for the purpose of giving an employer 
a notice under sub-section (2) of section 28, an employee desir- 
ing a change in any standing order settled under section 26 or 
27 or in respect of an industrial matter mentioned under Schedule 
n shall represent the same to the Labour Officer. On receipt of 
such representation the Labour Officer, unless the change affects 
only the employee making the representation, shall proceed to 
hold or cause to be held a meeting of the employees affected by 
such proposed change at such place and time as he may decide 
and in such manner as he deems fit ; and the Labour Officer 
or any other officer deputed by him for the purpose shall explain 
to the employees present at such meeting the purport of the re- 
presentation for the consideration of which such meeting has 
been called and the meeting may then decide by a majority vote 
whether they would like to elect their own representatives under 
clause (iii) of sub-section (29) of section 3 or whether they would 
like the Labour Officer to act as their representative in the 
matter. 

19. In cases where the employees at a meeting held under 
rule 18 decide to elect their own representatives, the Labour Officer 
or any other officer deputed by him for this purpose shall proceed 
to hold an election in such manner as he deems fit for the elec- 
tion of not more than five representatives of the employees con- 
cerned from among themselves. 

20. If the employees elect their representatives under rule 
18, such representatives shall be deemed to be the representatives 
of the employees for the purposes of that representation and the 
Labour Officer shall, within twenty-four hours of the holding of 
the election under rules 18 and 19, forward to the employers a 
memorandum containing the subject-matter of the proposed 
change together with the list of the names of the elected re- 
presentatives, and such elected representatives shall thereupon 
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proceed to give notice to the employer concerned, in the manner 
provided for in rule 47. 

Registration of Unions 

21. The register of unions referred to in section 6 shall be 
maintained in Form E. 

22. Any employer or any union may at any time call upon 
the Registrar in writing for information in connection with the 
total number of employeees employed in any industry or in any 
occupation in any local area to which some or all of the provi- 
sions of the Act have been applied, and on the receipt of such a 
request the Registrar shall furnish the said employer or union 
with the required information. 

23. Any recognised union which applies for registration 
under section 7 shall do so in Form F. 

24. The fee payable on registration of a union shall be rupee 

one. 

25. Upon an application for registration of a union under the 
Act, the Registrar may require from that union such evidence as 
may seem to him necessary to show that the union satisfies the 
conditions specified in section 7. 

26. The certificate of registration issued by the Registrar 
under section 8 shall be in Form G. 

27. Before registering any union the Registrar shall hold 
such enquiry as he deems fit in order to satisfy himself that no 
registration is effected in contravention of provisos (a) to (e) 
to section 8. 

Registration of another union in place of existing registered union 

28. The fee payable by a union which makes an application 
to the Registrar under section 10 shall be Rs. 10. 

Declaration of unions as qualified unions 

29. The register of unions declared as qualified unions shall 
be maintained on Form H. 

30. The application for the declaration of a union as a quali- 
fied union shall be made in Form I. 

31. The fee payable on the declaration of a union as a quali- 
fied union shall be rupee one. 

Declaration of unions as Representative Unions 

32. The certificate of the declaration of a registered union 
as a representative union by the Registrar under section 12 shall 
be in Form J, 

Registration and declaration of unions whose registrations or 
declarations have been cancelled 

33. Any union whose registration or declaration as a quali- 
fied union has been cancelled under the Act shall apply for re- 
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gistration in Form F or for re-declaration as a qualified union 
in Form I. 

Panels of Employers’ and Employees’ Representatives lor appoint- 
ment on Boards of Conciliation 

34. The Provincial Government shall maintain two separate 
panels of* an equal number of persons representing the interest 
of the employers and employees respectively for the purpose of 
appointment on Boards of Conciliation constituted under section 
23. Before making appointments to these panels, the provincial 
Government shall invite associations of employers and workers 
and such other bodies and persons as Government may deem fit 
to recommend the names of suitable persons for this purpose. 
The members of the panels shall be selected from the names so 
submitted. 

35. The list of panels constituted under rule 34 shall be 
published in the Official Gazette. 

36. The name of any member of a panel who has been ad- 
judged a bankrupt, or has been declared insane, or who has been 
convicted in a criminal proceeding, for an offence involving moral 
turpitude shall be removed from the panel. 

37. Any vacancy on these panels which may have been 
caused by resignation, death or by virtue of rule 36 shall be filled 
in the manner provided for in rule 34. The appointment of a 
person in every vacancy so filled shall be notified in the Official 
Gazette. 

38. The names of members of the panels provided for in 
rules 34 to 37 shall be published in the first issue of the Official 
Gazette for the month of April in every year and up-to-date 
copies of the lists shall be maintained in the office of the Re- 
gistrar. 

Vacancies in Boards of Conciliation 

39. Any vacancy which has been created on a Board of Con- 
ciliation shall be filled by the Provincial Government in the case 
of the members from the panel concerned or in the case of the 
Chairman by an independent person and the name of the person 
appointed shall be notified in the Official Gazette. The proceed- 
ings of the Board shall be stayed until such time as the vacancy 
has been notified. 

40. If any member of a Board of Conciliation constituted 
under section 23 is adjudged a bankrupt or is declared insane or 
is convicted in any criminal proceeding, for an offence involving 
moral turpitude, he shall cease to be a member of such Board and 
the vacancy so created shall be filled in the manner laid down in 
rule 39. 


* Vide G. of fc. Gaz. Part IV A., p. 1964 of 2*11-39. 
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Standing Orders 

41. Within two months of the date of the application of 
section 26 to any industry in any local area every employer in 
the industry concerned shall forward by registered letter to the 
Commissioner of Labour, Secretariat, Bombay, a draft of the 
standing orders which he proposes should be adopted by the Com- 
missioner of Labour for regulating the relations between him and 
his employees : 

Provided, however, that in cases where any employer is a 
member of an association of employers which has been recognised 
as an association of employers for the purposes of the Act, he 
may elect to be bound by the standing orders recognised by that 
association and shall notify the Commissioner of Labour accord- 
ingly. The latter shall then call upon the said association of em- 
ployers to submit the standing orders to him. 

42. For the purposes of sub-section (1) of section 26 and 
these rules if any recognised association forwards to the Com- 
missioner of Labour a list of its members and intimates that 
these members will be bound by the standing orders submitted 
by the association, the employers whose names are contained in 
the list shall be deemed to have complied with the provisions of 
sub-section (1) of section 26. 

43. (1) The Commissioner of Labour, after he has settled 
the standing orders in the manner provided under the Act, shall, 
in addition to forwarding a copy of such standing orders to the 
Registrar, send copies of the same to the employer concerned and 
to each of the interests consulted by him under sub-section (2) 
of section 26. 

(2) In cases where any particular employer is a member 
of an association of employers which has been recognised by the 
Provincial Government for the purposes of the Act and has elect- 
ed to be bound by the standing orders submitted by such associa- 
tion to the Commissioner of Labour under the proviso to rule 41, 
the Commissioner of Labour shall forward the standing orders 
settled by him in respect of such association to that association 
and that association shall thereupon forward copies of such 
standing orders to each of its members who have elected to be 
bound by them. 

(3) On receipt of each set of standing orders settled by the 
Commissioner of Labour, the Registrar shall record the same in 
a special register to be maintained for the purpose and shall in- 
timate to the employer or association of employers concerned the 
date on which the standing orders have been recorded. 

(4) On receipt of the intimation under sub-rule (3) the em- 
ployer concerned shall get the standing orders settled and for- 
warded to him toy the Commissioner of Labour printed in English 
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and also in .the principal regional language of the local area in 
which the establishment of such employer is situated : 

Provided that in establishments where more than twenty per 
cent, of the total number of employees employed are Muham- 
madans such standing orders shall be printed also in Urdu : 

Provided, further, that in all cases where an appeal has been 
filed under sub-section (4) of section 26 to the Industrial Court, 
and where the operation of the standing orders has been stayed 
by the Industrial Court such standing orders may not be printed 
until the appeal is decided. 

(5) Every set of standing orders settled by the Commis- 
sioner of Labour and printed as required by sub-rule (4) shall be 
posted by the employer concerned prominently on a special board 
to be maintained for the purpose outside the time-keeper’s office or 
at the entrance through which the majority of the employees 
enter the establishment and also in all the departments where 
the employees concerned are working. 

Notices of Change 

44. Any employer intending to effect any change in any 
standing order settled under section 26 or 27 or in respect of an in- 
dustrial matter mentioned in Schedule II shall give notice of such 
intention to the representative of the employees in Form K. 

45. In addition to the officers mentioned in sub-section (1) 
of section 28, an employer giving notice under rule 44 shall forward 
a copy of such notice to every registered union and to every union 
which has been declared as a qualified union for the industry 
in the local area in which the establishment of the employer 
giving notice is situated. 

46. Copies of the notice given under rule 44 shall be posted 
prominently on a special board to be maintained for this purpose 
outside the time-keepr’s office or at the entrance through which 
the majority of the employees enter the establishment and in all 
the departments where the employees concerned are working. 

47. (1) Any employee who desires change in any standing 
order settled under section 26 or 27 or in respect of an industrial 
matter mentioned in Schedule n shall observe the following 
procedure — 

(a) in a case where the employee is a member of a register- 
ed union and the majority of the employees directly 
affected by the proposed change are members of such 
union, the notice to the employer shall be given through 
the regstered union ; 

(b) in a case where the employee concerned is a member of 
a representative union and some of the employees di~ 
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rectly affected by the proposed change are members of 
such representative union, the notice of change to the 
employer shall be given through the representative 
union ; 

(c) in a case where the employee is not a member of a re- 
gistered or a representative union or where the register- 
ed union is not qualified to represent the employee be- 
cause the majority of the employees concerned with the 
proposed change are not members of the union, the em- 
ployee concerned shall follow the procedure laid down 
in rules 18, 19 and 20. 

(2) Any notice given by an employee to an employer under 
this rule shall be in Form L. 

(3) Where more than one employee wishes to give notice 
of the same matter they shall jointly observe the procedure laid 
in these Rules. 

48. In addition to the officers mentioned in sub-section (2) 
of section 28, an employee giving notice under rule 47 shall for- 
ward a copy of such notice to every registered union and to every 
union which has been declared as a qualified union for the in- 
dustry in the local area in which the establishment of the em- 
ployer concerned and in which the employees concerned are 
working is situated. 

Labour Officer to put terms of agreement to a meeting of em- 
ployees 

49. The meeting to be held under section 31 shall be con- 
vened by the Labour Officer or by any other person deputed by 
him for the purpose at such place and time as he may decide and 
in such manner as he deems fit. 

Notification of Industrial Disputes 

50. The statement of the case referred to in section 34 shall 
be in Form M. 

Register of Industrial Disputes 

51. The register of industrial disputes referred to in section 
35 shall be maintained in Form N. 

Conciliation Proceedings 

52. On receipt of the statement of the case under section 34 
the Conciliator shall forthwith proceed to interview both the 
employers and the employees concerned with that dispute at such 
places and at such times as he may deem fit, and he shall en- 
deavour to bring about a settlement of the dispute in question. 

53. In a case where the Chief Conciliator decides to Inter- 
vene In the conciliation proceedings commenced by another Con- 
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eiliator or to direct a Special Conciliator to do so, the Chief Con- 
ciliator or the Special Conciliator may summon the representa- 
tives of each party to appear before him either singly or jointly 
at such places and at such times as he may deem fit. The repre- 
sentatives of the employers concerned with the dispute who may 
be summoned for this purpose shall not exceed five in number. 

54. For the purposes of rule 53 the Chief Conciliator or the 
Special Conciliator may call upon the employer by a registered 
letter to elect not more than five delegates to represent him for 
the particular dispute. The delegates so elected shall continue to 
represent that employer throughout the conciliation proceedings, 
provided that the employer shall have the right to replace one 
or more of them at any time by forwarding previous intimation 
to the Chief Conciliator concerned. 

55. In any proceedings before a Board of Conciliation, per- 
sons may, with the permission of the Board, appear by pleader, 
advocate or attorney of a High Court or in the case of a register- 
ed or qualified union by any of its officers. 

56. Every Conciliator and every member of a Board of Con- 
ciliation shall have the power, after giving reasonable notice, to 
enter the place or places, where the employees concerned are em- 
ployed or the office of any union or the premises provided by an 
employer for the residence of his employees for the purpose of 
holding a conciliation proceeding under the Act. 

57. In matters not provided by these Rules or the Act, the 
Board may follow such procedure as it thinks fit. 

Memorandum of Settlement 

58. The memorandum of settlement referred to in sub- 
section (1) of section 38 shall be drawn up in Form O. 

59. The memorandum of settlement drawn up under rule 
58 shall be published by the Registrar in the Official Gazette and 
a copy of the same shall also be forwarded to the Commissioner of 
Labour for publication in the Labour Gazette. 

Notices served on parties by Boards of Conciliation 

60. The notices referred to in sub-section (2) of section 38 
shall be served on the parties concerned by registered letter or by 
special messenger. 

Industrial Court 

61. The industrial Court may, at the discretion of the Pre- 
sident, in any matter in which it appears expedient to do so, 
call in the aid of one or more assessors, and may settle the matter 
wholly or partially with the assistance of such assessor or 
assessors. 

62. The Industrial Court may, with the consent of the 
parties, act notwithstanding any vacancy in their number, and 
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no act, proceeding or determination of the Court, shall be called 
in question or invalidated by reason of any such vacancy, pro- 
vided such consent has first been obtained. 

63. The Industrial Court may correct in any award that it 
issues any clerical mistake or error arising from an accidental 
slip or omission. 

64. If any question arises as to the interpretation of any 
award of the Industrial Court the Provincial Government or any 
party to the award may apply to such Court for a decision on 
such question and the Court may decide the matter after hearing 
the parties, or with the consent of the parties without such hear- 
ing. In either case the Court shall intimate its decision to the 
Provincial Government and to the parties concerned and no such 
decision shall be called in question in any civil or criminal court. 

65. In any proceedings before the Industrial Court, persons 
may, with the permission of the Board, appear by pleader, advo- 
cate or attorney of a High Court or in the case of a registered or 
qualified union by any of its officers. 

66. Subject to the provisions of these rules the Industrial 
Court may regulate its own procedure as it thinks fit. 

67. Whenever any letter, notice, statement or intimation is 
required to be forwarded or sent under any of these rules by 
registered post it shall be deemed to have been duly forwarded or 
sent for the purposes of these rules if such letter, notice, state- 
ment or intimation is delivered by hand and an acknowldegment 
in writing, by or on behalf of the other party concerned is obtained 
in respect of such delivery. 

FORM A 

(See Section 74 and Rule 3.) 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 

Application for Recognition of Association of Employers 

Name of Association. Address. 

Dated the day of 19 . 

To 

The Registrar, 

Bombay Industrial Disputes Act, 

Secretariat, Bombay. 

Dear Sir, 

I beg to inform you that at a meeting of the Managing* Com- 
mittee of this Association which was held at on the 


•Or the body by whatever name called, to which the management of the affairs of the 
Association is entrusted. 
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day of 19 it was decided that this Association 

should apply to Government for recognition as an association of 
employers for the purposes of the Bombay Industrial Disputes 
Act, 1938. 

2< This Association covers employers in the 
industry and it has for one of its objects the regulation of condi- 
tions of employment in the industry conducted or. carried on by 
its members. The names of all the members together with their 
addresses are given in Annex. I attached to this form. 

3. I am enclosing a copy of the Memorandum of Association 
of this Association. A list of the members of the Managing Com- 
mittee of the Association is given in Annex. II. 

Yours faithfully, 
Secretary. 


ANNEX. I. 

List of Members of the Association 


Name of Employer 


Address 


Section or sections of the 
industry covered 




ANNEX. II. 

Names of the Members of the Managing Committee of the 

Association 


Designations and 

Names 

| Address 

Name of firm to which 
the member belongs 

Chairman or President 

Vice-Chairman or 

Vice-President 

Secretary 

Members 
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FORM B 

(See Section 74 and rule 3) 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Certificate of Recognition of Association of Employers 

Name of Association 
Recognition No. 

Office of the Registrar, Bombay In- 
dustrial Disputes Act, Secretariat, 
Fort, Bombay. 

It is hereby certified that the Association 

has been recognised by the Provincial Government as an Associa- 
tion of Employers in the industry for the local 

of for the purposes of the Act on 

this day of 19 . 

Registrar, 

Bombay Industrial Disputes Act. 


FORM C 

[See Sections 3 (25) and 84 (2) (a) and rule 5] 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Application for Recognition of Trade Unions. 

Name of Trade Union. Address. 

Dated the day of 19 . 

To 

Dear Sir /Sirs, 

I beg to inform you tliat at a <* O'* 

Union which was held at on the day of 

$ 

19 It was decided that this Union should apply to you for 
recognition. 
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9 Wile ie on industrial union covering th e 

union IS an occupational union covering the occupation/occupatioua 

industry _______ 

of in the industry 

and was registered under the Indian Trade Unions Act, 1926, on 
the day of 19 under Certificate No. 

issued by the Registrar of Trade Unions for the Province of Bom- 
bay. The Union has members in all of whom 

your employees. 

the employees of the members of your association. 

3. I am enclosing a copy of the Rules of this Union. A list 
of the officers of the Union is given in the Annex which is ap- 
pended to this form. 

Yours faithfully. 


Secretary. 


ANNEX 

List of Officers [as defined in section 2 ( b ) of the Indian Trade* 

Unions Act, 1926] 

Name of Trade Union — 


Office held in union Name Age Occupation Residential 
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FORM D 

[See Sections 3 (35) and 84 (3) (a)- and rule 6] 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Letter of Recognition of Trade Union 

Name Of As -^ e T a ^ nof Employer, Address. 

Dated the day of 19 

To 

The Secretary, 

Union. 

Dear Sir, 

beg to acknowledge receipt of your letter dated the 
day of 19 , in reply to which have to in- 

form you that the Board of Directors of this Company have decided to reOOg- 
the Committee of this Association 

nise your union for the purposes of the Bombay Industrial Dis- 
putes Act, 1988. 


Yours faithfully, 


(*) 


♦Here insert the position which the person who signs this 
letter holds with the employer or association issuing this letter. 
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FORM E 

(See Section 6 and Rule 21) 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Form for Register of Registered and Representative Unions 


Name of Trade Union 

Date of registration as a 
representative 

union 

registered 

Remarks 



1 

1 


Address of Head Office. The Union has been recognised by : 

The union had a membership of per cent, of the total 

number of the employees employed in the 


industry 


occupation/occupations of in the" ~ 

in the local area on the day* of 


industry 

19 


eonttoiS? *° b * nwinWP«<| piopth by moptb wh|l»t the regtatretlon of the union 
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FORM F 

(See Section 7 and Rules 23 and 33) 
BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Application for registration of Unions 
Name of Trade Union. Address. 


Dated the day of 19 


To 

The Registrar, 

Bombay Industrial Disputes Act, 

Secretariat, Bombay. 

Dear Sir, 

I beg to inform you that at of this 

Union which was held at on the day of 

19 it was decided that this union should apply to you for 

registration under section 7 of the Act. A copy of the resolution 
signed by the Chairman of this union is attached. 

9 TT-iIq linirm ic on i n( ^ ustrial union covering the 

. 115 Ulliun is an occupational union covering occupation/occupations of 

industry 

in the industry 

and was registered under the Indian Trade Unions Act, 1926, on 
the day of 19 under Certificate No. 

issued by the Registrar of Trade Unions for the Province of Bom- 
bay. The Union has members in all,, and this re- 
presents per cent, of the total number of employees 

employed in the 

industry 

occupation/occupations of in the industry 

in the local area of 

*3. This union has been recognised by : — 

t 

♦3. ’This union has not been recognised by the employers 
covered by the membership of the union. 

4. The address of the head of office of the Union to which 
all communications and notices may be addressed is 

Yours faithfully, 

Secretary. 


* Strike out whichever does not apply. 

t Here insert the name or names of ,*tbe employers or the asfopiation of employers by 
whom foe \miop feat beep recognise^ 
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FORM G 

(See Section 8 andi Rule 26) 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Certificate of registration of Unions 

Name of Trade Union. 

Office of the Registrar, 
Bombay Industrial Disputes Act, 
Secretariat, Fort, Bombay. 

It is hereby certified that the Union has been regis- 

tered under the Bombay Industrial Disputes Act, 1938, this day 


occupational^ 

industrial 


union covering 


the occupation /occupations of 


for the local area of 


Registrar, 

Bombay Industrial Disputes Act. 


FORM H 

(See Section 11 and Rule 29) 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 

Form for Register of Unions which have been declared as 
Qualified Unions 


Name of Trade Union 


Date of declaration as a 
qualified union. 
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Address of Head Office 

The union had a membership of per cent, of the 

total number of the employees employed in the- 

occupation/occupations in the industry 

industry 

in the local area of on the day* of 

19 


FORM I 


(See Section 11 and Rules 30 and 33) 

BOMBAY INDUSTRIAL DISPUTES ACT,, 1938 

Application for declaration of a union as a qualified union 
Name of Trade Union Address 


To 


Dated the 


The Registrar, 

Bombay Industrial Disputes Act, 
Secretariat, Bombay. 


day of 19 


Dear Sir, 

I beg to inform you that at °< thin 

Union which was held at on the day of 19 

it was decided that this union should apply to you for being de- 
clared as a qualified union under section 11 of the Act. A copy 
of the resolution, signed by the Chairman of this union, is 
attached. 


2 . 

industry 

of 


This union is an 


industrial union covering the union 

occupational union covering the occupation/occupations 


taSlstry and was registered under the 


Indian Trade Unions Act, 1926, on the day of 

19 under Certificate No. issued by the Registrar 

of Trade Unions for the Province of Bombay. The Union has 
members in all, and this represents per 

cent, of the total number of employees employed in the 


i ndustry 

occupation/occupations of in the 


Tnduitiy ln the l0Cal area ° f 


3. The address of the head office of the union to which all 
communications and notices may be addressed is 


* This record is to be maintained month by month whilst the union continues on th 
Register as a union which has been declared as a qualified union. 
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A list of the officers of the Union is given in the annex which 
is appended to this form. 


Yours faithfully, 


Secretary. 


ANNEX 

List of Officers [as defined in section 2 (b) of the Indian 
Trade Unions Act, 1926] 

Name of Trade Union— 


Office held 
in union 

Name 

Age 

Occupation 

Residential 

address 







FORM J 

(See Section 12 and Rule 32) 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 

Certificate of declaration of Registered Unions as 
Representative Unions 


Name of Trade Union. 

Office of the Registrar, 
Bombay Industrial Disputes Act, 
Secretariat, Fort, Bombay. 


It is hereby certified that the Union, which was 

registered under the Bombay Industrial Disputes Act, 1938, on 
the day of 19 as an 


occupational . . . , 

industrial " union covering the 


occupation/occupationg of 
industry 


for the local area of 

declared as a representative union on the 


19 


in the industry 

was 

day of 


Registrar, 

Bombay Industrial Disputes Act. 
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FORM K 

[See Section 28 (1) and rule 44] 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Form for notice of change to be given by an employer 
Name of Employer Address 

Dated the day of 19 

To 

(The Secretary of the Registered Union, if any, 
or 

The Labour Officer.) 

Dear Sir, 

In accordance with the provisions of sub-section (1) of sec- 
tion 28 of the Bombay Industrial Disputes Act, 1938, ■— beg to 

inform you that it is - intention to effect the change/changes 
specified in the Annex to this letter. 

Yours faithfully, 

(*) 

♦Here insert the position which the person who signs this 
letter holds with the employer issuing this letter. 

ANNEX 


Statement of the case. 
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FORM L 

[See Section 28 (2) and Rule 47 (2)] 

BOMBAY INDUSTRIAL DISPUTES ACT, 1938 

Form for notice of change to be given by employee to employer 

Name of Union 

Names of elected representatives of employees 

Name of Labour Officer 


To 


Address 

Dated the day of 19 


(The name of the employer.) 

Dear Sir /Sirs, 

In accordance with the provisions contained in sub-section 
(2) of section 28 of the Bombay Industrial Disputes Act, 1938, 
— j — hereby beg to give you notice that desire a change 

in accordance with the statement appended in the Annex attach- 
ed to this form. 


Yours faithfully, 


Secretary of the Union 

Representatives of the employees elected at a meeting held on 
Labour Officer. 


ANNEX 


Statement of the case. 
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FORM M 

(See Section 34 and Rule 50) 
BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Part I for use by employers 
Form for report of Industrial Dispute 


Name of Employer 


Dated the 


Address 

day of 


19 


1. The Registrar;, Bombay Industrial Disputes Act, Secre- 

tariat, Fort, Bombay. 

2. The Chief Conciliator, Secretariat, Fort, Bombay. 

3. The Conciliator, Bombay Industrial Disputes Act 

(Address of the Office of the Conciliator in the local 
area concerned). 


Dear Sir, 

In continuation of the copy of the notice which forward- 
ed to you on the day of 19 beg to inform 

you that it has not been possible to reach an agreement with the 
representative of the employees and that still desire that 

the change/changes proposed by that notice should be effected. 

2. — append a full statement of the case in the Annex 
attached to this form. 

3. The number of employees likely to be affected by this dis- 
pute is 


Yours faithfully, 

(*) 

♦Here insert the position which the person who signs this 
letter holds with the employer or association of employers issuing 
this letter. 


ANNEX 


Full statement of the case. 
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FORM M 

(See Section 34 and Rule 50) 
BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Form for notification of Industrial Dispute 
Part II for use by employees 


Name of Union 

Names of Elected Representatives of Employees 
Name of Labour Officer ” 


Address 


Dated the day of 19 


1. The Registrar, Bombay Industrial Disputes Act, 

Secretariat, Fort, Bombay. 

2. The Chief Conciliator, Secretariat, Fort, Bombay. 

3. The Conciliator, Bombay Industrial Disputes Act 
(Address of the Office of the Conciliator in the local area 

concerned) . 


Dear Sir, 

In continuation of the copy of the notice which forward- 
ed to you on the day of 19 beg 

to inform you that it has not been possible to reach an agree- 
ment with the (name of 

employer concerned) in the matter and 

that — still desire that the change/changes proposed by that 
notice should be effected. 

2. appended a full statement of the case in the Annex 
attached to this form. 

3. The number of employees likely to be affected by this 
dispute is 


Yours faithfully, 


Secretary of the Union 

Representatives of the employees elected at a meeting Afield on 
Labour Officer ~ 


ANNEX 


Full statement of the case. 
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FORM N 

(See Section 35 and Rule 51) 
BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Register of Industrial Disputes for the Local Area of 



FORM O 

[See Section 38 (1) and Role 58] 
BOMBAY INDUSTRIAL DISPUTES ACT, 1938 
Form for Memorandum of Settlement 
Names of Parties 

(1) Representing Employers. 

(2) Representing Employees. 

Short recital of case. 

Terms of Agreement 


Signature of Conciliator. 


Signature of the Parties. 
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APPENDIX II 

STANDING ORDERS AS FINALLY SETTLED BY THE INDUS- 
TRIAL COURT UNDER SECTION 26 (6) OF THE BOMBAY 
INDUSTRIAL DISPUTES ACT, 1938 FOR OPERATIVES 
IN COTTON TEXTILE MILLS 


The Standing Orders as finally settled by the Industrial Court 
under Section 26 (6) of the Act, for Operatives in the Cotton 
Textile Mills in Bombay City, Kurla, Gokak, Poona and Sholapur 
are reproduced below. The Standing Orders for Operatives in 
the Cotton Textile Mills in other centres (Ahmedabad, Viramgam, 
Nadiad and Surat) are practically the same as for Bombay City 
etc., but wherever there are changes both are given separately. 

1. These orders shall come into force on and from the 12th 
December, 1939. 

2. In these orders, unless there is anything repugnant in 
the subject or context : 


Bombay and others 

(a) 44 Operatives ” means all 
work-people, male and female 
employed in the mill or in the 
mill premises, whose names 
and ticket numbers are in- 
cluded in the departmental 
musters, and includes Over- 
seers!, Jobbers, Muccadams, 
Watch and Ward Staff, Motor 
Vehicle Staff and Cartmen. 


Ahmedabad and others 

(a) “ Operatives ” means all 
work-people, male or female, 
employed in the mill or in the 
mill premises, either directly 
or through contractors and/ 
or whose names and ticket 
numbers are included in the 
departmental or contractors’ 
musters, and includes Over- 
seers, Jobbers, Muccadams, 
Watch and Ward Staff, Motor 
Vehicle Staff and Cartmen. 


(b) “ The Company ” means Mills Co., Ltd. 

(c) 44 The Manager ” means the Company’s Manager or 
Acting Manager for the time being. 

id) The masculine includes the feminine. 

3. Operatives shall be classed as (1) Permanent ; (2) Pro- 
bationers ; (3) Badlis ; (4) Temporary Operatives ; and (5) Ap- 
prentices. 

A “permanent” operative is one whose name has been en- 
tered in the Muster Roll and who has been given a permanent 
ticket and has completed a probationary period of two months in 
the same or another occupation in the mill. 

A 44 probationer ” is one who is provisionally employed to fill 
a permanent vacancy, and has not completed two months’ service 
in that post. If a permanent operative is employed as a proba- 
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tioner in a new post he may, at any time during the probationary 
period of two months, be reverted to his old permanent post. 

A “ badli ” is one who is employed on the post of a perma- 
nent operative or probationer, who is temporarily absent. 

Bombay and others Ahmedabad and others 

A “ temporary operative ” is A “ temporary operative ” is 
one who is engaged for work one who is engaged for work 
which is of an essentially tem- which is of an essentially tem- 
porary character. porary character, or who is en- 

gaged temporarily as an addi- 
tional operative in connection 
with work of a permanent 
character. 

An “ apprentice ” is a learner who is given a nominal allow- 
ance during the period of his training. 

Bombay and others Ahmedabad and others 

4. Every permanent and pro- 4. Every operative shall be 
bationary operative without ex- given a permanent ticket unless 
ception shall be provided with a he is a probationer, badli, tern- 
departmental ticket showing his porary operative or an appren- 
number, and on attendance tice. 

each day, shall deliver up the Every permanent operative, 
ticket at the place provided. without exception, shall be pro- 
vided with a departmental ticket 
showing his number, and on 
attending the mill each day, 
shall on being required to do 
so, show it to the person au- 
thorised by the Company to 
inspect it. 

Every “ badli ” shall be pro- Every “ badli ” shall be pro- 
vided with a “ badli” card, vided with a “ badli” card, 
which shall be surrendered if which shall be surrendered if 
he obtains permanent or pro- he obtains permanent employ- 
bationary employment. ment. 

Every temporary operative shall be provided with a special 
ticket or a pass which he shall surrender at the place provided 
when entering the mill. 

Every apprentice shall be Every apprentice shall be pro- 
provided with a card which vided with a card which shall 
shall be surrendered if he ob- be surrendered if he obtains 
tains permanent or probation- permanent employment, 
ary employment. 
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5. The periods and hours of work for all classes of operatives 
shall be posted up on a notice board at the time-keeper's office. 

6. (Notices specifying (a) the days observed by the mill as 
holidays and (b) pay days, shall be posted as required by the 
Factories Act and the Payment of Wages Act respectively. 


Bombay and others 

7. Notices specifying the rates 
of wages payable to all classes 
of workers and for all classes 
or work shall be displayed in a 
conspicuous position in the de- 
partments in which the opera- 
tives concerned are actually 
working. 


8. Any wages due to an ope- 
rative but not paid on the usual 
pay day on account of their 
being unclaimed shall be paid 
by the Company on such un- 
claimed wage pay day in each 
week as may be notified to the 
workers and following the date 
on which a substantiated claim 
was presented by the operative 
or, on his behalf, by his legal 
representative provided that 
such claim is submitted within 
three years from the date on 
which the wages become due to 
the operative. 


9. Shift working shall be re- 
gulated in accordance with the 
Factories Act. More than one 
shift may be worked in a de- 
partment or departments or 
any section of a department at 
the discretion of the Company. 
II more than one shift ft worked 


Ahmedabad and others 

7. Notices specifying the rates 
of wages payable to all classes 
of workers and for all classes of 
work with such essential data 
as will enable the wages to be 
determined shall be displayed 
on beams in the Weaving de- 
partment and in other depart- 
ments at such conspicuous 
places as the Company thinks 
fit. 

8. Any wages due to an ope- 
rative but not paid on the usual 
pay day on account of their 
being unclaimed shall be paid 
by the Company on such un- 
claimed wage pay day in each 
week as may be notified to the 
workers and following the date 
on which a substantiated claim 
was presented by the operative 
or, on his behalf, by his legal re- 
presentative provided that such 
claim is submitted within three 
years from the date on which 
the wages become due to the 
operative. If the operative is 
unable to present himself, the 
Company shall, if requested by 
him in writing so to do, send 
his pay by Money Order at his 
cost. 

9. Shift working in a depart- 
ment or departments or a sec- 
tion of a department shall be 
regulated in accordance with 
the Factories Act. If, however, 
there are any collective agree- 
ments or awards for regulating 
shift working they gh&U to 
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in the mill, operatives shall be 
liable to be transferred from 
one shift to another. Shift 
working may be discontinued 
after putting up a notice in the 
time-keeper’s office. Notice of 
one month of discontinuance 
of any shift shall be given, pro- 
vided, however, that it shall 
not be necessary to give one 
month’s notice if as a result of 
the discontinuance of the shift 
no permanent employee is dis- 
charged. If as a result of dis- 
continuance of shift working 
any permanent employees are 
likely to be discharged, they 
shall be discharged having re- 
gard to the length of their ser- 
vice in the mill, those with the 
shortest term of service being 
discharged first. If the shift is 
re-started, a week’s notice 
thereof shall be given by post- 
ing a notice at the mill premi- 
ses and the employees discharg- 
ed as a result of discontinuance 
of the shift shall, if they pre- 
sent themselves at the time of 
re-starting of the shift have 
preference in being re-employed 
having regard to the length of 
their previous service in the 
mill, those with the longest 
term of service being re- 
employed first. 


adhered to in so far as they are 
not inconsistent with the Fac- 
tories Act.* Shift working may 
be discontinued after putting 
up a notice in the time-keeper’s 
office. Notice of one month of 
discontinuance of any shift 
shall be given provided, how- 
ever, that it shall not be neces- 
sary to give one month’s notice 
if as a result of the shift no 
permanent employee is dis- 
charged. If as a result of dis- 
continuance of shift working, 
any permanent employees are 
likely to be discharged, they 
shall be discharged having re- 
gard to the length of their ser- 
vice in the mill,, those with the 
shortest term of service being 
discharged first. If the shift is 
re-started, a week’s notice 
thereof shall be given, at the 
mill premises and the employ- 
ees discharged as a result of 
discontinuance of the shift shall, 
if they present themselves 
at the time of re-starting of 
the shift, have preference in 
being re-employed, having re- 
gard to the length of previous 
service in the mill, those with 
the longest term of service be- 
ing re-employed first. 


10. All operatives shall be at work in the mill at the times 
fixed and notified to them.. Operatives attending late shall be 
shut out and treated as absent. 

Any operative, who after presenting his ticket, card or pass, 
is found absent from his proper place or places of work during 
working hours without permission or without any sufficient 
reason, shall be liable to be treated as absent for the period of his 
absence.. 

If, however, he is so absent from the mill premises during 
working hours without permission, ho shall be liable to bo treated 
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as absent for the whole day, in case his absence commences be- 
fore the recess period, and for half a day in case his absence com- 
mences after the recess period. 

If the operative is so absent from the mill premises with the 
permission of the head of the department, his wages for the period 
of absence shall be liable to be deducted. 

The deductions from wages to be made for the periods of 
absence under this Standing Order shall be made in accordance 
with the provisions of the Payment of Wages Act. 


Bombay and others 

11. Service for a total period 
of 12 months in a mill shall 
qualify an operative for a total 
period of one month's leave. 
Grant of such leave shall de- 
pend on the exigencies of the 
mill and shall be at the dis- 
cretion of the Company. 


Ahmedabad and others 

11. Service for a total period 
of 12 months in a mill shall 
qualify an operative for a total 
period of one month's leave, 
with or without pay, according 
to the terms of contract, cus- 
tom or usage of the mill. Grant 
of such leave shall depend on 
the exigencies of the mill and 
shall be at the discretion of the 
Company. 


Any operative who desires to obtain leave of absence shall 
apply to an officer or officers appointed for the purpose by the 
Company. It shall be the duty of such officer or officers to ob- 
tain the orders, on such application, of the authority appointed 
by the Company on two days in a week fixed for the purpose ; 
provided, that if the leave applied for is of an urgent nature, 
that is, to commence on the date of the application or within 
three days thereof, the orders of the authority empowered to 
grant leave shall be obtained without any delay. If the leave 
asked for is granted, a leave pass shall be issued to the operative. 
If, however, the leave is refused or postponed, the fact of such 
refusal or postponement and the reasons therefor shall be re- 
corded in writing in a register to be maintained for the purpose, 
and if the operative so desires a copy of such entry in the regis- 
ter shall be supplied to him. If the operative after proceeding on 
leave„ desires an extension thereof he shall make an application 
for the purpose to the authority granting leave either in writing 
or orally or through any other person. In any case, a written 
reply either of the grant or refusal of extension of leave shall 
be sent to the operative if his address is available and if such 
reply is likely to reach him before the expiry of the leave originally 
granted to him. 

If the operative remains absent beyond the period of leave 
originally granted or subsequently extended, he shall lose his 
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lien on his appointment unless (1) he returns within eight days 
-of the expiry of the leave and (2) gives explanation to the satis- 
faction of the authority granting leave of his inability to return 
before the expiry of leave. In case the operative loses his lien 
on the appointment, he shall be entitled to be kept on the “ badli ” 
list 


Bombay and others 

12. An operative may be 
granted casual leave of absence 
not exceeding 10 days in the 
aggregate in a calendar year. 
Such leave shall not be for more 
than three days at a time ex- 
cept in case of sickness. Such 
leave is intended to meet spe- 
cial circumstances which can- 
not be foreseen. Ordinarily, 
the previous permission of the 
head of the department shall 
be obtained before such leave is 
taken, but when this is not pos- 
sible, the head of the depart- 
ment shall as soon as may be 
practicable be informed in writ- 
ing of the absence from work 
and of probable duration of 
such absence.. 


Ahmedabad and others 
12. An operative may be 
granted casual leave of absence 
with or without pay not ex- 
ceeding 10 days in the aggre- 
gate in a calendar year. Such 
leave shall not be for more 
than three days at a time except 
in case of sickness. Such leave 
is intended to meet special cir - 
cumstances which cannot be 
foreseen. Ordinarily, the pre- 
vious permission of the head 
of the department shall be ob- 
tained before such leave is 
taken, but when this is not pos- 
sible the head of the depart- 
ment shall as soon as may be 
practicable, be informed in 
writing of the absence from 
work and of the probable dura- 
tion of such absence. 


13. The number of holidays to be granted to the operatives 
and the days which shall be observed as holidays by the mill 
shall be regulated in accordance with the Factories Act and the 
custom or usage of the mill. 

14. No operative shall enter or leave the mill premises ex- 
cept by the gate or gates appointed for the purpose. 

Bombay and others Ahmedabad and others 


15. All male operatives shall 
be liable on leaving the mill 
premises to be searched by the 
gateinan and all female opera- 
tives shall be liable to he de- 
tained by the gateman for 
search by the female searcher, 
if acting without malice he 
sus^eets that any operative 
is 


15. If any operative is in pos- 
session of any cloth manufac- 
tured or similar to that manu- 
factured in the mills, he shall 
show it and get it marked hy 
the gate-keeper or a clerk when 
entering the mill. 

All male operatives shall be 
liable on leaving the mill pre- 
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who Is so detained is in wrong- 
ful possession of the property 
belonging to the Company; pro- 
vided that no search shall be 
made except In the presence of 
two other persons of the same 
sex as the suspected operative. 


mises to be searched by the 
gateman and all female opera- 
tives shall be liable to be de- 
tain ed by the gateman for 
search by the female searcher, 
if acting without malice he sus- 
pects that any operative who is 
so detained is in wrongful pos- 
session of the property belong- 
ing to the Company ; provided 

(1) That an operative may', 
with the previous permission 
in writing of the head of the 
department, take samples of 
yarn and/or cloth for the pur- 
pose of a bona fide trade dis- 
pute ; 


(2) That no search shall be 
made except in the presence of 
two other persons of the same 
sex as the suspected operative. 

16. The Company may, at any time or times, in the event 
of a fire, catastrophe, breakdown of machinery, or stoppage of the 
power supply, epidemic, civil commotion or other cause, beyond 
the control of the Company, stop any machine or machines or 
department or departments, wholly or partially for any period 
or periods, without notice and without compensation in lieu of 
notice. 

In the -event of a stoppage of any machine or department 
under this Order during working hours, the operatives affected 
shall be notified by notices put upon notice boards in the depart- 
ment concerned and at the time-keeper’s office, as soon as prac- 
ticable, when work will be resumed and whether they are to re- 
maffi or. leave the mill. The period of detention in the mill shall 
not ordinarily exceed one hour after the commencement of the 
stoppage. If the period of detention does not exceed one hour, 
operatives so detained shall not be paid for the period of deten- 
tion. If the period of detention in the mill exceeds one hour, 
operatives so detained shall be entitled to receive wages for the 
whole of the time during which they are detained in the mill as 
a result of the stoppage. In the case of pieceworkers, the average 
dally earnings for the previous month (Hapta in the case of other 
centres) shall be taken to be the daily wtages. 

17. Any operative played off under Order 16 shall not be 
considered as dismissed from service, but as temporarily unem- 
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ployed,, and shall not be entitled to wages during such unem- 
ployment except to the extent mentioned in Order 16. When- 
ever practicable a reasonable notice shall be given of resumption 
of normal work and all operatives played off under Order 16, who 
present themselves for work, when the normal working is re- 
sumed, shall have prior right of reinstatement. 

: 18. The Company may, in the event of a strike affecting 
either wholly or partially, any one or more department or de- 
partments of the mill, close down, either wholly or partially such 
department or departments and any other department or de- 
partments affected by such closing down, and for any period or 
periods. The fact of such closure shall be notified by notices 
put upon the notice board in the departments concerned and in 
the time-keeper’s office as soon as practicable. The operatives 
concerned shall also be notified by a general notice prior to the 
resumption of work, as to when work will be resumed. 

19. (a) The employment of any permanent operative may 
be terminated by fourteen days’ notice or by payment of 
thirteen days’ wages in lieu of notice. If he draws wages 
on a piece-rate basis, the thirteen days’ wages shall be 
computed on the average daily earnings of such opera- 
tive for the days actually worked during the previous 
wage period. The reasons for the termination of service 
shall be recorded in writing and shall be communicated 
to the operative, if he so desires at the time of discharge, 
unless such communication, in the opinion of the 
Manager may directly or indirectly lay the Company 
and the Manager or the person signing the communi- 
cation open to criminal or civil proceedings at the in- 
stance of the operative. 

(b) Probationers other than those transferred from perma- 
nent posts in the mill, “ badlis ”, temporary operatives 
and apprentices may leave, or be discharged from ser- 
vice without notice by an Officer not below the rank of 
the head of a department. 

(c) Where the employment of any person is terminated by 
or on behalf of the mill, the wages earned by him shall 
be paid before the expiry of the second working day 
from the day on which his employment was terminated. 

20. Any permanent operative desirous of leaving the Com- 
pany’s service shall give fourteen days’ notice to the head of the 
department concerned. The wages due to such an operative must, 
if possible, be paid on the day the notice expires and in any case 
within two days after the expiry of the notice. 

-ffany. permanent operative leaves the service without notice 
he shall be liable to be sued for damages. 
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21. Hie following acts or omissions shall be treated as mis- 
contact : — 

ta) Wilful insubordination or disobedience whether alone 
or in combination with another or others of any lawful 
•and reasonable order of a superior. 

(b) Striking work in contravention of the provisions of the 
Bombay Industrial Disputes Act, 1938. 

<c) Inciting other operatives to strike work in contraven- 
tion of the provisions of the Bombay Industrial Disputes 
Act, 1938. 

(d) Theft, fraud or dishonesty in connection with the Com- 
pany’s business or property. 

(e) Taking or giving bribes or any illegal gratification what- 
soever. 

(/) Habitual absence without leave or absence without leave 
for more than ten consecutive days. 

(ff) Habitual late attendance. 

( h ) Habitual breach of any Standing Orders. 

Bombay and others Ahmedabad and others 

(i) Collection of any (i) Collection (other than 

moneys within the mill collection of subscription of a 
premises for purposes registered trade union) of any 
not sanctioned by the moneys within the mill premises 
manager. for purposes not sanctioned 

by the Manager. 

(j) Engaging in trade within the mill premises. 

Bombay and others Ahmedabad and others 

( k ) Riotous or disorderly (&) Drunkenness or riotous 
behaviour during or disorderly behaviour during 
working hours on mill working hours on mill premis- 
premises or any act es or any tact subversive of dis- 
subversive of discipline, cipline. 

(l) Habitual negligence or neglect of work. 

(m) Habitual breach of any rules, or instructions foe the 
maintenance and running of any department, or the 
maintenance of the cleanliness of any portion of the 
mill premises or mill compound. 

in) Frequent repetition of any act or omission for which a 
line may be imposed under the Payment of wages Act. 

See notes under S. O. 22 
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Bombay and others 

22. Ci) An operative may be 
suspended for a period not ex- 
ceeding four days or dismissed 
without notice or any compen- 
sation in lieu of notice if he is 
found to be guilty of miscon- 
duct. 

The order of suspension shall 
be in writing and may take 
effect immediately on commu- 
nication thereof to the opera- 
tive. Such order shall set out 
in detail the alleged miscon- 
duct and the operative shall be 
given an opportunity of ex- 
plaining the circumstances 
alleged against him. If on en- 
quiry the order is confirmed or 
modified, the operative shall 
be deemed to be absent from 
duty for the period of suspen- 
sion and shall not be entitled 
to any remuneration for such 
period. If, however, the order 
is rescinded, the operative shall 
be deemed to be on duty dur- 
ing the full period of suspen- 
sion and shall be entitled to 
the same wages as he would 
have received if he had not 
been suspended. 

No order of dismissal shall 
be made unless the operative 
concerned is informed in 
writing of the alleged miscon- 
duct and is given an opportu- 
nity to explain the circum- 
stances alleged against him. 


in awarding punishment 
under this Standing Order the 
Manager shall take into ac- 


Ahmedabad and others 

22. (i) *An operative may be 
suspended for a period not ex- 
ceeding four days or dismissed 
without notice or any compen- 
sation in lieu of notice if he is 
found to be guilty of miscon- 
duct. 

The order of suspension shall 
be in writing and may take 
effect immediately on commu- 
nication thereof to the opera- 
tive. Such order shall set out 
in detail the alleged miscon- 
duct and the operative and/or 
the registered union of which 
he is a member shall be given 
an opportunity of explaining 
the circumstances alleged 
against him. If on enquiry the 
order is confirmed or modified, 
the operative shall be deemed 
to be absent from duty for the 
period of suspension and 
shall not be entitled to any re- 
muneration for such period. If, 
however, the order is rescinded, 
the operative shall be deemed 
to be on duty during the full 
period of suspension and shall 
be entitled to the same wages 
as he would have received if 
he had not been suspended. 

No order of dismissal shall 
be made unless the operative 
concerned and/or the register- 
ed union of which he Is a mem- 
ber is informed in writing of 
the alleged misconduct and Is 
given an opportunity to explain 
the circumstances alleged 
against him. 

In awarding punishment 
under this Standing Order the 
Manager shall take into ac- 
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count the gravityof the mis- count the gravity of the mis- 
conduct*, the previous record, if conduct, the previous record, if 
any, of the operative and any any, of the operative and any 
Other extenuating or aggravat- other extenuating or aggravat- 
ing circumstances that may ing circumstances that may 
exist. exist. 

(ii) A copy of the order made (ii) A copy of the order 
by the Manager shall be sup- made by the Manager shall be 
plied to the operative supplied to the operative con- 
concerned. cerned. 

23. All complaints arising out of his employment including 
those relating to unfair treatment or wrongful exaction on the 
part of the employer or his agent or servant shall be submitted 
• by an operative or on his behalf by a registered union of which 
he is a member or by the Government Labour Officer to the 
Manager or such other officer or officers as he may appoint. The 
Manager or such officer shall personally investigate the com- 
plaint at such times and places as he may fix and the complain* 
ant operative, registered union, or the Government Labour Officer 
shall have the right to be present at such investigation. Where 
the complainant alleges unfair treatment or wrongful exaction 
on the part of his employer or his agent or servant, a copy of the 
order finally made shall be supplied to the complainant if he 
asks for one. In other cases the decision of the investigating 
office^, and the action, if any, taken by him shall be intimated 
to the complainant : 

Provided that complaints relating to — 

(1) assault or abuse by any person holding a supervisory 
position; or 

(2) refusal of an application for urgent leave shall be en- 
quired into without avoidable delay by the Manager or such 
other officer or officers as he may appoint. 

Bombay and others Ahmedabad and others 

24. Subject to the provisions 24. Subject to the provisions 
of the Bombay Industrial Dis- of the Bombay Industrial Dis- 
putes Act, 1938, the decision of putes Act, 1938, the decision of 
the Manager upon any question the Manager upon any ques- 
arising out of, in connection tion arising out of, in connec- 
with, or Incidental to these tion with, or incidental to 
orders, shall be final, subject, these orders, shall be final, 
however, to appeal to the Man- subject, however, to appeal to 
aging Agents and without pre- the Managing Agents and to 
judice to any right of an ope- the machinery provided by 
rative aggrieved by his or their collective agreements, if any. 
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decision to resort to legal pro- end without prejudice to any 
ceedings in a Court of Law. right of- an operative aggrieved 

by his or their decision to re- 
sort to legal proceedings in a 
Court of Law. 

25. When any probationer or permanent operative is sum- 
marily dismissed, suspended, or discharged, or leaves the services 
of the mill, or is granted leave of absence, he shall,, except in 
cases of general retrenchment, closing down of departments, 
strike or lock-out, be given a written order in the form prescrib- 
ed by the Company or the Mill-Owners’ Association, Bombay/ 
Ahmedabad, from time to time. 

Every permanent employee shall be entitled to a service cer- 
tificate, at the time of leaving service, dismissal or discharge. 

26. Each Overseer, Jobber or Muccadam shall personally be 
held responsible for the proper and faithful observance of the 
Standing Orders and of the special rules made under the Fac- 
tories Act and posted in the mill, particularly regarding the em- 
ployment and working of women and children under him. 


Bombay and others 


Ahmedabad and others 


27. A copy of these orders in 
English and also in the princi- 
pal regional language of the 
local area in which the mill is 
situated shall be posted in the 
time-keeper’s office and in all 
departments and in such other 
places in the mill premises as 
the Company may decide and 
shall be kept in a legible condi- 
tion. 

Provided that in establish- 
ments where more than 20 
per cent of the total number of 
operatives employed speak a 
language other than the prin- 
cipal regional language, such 
Standing Orders shall be print- 
ed also in that language. 


27. Every permanent opera- 
tive working in the mill shall 
be provided with a registration 
card. 

28. A copy of these orders 
in English and also in the prin- 
cipal regional language of the 
local area in which the mill is 
situated shall be posted in the 
time-keeper’s office and in all 
departments and in such other 
places in the mill premises as 
the Company may decide and 
Shall be kept in a legible con- 
dition. 

Provided that in establish- 
ments where more than 20 per 
cent of the total number of 
operatives employed speak a 
language, such Standing Orders 
shall be printed also in that 
language. 


•' The Standing Orders as settled by the Industrial Court under 
Section 26 (6) of the Bombay Industrial Disputes Act, 1838, on 



LABOUR AND FACTORY LBXHSLACTEail' 


840 

2nd December 1939 shall apply to the operatives in the following 
cotton textile mills : — 


SCHEDULE “ A ” 


Bombay City 

1. The Appollo Mills, Ltd. 

2. The Bombay Dyeing & Mfg. 

Co., Ltd. 

' The Spring Mill. 

The Textile Mill 

3. The Bombay Suryodaya 
. Mills Ltd. 

4. The Bradbury Mills Ltd. 

5. The Century Spg. & Mfg. 

Co., Ltd. 

The Century Mill. 

The Zenith Mill 

6. The Colaba Land & Mills 

Co., Ltd. 

The Colaba Mill. 

The Jehangir Wadia Mill. 

7. The Crown Spg. & Mfg. 

Co., Ltd. 

8. The David Mill Co., Ltd. 

9. The Dawn Mills Co., Ltd. 

10. The Dhanraj Mills Ltd. 

11. The Digvijay Spg. & Wvg. 

Co., Ltd. 

12. The E. D. Sassoon United 

Mills Ltd. 

The Alexandra Mill 
The E. D. Sassoon Mill - 
The Jacob Sassoon Mill 
The Manchester Mill 
The Rachel Sassoon Mill 

13. The Edward Sassoon Mill 
. Ltd. 

14. The Elphinstone Spg. ft 

Wvg. Mills Co., Ltd. 

15. The Meyer, Sassoon Mill 

Ltd. 


16. The Finlay Mills, Ltd. 

17. The Gold Mohor Mills Ltd. 

18. The Hindustan Spg. ft 

Wvg., Mills Co., Ltd.. 

19. The Indian Mfg. Co. Ltd. 

20. The Jam Mfg. Co., Ltd. 

(Nos. 1—2) 

21. The Kamla Mills Ltd. 

22. The Kohinoor Mills Co., 

Ltd. 

23. The Khatau Makanjl Spg. 

& Wvg. Co., Ltd., 

24. The Madhusudan Mills Ltd. 

25. The Madhowji Dharamsi 

Wvg. Co., Ltd. 

26. The Modern Mills Ltd. 

(Nos. 1—2) 

27. The Moon Mills Ltd. 

28. The Morarjee Goculdas 

Spg. Wvg. Co., Ltd. 

29. The New City of Bombay 
-Mfg. Co. Ltd. 

30. The New China Mills Ltd. 

31. The New Great Eastern 

Spg. & Wvg. Co., Ltd. 

32. The New Kaiser-I-Hind 

Spg. ft Wvg. Co. Ltd. 

33. The New Union Mills Ltd. 

34. The New Pralhad Mills Ltd. 

35. The Phoenix Mills Ltd. 

*36. The Raghuvanshl Mills 
Ltd. 

37. The Ruby Mills Ltd. 

38. The Sassoon Spg. ft Wvg. 

Co., Ltd. 
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39: The Shree Niwas Cotton 
Mills Ltd. 

40. The Simplex Mills Co., Ltd. 

41. The Shapurji Broacha 

Mills Ltd. 

42. The Seksaria Cotton Mills 

Ltd. 

43. The Standard Mills Co., 

Ltd. 

44. The Swan Mills Ltd. 

45. The Tata Mills Ltd. 

46. The Pbddar Mills Ltd. 

47. The Victoria Mills Ltd. 

(Nos. 1—2) 

48. The Western India Spg. & 

Mfg. Co., Ltd. 

*49. Hirjee Mills Ltd. 

Kurla 

1. The Coorla Spg. & Wvg. Co. 
Ltd. 


2. The Swadeshi Mills Co. 
Ltd. 

Gokak 

1. The Gokak Mills Ltd. 

Poona 

1. The Raja Bahadur MOtilal 
Poona Mills Ltd. 

Sholapur 

1. The Laxml Cotton Mfg. Co. 

Ltd. 

2. The Vishnu Cotton Mills 

Ltd. 

3. The Sholapur Spg. & Wvg. 

Co., Ltd. 

4. The Jam Shri Ranjitsingji 

Spg. & Wvg. Mills Co., 
Ltd. 

5. The Narsinggirji Mfg., Co,, 

Ltd. 


SCHEDULE “ B ” 


Ahmedabad 

1. The Ahmedabad Advance 

Mills Ltd. 

2. TJie Ahmedabad Cotton & 

Waste Mfg. Co. Ltd. 

3. Ahmedabad Cotton Mfg. 

Co. Ltd. 

4. The Ahmedabad Industrial 

Mills Co,. Ltd. 

5. The Ahmedabad Jaya Bha- 

rat Cotton, Mills Ltd. 

6. The Ahmedabad Jubilee 

Spg. & Mfg. Co., Ltd. 
Nos. 1 & 2). 

T. The Ahmedabad Jupiter 
Spg., Wvg. and Mfg. Co. 
Ltd. 


8. The Ahmedabad Kaiser-I- 

Hind Mills Co., Ltd. 

9. The Ahmedabad Laxmi 

Cotton Mills Co. Ltd. 

10. The Ahmedabad Mfg. & 

Calico Printing Co., Ltd. 
(Nos. 1—2) 

11. The Ahmedabad New Tex- 

tile Mills Co., Ltd. (Nos. 
1 — 2 ) 

12. The Ahmedabad New Cot- 

ton Mills Co., Ltd. 

13. The Ahmedabad Sarang- 

pur Mills Co., Ltd. (Nos. 
1 — 2 ) 

14. The Ahmedabad Shree 

Ram Krishna Mills Co., 
Ltd. 
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15. The Ajit Mills Ltd. 

16. The Aruna Mills Ltd. 

17. The Arvind Mills Ltd. 

18. The Aryodaya Spg. & Wvg. 

Co., Ltd. (Nos. 1—2). 

19. The Aryodaya Ginning & 

Mfg. Co, Ltd. 

20. The Asoka Mills Ltd. 

21. The Bechardas Spg. & Wvg. 

Mills Co., Ltd. 

22. The Balakia Mills Co., Ltd. 

23. The Bharatkhand Cotton 

Mills Co., Ltd. (Nos. 1—2) 

24. The Bharatkhand Textile 

Mfg. Co., Ltd. 

25. The Bihari Mills Ltd. 

26. The Commercial Ahmeda- 

bad Mills Co., Ltd. 

27. The Fine Knitting Co. Ltd. 

28. The Gujarat Spg. & Wvg. 

Co., Ltd. 

29. The Girdhardas Harival- 

labhdas Mills Ltd. 

30. The Gujarat Cotton Mills 

Co., Ltd. 

31. The Harlvallabhdas Mul- 

chand Mills Co., Ltd. 

82. The Hathlslng Mfg. Co. Ltd. 

33. The Himabhai Mfg. Co., 

Ltd. 

34. The Jehangir Vakil Mills 

Co., Ltd. 

35. The Kalyu Mills Ltd. 

36. The Lalbhai Tricumlal 

Mills Ltd. 

37. The Manekchock and 

Ahmedabad Mfg. Co. Ltd. 
(Nos. T— 2) 

38. The Maneklal Harilal Spg. 

& Mfg. Co. Ltd. 


39. The Marsdon Spg. & Mfg. 

Co. Ltd. 

40. The Monogram Mills Co., 

Ltd. 

41. The Motilal Hirabhai Spg. 

Wvg. & Mfg. Co., Ltd. 
Nos. 1—2). 

42. The Nagri Mills Co., Ltd. 

43. The National Mills Co., Ltd. 

44. The New Commercial Mills 

Ltd. 

45. The Maneckchock Mills 

Spg. & Wvg. Co., Ltd. 

46. The New National Mills 

Ltd. 

47. The New Rajpur Mills Co., 

Ltd. 

48. The New Swadeshi Mills 

of Ahmedabad, Ltd. 

49. The Nutan Mills, Ltd. 

50. The Patel Mills Co., Ltd. 

51. The Raipur Mfg. Co. Ltd. 

52. The Rajnagar Spg., Wvg. 

& Mfg. Co. Ltd. (Nos.1-2) 

53. The Rohit Mills Ltd. 

54. The Rustom Jahangir 

Vakil Mills Co., Ltd. 

55. The Sarangpur Cotton Mfg. 

Co. Ltd. No. 1. 

56. The Sarangpur Cotton 

Mfg. Co., Ltd. No. 2. 

57. The Saraspur Mills Ltd. 

58. The Shorrock Spg. Co., Ltd. 

59. The Shrinagar Wvg. & 

Mfg. Co., Ltd. 

60. The Shrl Vivekanand Mills 

Ltd. 

61. The Silver Cotton Mills Ltd. 

62. The Vijaya Mills Ltd. 
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63. The Vikram Mills Ltd. 

*64. The Ananta MUls Ltd. 

*65. The Asarva Mills 

*66. The City of Ahmedabad 
Spg. & Mfg. Co. Ltd. 

*67. The Shree Laxmi Wvg. & 

Mfg. Co. Ltd. 

*68. The Shri Ambica Mills Ltd. 

(Nos. 1 & 2) 


APPENDIX II-A 

STANDING ORDERS AS FINALLY SETTLED BY THE INDUS- 
TRIAL COURT UNDER SECTION 26 (6) OF THE BOMBAY 

INDUSTRIAL DISPUTES ACT, 1938, FOR CLERKS IN 
COTTON TEXTILE MILLS 

1. These Orders shall come into force on and from the 12th 
December 1939. 

2. In these Orders, unless there is anything repugnant in the 
subject or context : 

(a) “ Employees ” means clerks. 

(b) “The Company” means Mills Co., Ltd. 

(c) “The Manager” means the Company’s Manager, or 
Acting Manager for the time being. 

(d) Masculine includes the feminine. 

3. Employees shall be classed as (1) Permanent and (2) 
Temporary. 

A “permanent” employee is one whose appointment has been 
confirmed in writing by the Company. 

A temporary employee is one whose appointment has not 
been confirmed in writing by the Company. 

4. The periods and hours of work of all classes of employees 
shall be posted up on a notice board, provided that if any parti-, 
cular employee is required to work for a different period he shall 
be notified to that effect in advance. 

5. Notices specifying (a) the days observed by the mill as. 
holidays and (b) pay days, shall be posted up on a notice board, 
provided that if any particular employee is required to work on 
holidays he shall be personally notified to that effect in advance. 

6. A register shall be maintained by the Manager specifying 
the wages and the scales of pay, if any, of all employees and the 
register shall remain open to inspection by the employees on two 
days in a month fixed for the purpose. 


Viramgam 

1. The Chandrodaya Mills 

Ltd. (Nos. 1 & 2). 

2. The Jayanti Mills Ltd. 

Nadiad 

1. The New Shorrock Spg. 6c 
Mfg. Co., Ltd. 

Surat 

1. The Surat Cotton Spg. 6c 
Wvg. Mills Ltd. 
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7. Service for a total period of 12 months in a mill, shall 
qualify an employee, with or without pay, according to the terms 
of contract, custom or usage of the mill, for a total period of one 
month’s leave. Grant of such leave shall depend on the exigen- 
cies of the mill and shall be at the discretion of the Company. 

Any employee who desires to obtain leave of absence shall 
submit an application in writing to the Manager. A copy of the 
orders passed shall be given to the employee and if leave is re- 
fused or postponed the reasons for the refusal or postponement 
shall be recorded in writing. An employee shall lose his lien on 
his appointment if he fails to return on the expiry of any leave or 
any extension thereof which may have been granted to him. The 
Manager may, however, restore an employee’s lien on his appoint- 
ment if the employee gives an explanation to the satisfaction of 
the Company of his inability to return before the expiry of the 
leave. 

8. An employee may be granted casual leave of absence not 
exceeding 10 days in the aggregate in a calendar year with or 
without pay according to the terms of contract, custom or 
usage of the mill. Such leave is intended to meet special circum- 
stances such as sickness which cannot be foreseen. Ordinarily, 
the previous permission of the Manager shall be obtained before 
such leave is taken, but when this is not possible the Manager 
shall, as soon as may be practicable, be informed in writing of the 
absence from work and of the probable duration of such absence. 

9. The number of holidays to be granted to the employees 
shall be regulated in accordance with the law for the time being 
in force and/or the custom or usage of the mill. If an employee 
is required to work on a holiday, he shall be granted a substitute 
holiday on such other day as may be agreed upon between him and 
the Company. 

10. The employment of any permanent employee may be 
terminated by one month’s notice or one month’s pay in lieu of 
notice unless provided otherwise in a specific agreement. The 
reasons for the termination of service shall be recorded in writing 
and shall he communicated to the employee, if he so desires, 
at the time of the discharge unless such communication, in the 
opinion of the Manager, may directly or indirectly lay the Com- 
pany and the Manager or the person signing the communication 
open to criminal or civil proceedings at the instance of the em- 
ployee. 

The services of any temporary employee may be terminated 
Without notice or pay in lieu of notice. 

11. Any permanent employee desirous of leaving the Co mk 
pany’s service shall give one month’s notice in writing to the 
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Manager unless he has a specific agreement providing for a longer 
or shorter notice. 

If any permanent employee leaves the service of the Company 
without giving notice, he shall be liable to be sued for damages. 

12. The following acts or omissions shall be treated as mis- 
conduct 

(u) Wilful insubordination or disobedience whether alone 
or in combination with another or others of any lawful 
and reasonable order of a superior. 

(b) Striking work in contravention of the provisions of the 
Bombay Industrial Disputes Act, 1938. 

(c) Inciting other operatives or employees to strike work in 
contravention of the provisions of the Bombay Indus- 
trial Disputes Act, 1938. 

(d) Theft, fraud or dishonesty in connection with the Com- 
pany’s business or property. 

( e ) Taking or giving bribes or any illegal gratification what- 
soever. 

(/) Habitual absence without leave or absence without 
leave for more than ten consecutive days. 

(g) Habitual late attendance. 

( h ) Habitual breach of any Standing Orders. 

( i ) Collection of moneys within the mill premises for pur- 
poses not sanctioned by the Manager. 

(j) Engaging in trade within the mill premises. 

(fc) Drunkenness or riotous or disorderly behaviour within 
the mill premises or any act subversive of discipline. 

(!) Habitual negligence or neglect of work. 

(m) Habitual breach of any rules, or instructions for the 
maintenance and running of any department, or the 
maintenance of the cleanliness of any portion of the 
mill premises or mill compound. 

<n) Frequent repetition of any act or omission for which 
a fine may be imposed under the Payment of Wages Act. 

13. <i) An employee may be suspended for a period not ex- 
ceeding four days or dismissed without notice or any compensa- 
tion in lieu of notice if he is found guilty of misconduct. 

The order of suspension shall be in writing and may take 
efTect immediately on communication thereof to the employee. 
Such order shall set out in detail the alleged misconduct and that 
the employee shall be given an opportunity of explaining the cit- 
cumstances alleged against him. If on enquiry the order is con- 
firmed or modified, the employee shall be deemed to be absent 
from duty for the period of suspension and shall not be entitled 
tq any remuneration for such period. If, however, the order is 
rescinded the employee shall be deemed to be on duty during the 
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full period of suspension and shall be entitled to the same wages 
as he would have received if he had not been suspended. 

No order of dismissal shall be made unless the employee con- 
cerned is informed in writing of the alleged misconduct and is 
given an opportunity to explain the circumstances alleged against 
him. 

In awarding punishment under this Standing Order, the 
Manager shall take into account the gravity of misconduct, the 
previous record, if any, of the employee and any other extenuat- 
ing or aggravating circumstances that may exist. 

(ii) A copy of the order made by the Manager shall be 
supplied tq the employee concerned. 

14. All complaints arising out of the employment including 
those relating to unfair treatment or wrongful exaction on the 
part of the employer or his agent or servant shall be submitted 
by an employee to the Manager. The Manager shall personally 
investigate the complaint at such times and places as he may fix 
and the complainant shall have the right to be present at such 
investigation. Where the complainant alleges unfair treatment 
or wrongful exaction on the part of his employer or his agent or 
servant, a copy of the order finally made shall be supplied to the 
complainant if he asks for one. In other cases the decision of 
the Manager and the action, if .any, taken by him shall be in- 
timated to the complainant. 

15. Subject to the provisions of the Bombay Industrial Dis- 
putes Act, 1938, the decision of the Manager upon any question 
arising out of, in connection with, or incidental to these orders, 
shall be final, subject, however, to appeal to the Managing Agents 
and without prejudice to any right of an employee aggrieved by 
his or their decision to resort to legal proceedings in a Court of 
Law. 

16. When any permanent employee is summarily dismissed, 
suspended, or discharged, or leaves the services of the Company, 
or is granted leave of absence, he shall except in cases of general 
retrenchment, closing down of departments, strike or lock-out, 
be given a written order in the form prescribed by the Manager. 

Permanent employees shall be entitled to a service certificate: 
at the time of leaving service in every case other than that for 
which an employee has been dismissed for misconduct. 

17. A copy of these Orders in English and also in the prin- 
cipal regional language of the local area in which the mill is 
situated shall be posted in the mill office, 

NOTE.— These orders shall apply to all the mills shown in 
Schedules A and B of Appendix II except those as marked by. 
asterisks, , • . , ' , 
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APPENDIX n-B 

Forms under the Standing Orders settled by the Ahmedabad 
Millowners’ Association. 

<1) , .Badli Card 

The Mill Company Ltd. 

No. 

Operative’s Name 

Department Month 10 


Date 

Presence 

Initials ! 

1 

Date 

Presence 

! 

Initials 





1 

i 

| 

| 


(2) Ticket for Apprentices 

The Mills Company Ltd. 

Ticket No. 

Name is an apprentice in 

Dept, of the MiU. 

Signature of the Manager. 


(3) Ticket for Temporary Operatives 

The Mills Company Ltd. 

Ticket No. 

Name is a temporary 

operative of the Mill in the dept. He is liable 

to be discharged from service without notice or compensa- 
tion in lieu of notice. 


Signature of the Manager. 
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(4) Ticket for Permanent Operatives 

The Mills Company- Ltd. 

Ticket No, 

M amp has been entered 

in the Muster Roll as a permanent operative of the Mill as 
a in the dept- Oate 

Signature of the Manager. 

(5) Ticket for Probationers 

The Mills Company Ltd. 

Ticket No. 

Name is a probationer in 

Dept, of the Mill. 

Signature of the Manager. 

(6) Registration Card 

The Mills Company Ltd, 

Date 

1. Name 

2. Age 

3. Mills where in the department 

4. Total period of service in department for 

years (details as below.) 

for years. 

5. Reasons for leaving the last service 

6. Permanent Address 

7. Signature or Thumb impression 

Short History of the Career 
Approximate Date of joining the Industry 
Departments worked 
Chronological dates 


NmOo Of the Mill 


Dept. 


Date of 
joining 


Data of 
leaving 


Reasons for 
leaving 


Remarks 
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APPENDIX— II B 
(X) Application for Leave 

The Mills Company Ltd. 

No. 

Name of the applicant 

Department 

Ticket No. 

Date of application 
No. of days for which leave 
is asked beginning from 
Date of joining 
Reasons for leave 
Address for Postal Communication 
Period of service 

Havala (if any) for the wages of the Hapta 
to of Rs. in favour of ticket 

No. of Department 

Date 19 


Id) 


Service Certificate 
Name of the Mill 
This is to certify that 

age has worked in 

department. He was 


(Surname) 

♦years 

the Mill for in 

month 

last employed as t 


good 

His efficiency was very good and 

moderate 


his attendance was 


regular 
not regular 


Date 


Manager. 


♦Strike out what is not necessary 

tGive exact description of occupation, whether Double Sider, 
or three or four loom weaver, or weaver on Plain or Dobby Sorts. 

Instructions 

This card is to be presented to the Manager of the Mill at 
which work is being sought, and deposited with the Manager if 
work of a ‘badli* or permanent character is obtained. The card 
will be returned to you at the end of your service. 

NOTE,— This card should under no circumstances be given to 
any other worker. 

Signature (Or left hand thumb 
impression) of owner. 
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All the forms given below must be in three copies : (1) Office 
copy, (2) Time-keeper’s copy, and (3) Operative’s copy. 

(9) Fines Order 

The Mills Company Ltd. 

Date 

(Name in full) 

Ticket No. of the 

Department after being heard in the presence of 
T. No. of the Dept, 

has been fined Rs. As. for which is an 

offence for which fines can be imposed under the Payment 
of Wages Act. 

t 

♦ 


tSpace for signature of officer imposing fine. 

♦Here insert the designation of officer. 

(10) Leave Pass 

No. 

The Mills Company Ltd. 

Dated 19 

(Name in full) 

T. No. 

Dept, has been given leave from to 

for Havala (if any) for wages for the month 

of in favour of T. No. 

Dept. 

(Manager) (Departmental Head). 

(11) Discharge Order 

The Mills Company Ltd. 

Dated 19 

(Name in full) 

Ticket No. of Dept, 

♦(a) has been given 14 days’ notice expiring on 
for .... 

♦(b) has been given 14 days* notice expiring on 
♦(c) has left service at his own request and notice has been 
waived. 

^♦Havala (if any) for wages for the month of 
in favour of 

T. No. of Dept. 

Departmental Head Manager. 

♦Strike out if not applicable. 

♦♦Havala payment will only be necessary in case of (c>. If 
a man is given, or gives notice, the Payment of Wages Act pro- 
vides that his wages must be paid to him within two days. 
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BACK SIDE OF THE ABOVE FORM 

If the operative gave notice as specified in (b) the certificate 
may be signed by the Departmental Head. If he has left at his 
own request and notice has been waived as in (c), the certificate 
must be signed by the manager. 

Number of Punishments during previous six months. 

(a) Fines 

(b) Suspensions 

(12) Summary Dismissal/Discharge with 13 days’ pay in lieu of 
Notice or Suspension Order. 

The Mills Company Ltd. 

Dated 19 

(Name in full) 

Ticket No. of Dept, has been 

•(a) Summarily dismissed without notice and without com- 
pensation in lieu of notice. 

*(b) Discharged with 13 days’ pay in lieu of notice. 

•(c) Suspended for days, 

for 

which is an offence under standing Order No. 21. 
Departmental Head. Manager. 


•Strike out whatever is not applicable. 

ONLY ON THE BACK SIDE OF THE OFFICE COPY 
Length of service of operative 
Record of punishments during previous six months 
(a) Fines (b) Suspensions 

Date of investigation by the Manager 
Whether workman was present at investigation 
Case against operative brought by 
Names and occupations of persons present at the enquiry 
Reasons for order 

Manager 

NOTE.— This form must be filled in and signed by the 
Manftger. 
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APPENDIX m : NOTIFICATIONS 
Notifications under Section 2 Cotton Textile Industries 

(1) Notification No. 2847-34-1 dated 14th March 1939 as 
amended on ‘3rd April 1939. 

In exercise of the powers conferred by sub-section (1) of sec- 
tion 2 of the Bombay Industrial Disputes Act, 1938 (Bom. XXV 
of 1938), the Government of Bombay is pleased to direct that the 
provisions of the said Act mentioned in Schedules I and II hereto 
appended shall extend to the whole of the Province of Bombay. 

In exercise of the powers conferred by sub-section (2) of the 
said section 2, the Government of Bombay is further pleased to 
direct that the provisions of the said Act mentioned in Schedule 
I shall come into force from the 1st June 1939 and those men- 
tioned in Schedule II shall come into force from the 1st August 
1939 in the said Province. 

SCHEDULE I 

Sections 3 to 22, 24 to 27, 53, 54, 56 to 61, 64, 68, 70 to 72, 74 to 
76, 78 to 82 and Schedule I to the said Act. 

SCHEDULE II 

Sections 23, 28 to 52, 69, 73, 77, 83 and Schedule II to the said 
Act. 

(2) Notification No. 2847-34-A dated 30th May 1939 as 
amended on 10th June 1939, 21st July 1939 and as amended by 
No. 3269-34 (b) dated 11th January 1940. 

In exercise of the powers conferred by sub-section (3) of 
section 2 of the Bombay Industrial Disputes Act, 1938 (Bom. XXV 
of 1938), and in supersession of Government Notification in the 
Political and Services Department, No. 2847-34-2, dated the 14th 
March 1939, the Government of Bombay is pleased to direct that 
the provisions of the Act which have been extended to the Pro- 
vince of Bombay under Government Notification in the Political 
and Services Department, No. 2847-34-1, dated the 14th March 
3939, shall apply to the cotton textile industry as specified below : 

(a) All concerns using power and employing twenty or more 
workers which are engaged in cotton spinning ; 

(b) All concerns using power and employing twenty or more 
workers which are engaged in cotton weaving with or 
without an admixture of silk, rayon, artificial silk or 
one or more of these ; 

(c) All concerns using power and employing twenty or more 
workers which are engaged in cotton knitting or the 
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manufacture of cotton hosiery with or without an ad- 
mixture of silk, rayon, artificial silk or one or more of 
these ; 

(d) All mechanics’ shops attached to and all dyeing, bleach- 
ing and printing departments in any of the concerns fall- 
ing under clause (a), (b) or (c), 

(3) Notification No. 2847/34, dated 20th August 1939. 

In exercise of the powers conferred by sub-section (1) of sec- 
tion 2 of the Bombay Industrial Disputes Act, 1938 (Bom. XXV 
of 1938), the Government of Bombay is pleased to direct the pro- 
visions of the said Act mentioned in the Schedule hereto shall 
extend to the whole of the Province of Bombay. 

In exercise of the powers conferred by sub-section (2) of the 
said section 2, the Government of Bombay is further pleased to 
direct that the provisions of the said Act mentioned in the Sche- 
dule hereto shall come into force from the 20th August 1939 in the 
jsaid provinee. 

In exercise of the powers conferred by sub-section (3) of 
the said section 2, the Government of Bombay is also pleased 
to direct that the provisions of the said Act mentioned in the. 
Schedule hereto shall apply to the Cotton Textile Industry as 
specified in Government Notification. Political and Services 
Department, No. 2847/34 /A, dated the 30th May 1939. 

SCHEDULE 

Sections 55, 62, 63, 65, 66 and 67. 

SULK INDUSTRY 

(4) Notification No. 3269/34, dated 30th September 1939. 

In exercise of the powers conferred by sub-section (3) of 

section 2 of the Bombay Industrial Disputes Act, 1938 (Bombay 
XXV of 1938), the Government of Bombay is pleased to direct 
that all the provisions of the said Act shall apply, with effect 
from the last day of October 1939, to the Silk Textile Industry 
in the City of Bombay, as specified below: — 

(o) All concerns, using power and employing twenty or 
more workers, which are engaged in waste silk spinning; 

(b) All concerns, using power arid employing twenty or 
more workers, which are engaged in silk, artificial silk 
or rayon weaving with or without an admixture of cot- 
ton or staple fibre and in all processes incidental or 
supplemental thereto; 

(c) All mechanics’ shops attached to, and all dyeing, bleach- 
ing and printing departments in any of the concerns 
falling under the above clause (a) or (b). 
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WOOLLEN INDUSTRY 

(5> Notification No. 3269/34 (a) dated 11th January 1940. 

In exercise of the powers conferred by sub-section (3) of 
secti on 2 of the Bombay Industrial Disputes Act, 1938 (Bom. 
XXV of 1938), the Government of Bombay is pleased to direct 
that all the provisions of the said act shall apply, with effect 
from the 15th day of January 1940, to the industries specified 
below in the City of Bombay and in the Thana Municipal 
Borough: 

(o) all concerns, using power and employing twenty or more 
workers, which are engaged in spinning wool and/or 
worsted and in all processes incidental or supplemental 
thereto; 

(b) all concerns, using power and employing twenty or more 
workers, which are engaged in woollen and/or worsted 
weaving and in all the processes incidental thereto with' 
or without an admixture of cotton, silk, rayon, artificial 
silk or any other artificial or natural fibres or one or 
more of these provided such concerns use more than 
50 per cent of wool and/or worsted ; 

(c) all concerns, using power and employing twenty or 
more workers, which are engaged in wool and/or worst- 
ed knitting or the manufacture of wool and/or worsted 
hosiery with or without an admixture of cotton, silk, 
rayon, artificial silk or any other artificial silk or natural 
fibres or one or more of these provided such concerns 
use more than fifty per cent, of wool and/or worsted ; 

(d) all mechanics’ shops attached to, and all dyeing, 
bleaching and printing departments in any of the con- 
cerns falling under clauses (a), (b) or (c). 

ALL CONCERNS (UNDER SEC. 49A.) 

(6) Notification No. 4599/34 of 14th June 1941. 

In exercise of the powers conferred by section 2 of the 
Bombay Industrial Disputes Act, 1J938 (Bom. XXV of 1938), the 
Government of Bombay is pleased to direct that with effect 
from the date of this notification the provisions of section 49A 
of the said Act shall extend to and come into force in the whole 
of the Province of Bombay and shall apply to the industries 
specified in Column 1 of the Schedule appended hereto in the 
areas specified ip. Column 2 of the said Schedule, 
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SCHEDULE 


Industries 

I 

(a) All concerns, using power and employ- 
ing twenty or more workers, which are engaged 
in cotton spinning; 

(b) all concerns, using power and employ- 
ing twenty or more workers, which are engaged 
in cotton weaving with or without an admix- 
ture of silk, rayon, artificial silk or one or more 
of these; 

(c) all concerns, using power and employing 
twenty or more workers, which are engaged 
in cotton knitting or the manufacture of cotton 
hosiery with or without an admixture of silk, 
rayon, artificial silk or one or more of these; 

( d ) all mechanics' shops attached to, and 
all dyeing, bleaching and printing departments 
in any of the concerns falling under clause 
(a), (b) or (c). 

II 

(e) All concerns, using power and employ 
ing twenty or more workers, which are engaged 
in waste silk spinning; 

(/) all concerns, using power and employ- 
ing twenty or more workers, which are engaged 
in silk, artificial silk or rayon weaving with or 
without an admixture of cotton or staple fibre 
and in all processes incidental or supplemental 
thereto; 

( g ) all mechanics' shops attached to, and 
all dyeing, bleaching and printing departments 
in any of the concerns falling under the above 
clause (e) or (/). 

in 

( h ) All concerns, using power and employ- 
ing twenty or more workers, which are engaged 
in spinning wool and/or worsted and in all 
processes incidental or supplemental thereto; 

(i) all concerns, using power and employ- 
ing twenty or more workers, which are engaged 
in woollen and/or worsted weaving and in all 
the processes incidental thereto with or without 
an admixture of cotton, silk, rayon, artificial 
silk or any other artificial or natural fibres or 


Areas 

ii 

Any part of the 
Province of 
Bombay. 


The City of 
Bombay. 


The City of 
Bombay and the 
Thana Municipal 
Borough. 
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one or more of these provided such concerns 
use more than 50 per cent, of wool and/or 
worsted; 

(#) all concerns, using power and employ- 
ing twenty or more workers, which are engaged 
in wool and/or worsted knitting or the manu- 
facture of wool and/or worsted hosiery with or 
without an admixture of cotton, silk, rayon, 
artificial silk or any other artificial or natural 
fibres or one or more of these provided such 
concerns use more than fifty per cent, of wool 
and/or. worsted; 

( k ) all mechanics 1 11 shops attached to, and 
all dyeing, bleaching and printing departments 
in any of the concerns falling under clause 
(ft), (i) or ( j ). 

(7) Notification No. 2847/34/B of 19-5-39 under Section 3 (18) 
for * LOCAL AREA.’ 

In exercise of the powers conferred by clause (18) of section 
3 of the Bombay Industrial Disputes Act, 1938 (Bom. XXV of 
1938), and in supersession of Government Notification in the 
Political and Services Department, No. 2847/34/3, dated the 
14th March 1939, the Government of Bombay is pleased to notify 
each of the following areas to be a ‘local area’ for the purposes 
of the said Act:— 

1. City of Bombay. 

1. (a) Thana Municipal Borough. 

2. Kurla Municipal Borough. 

3. Ghatkoper— Kirol Municipal District. 

3. (a) Borivali. 

4. Bhiwandi Municipal District. 

f Ahmedabad City Municipal Borough. 

5. \Ahmedabad Cantonment and the village of Sabarmati. 

6. Viramgam Municipal District. 

7. Revenue limits of Gogha. 

8. Nadiad Municipal Borough. 

9. Broach Municipal Borough. 

10. Surat Municipal Borough. 

11. Jalgtaon Municipal Borough. 

12. Chalisgaon Municipal Borough. 

13. Amalner Municipal Borough. 

14. Dhulia Municipal Borough. 

15. Malegaon Municipal Borough. 
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f Poona City Municipal Borough. 

10 . ) Poona Suburban Municipal Borough, and Poona Can- 
\ tonment. 

17. Karad Municipal District. 

17. (a) Village Panchayat Limits o f Limbdi, Satara Dist. 

18. Sholapur Municipal Borough. 

19. Barai Municipal Borough. 

20. Revenue limits of Tikekarwadi. 

21. Belgaum Municipal Borough. 

22. Revenue limits of Gokak. 

23. Hubli Municipal Borough. 

24. Gadag— -Bettigeri Municipal Borough. 

No. 8-9 Notifications for Increase of Hours of Work. 

Notification issued by the Government of Bombay in the 
Political and Services Department dated 4th November 1941 in 
an Extraordinary Issue of the Bombay Government Gazette of 
the same date: 

“No. 5295/34: — Whereas a public emergency has arisen -in 
connection with the production of cloth, the Government of 
Bombay is pleased, in exercise of the powers conferred by Sec- 
tion 8 of the Factories Act 1934 (XXV of 1934) to exempt from 
the provisions of Sec. 34 of the said Act, viz., 

All cotton spinning and weaving factories in the Province 
of Bombay.” 

A press note issued by the Government of Bombay states 
that the effect of the above Notification is that cotton spinning 
and weaving factories can work a, six-day week of sixty hours 
instead of fifty-four hours and that the workers will be paid 
overtime for the extra six hours at a time and a quarter the 
ordinary rate of pay. 

The Government of Bombay by its above Notification had 
exempted for a period of six months, the cotton textile factories 
in the province of Bombay from the provisions of section 34 of 
the Factories Act. The exemption was due to expire on 4th 
May U942 but Government has granted further exemption from 
the operation of the Section until further orders. Similar ex- 
emption has been given to all the dyeing and bleaching fac- 
tories in the Province. 

Notification No. 5295/34 dated 9th June 1942 which has been 
published in the Bombay Government Gazette dated 11th June 
1942:— 

“In exercise of the powers conferred by Section 8 of the 
Factories Act, 1934 (XXV of 1934) the Government of Bombay 
is pleased to exempt with effect from the 4th May 11942 pending 
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further orders, the following factories from the provisions of 
Section 34 of the said Act, viz.,: — 

All cotton spinning and weaving factories in the Province 
of Bombay and all bleaching and dyeing Factories in the Pro- 
vince of Bombay.” 

(No. 10) Government of Bombay’s Notification No. 6226/34, 
dated 7-9-42 under the Defence of India Rules 81A. 

* In pursuance of the proviso to paragraph (ii) of the Gov- 
ernment of India’s Order in the Labour Department, dated the 
21st August 1942, and published at pages 1409-1410 of Part I of 
the Gazette of India, dated the 22nd August 1942, the* Govern- 
ment of Bombay is pleased to specify 

• (a) in the case of an undertaking situated in a district, the 
District Magistrate of the district; and 

(b) in the case of an undertaking situated in the .City of 
Bombay the Commissioner of Labour, Bombay, as the authori- 
ties to whom notices of lock-out shall be sent. 

(No. 11) Notification No. 1, date 1-6-39 for recognising Sec- 
tions of the Cotton Textile Industry as Occupation in that 
Industry. 

In exercise of the powers conferred on me under Section 5 
of the Bombay Industrial Disputes Act, 1938, I hereby recognise 
the following sections of the Cotton Textile Industry as occupa- 
tion, in that Industry for the purposes of the Act: — 

List of Occupations for the Cotton Textile Industry with 
the individual operations included under each occupation. 

A: — Mixing, Blow Room, Carding, Frame Department and 
Combing operatives: — 


1. Opener Attendants (in- 
cluding Lattice Feeder Men, 
Hopper Feeder Men, Forcu- 
pine Feeder Men, Exhaust 
Openers, Crichton Openers, 
Buckley Openers, Breaker 
Scutchers, Lap Tenters and 
Double Cylinder Openers. 

2. Intermen. 

3. Scutcher Tenters 

(including Finishermen) 

4. Wilowmen. 

5. Thread Extractors (includ- 
ing Hard Waste Machine- 
men and Roving and 
Waste Openers). 

BREAKERS 


6. Strippers and Grinders. 

7. Flat Grinders. 

8. Card Flat Coverers (in- 
cluding Millers) Flat 
mounter. 

9. Carding Mjachine Attend- 
ants (including Line Mien 
and Can Boys.) 

10. Derby Doublers. 

11. Josephy Waste Plant Men. 

12. Silver Lap Machine Men. 

13. Ribbon Lap Machine Men. 

14. Comber Tenters. 

15. Combing Can Boys. 

16. Drawing Tenters. 

17. Slubbing Tenters. 

18. Jnter Tenters. 
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18. Roving Tentere, Roving 
helpers. 

29. Cbftpon Frame Tenters. 

B. Spinners: — 

1. Siders: — Warp and weft 

Piecers. 

2. Tarwallas or Followers or 

Gaiters. 

3. Doflers (in Ring Spinning 

and Doubling Depart- 
ment.) 

4. Doubling Tenters (includ- 

ing Ring and Flyer 
Doublers). 

5. Tubular Bonders. 

6. Bailers (Cotton Thread 

Manufacturing) . 

7. Spoolers (Cotton Thread 

Manufacturing ) . 

8. Polishers (Cotton Thread 

Manufacturing). 

C. Reelers. 

D. Winders : 

1. Doubling Winders. 

2. Grey Winders. 

3. Grey Winders on High 

speed Machines. 

E. Warpers, Drawers in, Sizers 

1. Warpers. 

2. Warping Creelers; Warp- 

ing helpers. 

3. Front Sizers. 

4. Back Sizers. 

5. Sizing Mixers, Boiling ma- 

chineman; Mixing at- 
tendent in sizing. 

8. Drawers-in. 

7. Reachers. 

8. Weft Distributors. 

9. Lag Peggers; Card Cutter, 

Doby Peggers. 

10. Weavers (including smash 
Hands automatic Loom 


21. Creelers (Frame Depart- 

ment). 

22. DoQers (Frame Depart- 

ment). 


0. Spinners (in Mule Spin- 
ing side friecers in 
mule). 

10. Engine Piecers (in Mule 

Spinning) . 

11. Creel Boys (in Mule 

Spinning) . 

12. Yarn Bundle Wrappers. 

13. Yarn Bundling Pressmen 

(including Yarn Balers). 

14. Knotters. 

15. Banders, Cotton Banders. 

Common Banders ; Cot- 
ton banding manufac- 
ture. 


4. Colour and) Artificial Silk 

Winders. 

5. Hosiery Winders. 

and Weavers. 

Weavers and Tape 
Weavers.) 

12. Automatic Loom Shuttle 

Boys, Battery Filler. 

13. Tape Cleaners and Blook- 

ers. 

14. Beam Carriers. 

15. Knitters (in Hosiery ma- 

nufactures) Cheese 
Stocking Manufactur- 
ers. 

16. Fringers (in Hosiery Ma- 

nufacture.) 

17. Darners and Menders (in 

Hosiery Manufacture.) 
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18. Heald and Reed-makers 
and Repairers. 

19. Fancy Department ope- 
ratives and Miscellane- 
ous weaving operatives, 
viz,, Naksiwallas, Com- 

F. Bleachers, Dyers, Finishers, 
men : — 

1. Yarn Leasers and Dress- 

sers. 

2. Kiermen. 

3. Yarn Bleachers, Cheese 

Bleachers. 

4. Cotton Dyers. 

5. Hydro-extractor Men. 

6. Yarn and Cheese Dyers 

(including Turkey Red 
and Fancy Dyers, Yarn 
Oilers and Alamers.) 
Yam Printers. 

7. Yam Drying Machinemen 

(including Cotton Dry- 
ing Stovers.) 

8. Yarn Polishers and Glaz- 

ers. 

9. Yarn Mercerisers. 

10. Cloth Singers. 

11. Cloth Dyers and Jigger- 

men; Washers; 

12. Bleach Croft Machine 

M i n d o r s ( including 
scouring and chemick- 
ing Tank Men, cropping 
Machinemen. 

13. Manglers. 

14. Padding Machinemen. 

15. Platers and Pilers, Cloth- 

Layers. 

16. Starch Manglers. 

17. Scutcher Machinemen, 

washing Machinemen. 

18. Drying Machinemen, Cloth 

Dryer. 

19. Breaking or Mellowing 

machinemen. 

20; Beetlers. 


her Board Fillers, De- 
signers, Harnesa Build- 
ers, Loom Cleaners, 
Weaving Teachers, 
Wheelmen. 

Printers, Folders and Calender- 

21. Clip or Hot Air Stenters 

(including Belt stretch- 
ers Dampers and Finish- 
er man). 

22. Cloth Mercerisers. 

23. Raising Machinemen. 

24. Printing Shop Colour 

Mixers; Colour Room- 
men. 

25. Spray Printers. 

26. Machine Printers. 

27. Assistant Machine Print- 

ers. 

28. Brushing Machinemen. 

29. Agers. 

30. Felt Calenderman. 

31. Calendermen (including 

Front Calendermen and 
Back Calendermen and 
Pressmen.) 

32. Calender Stitchers. 

33. Hand Ironing Men. 

34. Baling markers (includ- 

ing Number Markers 
and Top Printers.) 

35. Cut lookers (including 

Pieces Sorters, Cloth 
Examiners, Hosiery Ex- 
aminers, Bale Examin- 
ers and Checkers.) Bun- 
dle Assorter, Delivery- 
men in piece dying, 
Linkers in w'are house, 
stain removers ; split 
cutters, Yard measurers, 
Yard counters. 

36. Folders (including Hand 

and Machine Folders.) 
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37. 

Pieces stichers (including 

41. 

Cloth Bundlers; Parcel- 


Silkers,) Tailors, Tape 


Boys in warehouse. 


stitchers. 

42. * 

Cloth Balers. 

38. 

Sewers and Thread Cut- 

43. 

Stampers, 


ters (in Hosiery Manu- 

44. 

Assistant Stampers; La- 


facture). 


bel Boys; Pasters, llcket- 

39. 

Button Stitchers (in Ho- 


applier. 


siery Manufacture. 

45. 

Cloth Bleachers (Dhobi- 

40. 

Cutters (including cloth 


men). 


samples Cutters.) 



G. 

Jobbers and Mukkadams : 



1. 

Jobbers (including Head 


Supervisor; Line Tack- 


Jobbers, Fancy, Line 


ier. 


and Doffer Jobbers and 

2. 

Women Supervisors (Nai- 


Assistant Jobbers) 


kins.) 


Assistant in weaving 

3. 

Mukkadams. 


Comber Ganger; Shed 

4. 

Maistries. 

H. 

Clerks : — 



1. 

Cashiers. 

8. 

Time-keepers and Assist- 

2. 

Book-keepers. 


ant Time-keepers. 

3. 

Head clerks. 

9. 

Wrapping Boys. 

4. 

Clerks, (including Depart- 

10. 

Threads Counters. 


mental Clerks.) Drafts- 

11. 

Ticket Boys, Tally Boys 


men; Planmakers. 


and Production Checkers. 

5 

Laboratory Assistants. 

12. 

Store-keepers. 

6. 

Stenographers and Typists. 

13. 

Gate Clerks. 

7. 

Telephone Operators. 



I. 

Power Plant Operators and Mechanics: — 

1. 

Engine Drivers (steam, oil 

10. 

Electric Motormen. 


and gas.) 

11. 

Turbine Drivers. 

2. 

Boiler Attendants, Asst. 

12. 

Stockers. 


Engineers, sarangs. 

13. 

Switchboard Attendants. 

3. 

Firemen. 

14. 

Electricians (including 

4. 

Pump men. 


Armature Winders and 

5. 

Air Compresser Operators. 


Wiremen.) 

6. 

Cooling and Refrigeration 

15. 

Boilermakers. 


Plant Attendants. 

16. 

Crane Drivers. 

7. 

Humidifier Attendants 

17. 

Patternmakers. 


and Sprinklers; Steam- 

18. 

Moulders. 


ing men. 

19. 

Turners (including , Ma- 

8. 

Oilmen (including Oilers 


chinists.) 


from all Departments.) 

20. 

Drillers and Welders. 

9. 

Ropemen (including Rope 

21. 

Blacksmiths. 


Splicers.) 

22. 

Hammermen or' Striker*. 
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23. Tinsmith*. 

24. Fitters (including Depart- 

mental end Erector Fit- 
ters and Line Levellers); 
Head Mechanic; Need- 
lers. 

25. Roller Coverers. 

26. Painters; white washers. 

27. Carpenters (including De- 

partmental Carpenters 
and Slay Makers), join- 
ers. 

28. Hoop Makers and Cutters. 

29. Mochis or Cobblers. 

30. Mechanical Apprentices. 

31. Motor and Lorry Drivers; 

Steam Roller Drivers. 

32. Other skilled artisans, viz., 

Masons; Polishers; Po- 
lishmen, Mill wrights, 
shafting operators; Ele- 
ctrolyser. 

J. General Workers. 

1. Hoistmen. 

2. Weighmen and Scalemen. 

3. Warehousemen. 

4. Compounders, Dispensary 

Attendants and Ward 
Boys (including Creche 
Nurses and Ayahs.) 

5. Nowghanies and Bale 

Stackers. 

6. Engine, Turbins, Boiler 

and Machine Cleaners. 

7. Motor and Lorry Cleaners. 

8. Peons and Sepoys. 

9. Cartmen. 

10. Jamadars. 

11. Watchmen. 

12. Line Levelling Coolies. 


13. Mechanics’ Coolies. 

14. Fire Servicemen. 

15. Watermen (for supplying 

drinking water to em- 
ployees.) 

16. Lampmen. 

17. Domestic servants (includ- 

ing Mallis and Mill can- 
teen staff except the su- 
pervisor.) 

18. Coolies (ordinary unskill- 

ed labourers including 
coal coolies, patiwallas, 
toplawalas, basket coolies 
bobbin carriers, bobbin 
cleaners, bobbin cutters 
and operatives in mixing 
and waste departments 
of cotton mills such as 
cotton mixers, lap car- 
rier, fly gatherers, drop- 
ping gatherers etc.) also 
include window cleaners, 
Tare and waste Pickers, 
Br ushers, Pieces supplier, 
Bundle carrier; weft and 
cloth carrier, Injured 
men; Damping machine 
holder; cotton balers, cot- 
ton bundlers, Flywtalla, 
Mixing chakuwala in cot- 
ton mixing; attender in 
cotton mixing ; waste 
cleaners, vacuum clear- 
ers; machine operator 
Ring frame); Kharva. 

19. Sweepers (including De- 

partmental Sweepers, 
Bhangis and Halal- 
khores.) 


(No. 12) Notification No. 4 dated 10th October 1939 for the Silk 
Textile Industry. 

In exercise of the powers conferred on me under section 5 
of the Bombay Industrial Disputes Act, 1938, 1 hereby recognise 
the following sections of the Silk Textile Industry as occupa- 
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tions in that industry for the purposes of the Act: — 

List of occupations for the Silk Textile Industry with the indivi- 
dual operations included under each occupation, 

A. Process Operatives: 


1. Silk Boiling Men (includ- 

ing Hydro Extractor 
men). 

2. Openers (including 

softners.) 

3. Fillers. 

4. Flat Dressers. 

5. Silk Staple Folders. 

6. Spreaders. 

7. Lappers. 

8. Sett Framers. 

9. Drawing Tenters. 

10. Single Rovers. 

11. Dandy Rovers. 

12. Spinners. 

13. Doffers. 

14. Doublers (including 

Doublers in « waste silk 
spinning). 

15. Gassers. 

16. Reelers. 

17. Yarn Pickers. 

18. Bleachers. 

19. Dyers. 

20. Bundlers. 

21. Neat Silk Winders. 

22. Rayon Silk Winders. 

23. Soft Sik Winders. 

24. Spun Silk Winders. 

25. Colour Yarn Winders. 

26. Neat Silk Clearers. 

27. Neat Silk Doublers. 

28. Neat Silk Spinners. 

29. Neat Silk Throwers. 

30. Knotters (including Hanks 

Preparers.) 

31. Leish Yarn Binders. 

32. Pirn Winders (neat Silk 

and Rayon.) 

33* Yarn and Bobbins Sorters* 

34. Cop Distributors. 


35. Hand Warpers. 

36. Warp Dressers. 

37. Bobbin Dressers. 

38. Drawers-in. 

39. Reachers. 

40. Beamers. 

41. Re-Beamers. 

42. Warpers. 

43. Warping Creelers. 

44. Front Sizers. 

45. Back Sizers. 

46. Hank Sizers. 

47. Size Mixers. 

48. Selvedge Takers. 

49. Beam Carriers. 

50. Twisters. 

51. Head Designers. 

52. Designers. 

53. Card Punching Overlook- 

ers. 

54. Card Punchers. 

55. Card Lacers. 

56. Harness Builders. 

57. Weavers. 

58. Heald and Reed Makers 

and Repairers. 

59. Folders (including Hand 

and Machine Folders.) 

60. Dampers. 

61. Finishers. 

62. Fringers. 

63. Felt Calendermen. 

64. Calendermen. 

65. Hand Ironing Men. 

66. Baling Markers. 

67. Cutlookers (including 

Pieces Sorters, Cloth 

Examiners, Bale Examixl. 
ers and Checkers.) 

68. Pieces stitchers. 

69. Cutters. 
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70. Calendar stitchers. 

71. Cloth Bundlers. 

72. Cloth Balers. 

B. Jobbers and Mukkadams : 

1. Jobbers (including Head 
Jobbers and Assistant 
Jobbers.) 


C. Clerks : — 

1. Cashiers. 

2. Book-keepers. 

3. Head Clerks. 

4. Clerks (including Depart- 

mental Clerks.) 

5. Laboratory -Assistants. 

6. Stenographers and Typists. 

7. Telephone Operators. 

D. Power Plant Operators and 

1. Engine Drivers (Steam, 

Oil and Gas.) 

2. Boiler Attendants. 

3. Firemen. 

4. Pumpmen. 

5. Air Compressor Operators. 

6. Cooling and Refrigeration 

Plant Attendants.) 

7. Humidifier Attendants 

and Sprinklers. 

8. Oilmen (including Oilers 

from all Departments.) 

9. Ropemen (including Rope 

Splicers.) 

10. Electric Motormen. 

11. Turbine Drivers. 

12. Stockers. 

13. Switchboard Attendants. 

14. Electricians (including 

Armature Winders and 
Wiremen.) 

15. Boilermakers. < 


73. Stampers. 

74. Packers, Wrappers and 

Labellers. 


2. Women Supervisors. (Nai- 

kins) 

3. Mukkadams. 

4. Maistries. 


8. Time-keepers and Assistant 

Time-keepers. 

9. Wraping Boys. 

10. Thread Counters. 

11. Ticket Boys, Tally Boys 

and Production Checkers. 

12. Store-keepers. 

13. Gate Clerks. 

Mechanics: 

16. Crane Drivers. 

17. Patternmakers. 

18. Moulders. 

19. Turners (including Machi- 

nists.) 

20. Drillers and Welders. 

21. Blacksmiths. 

22. Hammermen or Strikers. 

23. Tinsmiths. 

24. Fitters (including Depart- 

mental and Erector Fit- 
ters and Line Levellers). 

25. Roller Coverers. 

26. Painters. 

27. Carpenters (including De- 

partmental Carpenters 
and Slay-makers.) 

28. Hoop Makers and Cutters. 

29. Mochis or Cobblers. 

30. Mechanical Apprentices. 

31. Motor and Lorry Driver?* . 
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E. General Workers. 

1. Hoistmen. 

2. Weighmen and Scalemen. 

3. Warehousemen. 

4. Compounders, Dispensary 

Attendants and Ward 
Boys (including Creche 
Nurses and Ayahs). 

5. Nowghanies and Bale- 

stackers. 

6. Engine, Turbine, Boiler 

and Machine Cleaners. 

7. Motor and Lorry Cleaners. 

8. Peons and Sepoys. 

9. Cartmen. 

10. Jamadars. 

11. Watchman. 

12. Line Levelling Coolies. 

13. Mechanics’ Coolies. 


14. Fire Servicemen. 

15. Waterman (for supplying 

drinking water to em- 
ployees.) 

16. Lampmen. 

17. Domestic Servants (in- 

cluding Mails.) 

18. Coolies (ordinary unskill- 

ed labourers including 
coal coolies patiwallas, 
toplawallas, basket cool- 
ies, bobbin carriers, bob- 
bin cleaners, bobbin cut- 
ters etc.) * 

19. Sweepers (including De- 

partmental Sweepers, 
Bhangis and Hal al- 
khores.) 


(No. 13) Notification No. 26 dated 16th January 1940 for the 
Woollen Textile Industry. 

In exercise of the powers conferred on me under section 5 
of the Bombay Industrial Disputes Act, 1938, I hereby recognise 
the following sections of the Woollen Textile Industry as occu- 
pations in that Industry for the purposes of the Act. 

List of Occupations for the Woollen Textile Industry with 
the Individual Operations included under each occupation. 


A. 

Process Operatives: 



1 . 

Teazers. 

12. 

First Preparers (including 

2. 

Willow Machinemen. 


Back Wash Minders). 

3. 

Garnet Machinemen. 

13. 

Second Preparers or Hank- 

4. 

Rag Breaking Machine- 


Openers. 


men. 

14. 

String Box Minders. 

5. 

Blenders. 

15. 

Punch Box Minders. 

6. 

Card or Hopper Feeders, 

16. 

Combers. 


woollen. 

17. 

Combing Finishers. 

7. 

Card or Hopper Feeders, 

18. 

Top Box Minders. 


worsted. 

19. 

Mixing Gill Box Minders. 

8. 

Lampmen. 

20. 

Double Spindle Gill Box 

9. 

Condensermen. 


Minders. 

10. 

Fetlers and Card Cleaners 

21. 

Weight-Box Minders. 


(Woollen and Worsted). 

22. 

Finishing Machine At- 

11. 

Can Minders. 


tendants (1st and 2nd 


55 
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Processes.) 

23. Reducers. 

24. Roving Machine Tenters. 

25. Roller Coverers. 

26. Mule Spinners. 

27 Mule Piscers. 

28. Tube Attendants. 

29. Opener Tenters . (Wool 

Scouring.) 

30. Mixing Cutters (Wool 

Scouring.) 

31. Scouring tublers' (wool 

scouring.) 

32. Tubler Dryers (Wool 

Scouring.) 

33. Bobbinmen. 

34. Counts wrappers. 

35. Side Piecers (Spinners). 

36. Doffers. 

37. Doublers and Twisters. 

38. Realers (including Berlin 

wool Realers.) 

39. Yarn Scourers and Dry- 

ers. 

40. Hankers. 

41. Bundlers. 

42. Berlin Yarn Packers. 

43. Winders. 

44. Warpers. 

45. Warping Creelers. 

46. Drawers-in. 

47. Reachers. 

48. Weft Distributors. 

49. Beam Carriers. 

B. Jobbers and Mukkadams. 

1. Jobbers (including Head 

Jobbers, and Assistant 
Jobbers). 

C. Clerks:— 

1. Cashiers. 

2. Book-keepers. 

3. Head Clerks. 

4. Clerks (including Depart- 

mental Clerks.) 

5. Laboratory Assistants. 


50. Sizers. 

51. One-Loom weavers (Dob 

Cross and Sowden.) 

52. Two-Loom Weavers 

Platt’s. 

53. Chain makers. 

54. Darners. 

55 Fringers. 

56. Crabbers. 

57. Washers. 

58. Hydro Extractor Men. 

59. Millers. 

60. Tentering Machinemen. 

61. Raising Machinemen (in- 

cluding Teazal Settlers.) 

62. Colour Mixers 

63. Dye Vat Attendants. 

64. Top Dyers. 

65. Purchers (including Pick- 

ers.) 

66. Cutting Machinemen. 

67. Blowing Machinemen. 

68. Brushing Machinemen. 

69. Damping Machinemen. 

70. Salvage Manders. 

71. Calendermen — (Rotary 

and Hydraulic) . 

72. Cut Lookers (including 

Pieces Sorters and Cloth 
Examiners.) 

73. Folders (Hand and Ma- 

chine). 

74. Baling Pressmen. 

75. Stampers. 

2. Women Supervisors (Nai- 
kins). 

3. Mukkadams. 

4. Miaistries. 


6. Stenographers and Typists. 

7. Telephone Operators. 

8. Time-keepers and Assistant 

Time-keepers. 

9. Wraping Boys. 

10. Thread Counters. 
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11. Ticket Boys, Tally .Boys 12.. Store-keepers, 
and Production Checkers. 13. Gate Clerks. 

D. Power Plant Operators and Mechanics: 


1. Engine Drivers (Steam, 

Oil and Gas.) 

2. Boiler Attendants. 

3. Firemen. 

4. Pumpmen. 

3. Air Compressor Operators. 

6. Cooling and Refrigeration 

Plant Attendants.) 

7. Humidifier Attendants 

and Sprinklers. 

8. Oilmen (including Oilers 

from all Departments.) 

9. Ropemen (including Rope 

Splicers.) 

It). Electric Motormen. 

11. Turbine Drivers. 

12. Stockers. 

13. Switchboard Attendants. 

14. Electricians (including 

Armature Winders and 
Wiremen. 

15. Boilermakers. 

E. General Workers. 

1. Hoistmen. 

2. Weighmen and Scalemen. 

3. Warehousemen. 

4. Compounders, Dispensary 

Attendants and Ward 
Boys (including Creche 
Nurses and Ayahs). 

5. Nowghanies and Bale- 

stackers. 

6. Engine, Turbine, Boiler 

and Machine Cleaners. 

7. Motor and Lorry Cleaners. 

8. Peons and Sepoys. 

9. Cartmen. 

10. Jamadars. 

11. Watchman. 

12. Line Levelling Coolies. 

13. Mechanics’ Coolies. 


16. Crane Drivers. 

17. Patternmakers. 

18. Moulders. 

19. Turners (including Machi- 

nists.) 

20. Drillers and Welders. 

21. Blacksmiths. 

22. Hammermen or Strikers. 

23. Tinsmiths. 

24. Fitters (including Depart- 

mental and Erector Fit- 
ters and Line Levellers). 

25. Roller Coverers. 

26. Painters. 

27. Carpenters (including De- 

partmental Carpenters 
and Slay-makers.) 

28. Hoop Makers and Cutters. 

29. Mochis or Cobblers. 

30. Mechanical Apprentices. 

31. Motor and Lorry Drivers. 


14. Fire Servicemen. 

15. Waterman (for supplying 

drinking water to em- 
ployees.) 

16. Lampmen. 

17. Domestic Servants (in- 

cluding Mails.) 

18. Coolies (ordinary unskill- 

ed labourers including 
coal coolies patiwallas, 
toplawallas, basket cool- 
ies, bobbin carriers, bob- 
bin cleaners, bobbin cut- 
ters etc.) 

19. Sweepers (including De- 

partmental Sweepers, 
Bhangis and Hal al- 
khores.) 
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APPENDIX IV. 

Rides of Procedure of the Bombay Industrial Disputes Act. 

The following rules have been framed by the Industrial 
Court in its first meeting on 16th September 1838 in exercise of 
the powers conferred under section 24(3) of the Bombay Indus- 
trial Disputes Act, 1938, and rule 66 of the Bombay Industrial 
Dispute Rules, 1939: — 

1. In these rules the “Act” means the Bombay Industrial 
Disputes Act of 1938. 

Benches. 

2. The President of the Industrial Court may constitute 
a bench of one or more of its members to decide any of the 
matters mentioned in section 53 of the Act, and the bench so 
constituted shall exercise the jurisdiction and powers vested 
in the Industrial Court. 

3. An application for review under section 27 shall ordi- 
narily be disposed of by the same bench which heard the origi- 
nal matter sought to be reviewed, provided, however, that if 
any member or members of the bench which disposed of the 
original matter has or have ceased to be a member or members 
of the Court, it shall be disposed of by a bench consisting of 
the same number of members as the bench which made the 
order sought to be reviewed. 

4. Any bench of one or more members of the Court hearing 
a matter may refer it to the full bench of the Court if, in its 
opinion, it involves complicated questions of law or fact. 

Filing of Appeals, Applications, etc. 

5. (i) Every memorandum of appeal, applications or sub- 
mission shall contain the following particulars 

(a) the names and postal addresses of the opponents on 
whom notices are to be served, 

(°) Where witnesses are to be examined, a list containing 
their full names and postal addresses. 

(«) Every memorandum of appeal shall be accompanied by 
a certified copy of the order appealed against. 

6. An appeal filed under section 18 or 26 of the Act shall 
be accompanied by three extra copies. 

Copies of Documents. 

7. Certified copies of any exhibit or order, in a proceeding 
before the Court, containing the seal of the Court, will be sup- 
plied at the rate of two annas per folio of 100 words. 
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Deposits for Notices and Summonses. 

8. A party applying for notices to opponents and sum- 
monses to witnesses shall deposit such sum of money as is neces- 
sary to cover postal registration charges. 

Allowance to Witnesses. 

9. The Court may direbt any party calling a witness to pay 
such sum as in the opinion of the Court is a reasonable com- 
pensation to such witness, having regard to his position and 
calling and for his loss of time in attending the Court. 

Affidavits. 

10. All affidavits filed in any proceeding before the Court 
shall bear a stamp of one rupee. 

Procedure in case of Application against numerous Employees 
for declaring a strike illegal. 

11. Where an application is filed by an employer for a deci- 
sion of the Court that a strike of employees is illegal under the 
provisions of the Act and the employees affected are numerous 
persons having the same interest, one or more of such employ- 
ees may, with the permission of the Court, be proceeded against 
or defended in such application on behalf of all employees so 
interested. The Court shall, in such cases, give, at the appli- 
cant's expense, notice of the filing of the application to all such 
employees, either by personal service or where from the number 
of employees or any other cause, such service is not reasonably 
practicable, by public advertisement and by causing the notice 
with its translation in the regional language or languages to be 
affixed by the applicant at the entrance through which the ma- 
jority of the employees enter the premises for their work. The 
person affixing the notice shall file lan affidavit in the Court 
of his having done so. 

• (Hi) Any employee on whose behalf the application is 
defended under sub-rule [i] may apply to the Court to be made 
a party to such application. The Court may grant such appli- 
cation if it is satisfied that his interests will be seriously affected 
to his prejudice if he is not joined as a party. 
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The Bombay Maternity Benefit Act, 1929* 

BOMBAY ACT No. VII OF 1929. 1 

[23rd May, 1929] 

Amended by Bom. Act 5 of 1934. 

Adapted and modified by the Adaptation of Indian Laws 

Order in Council. 

* 

An Act to regulate the employment of women in factories 
some time before and some time after confinement 
and to provide for the payment of maternity 
benefit to them. 

WHEREAS it is expedient to regulate the employment of 
women in factories some time before and some time after 
confinement and to provide for the payment of maternity 
benefit to them in the manner hereinafter provided ; And 
Whereas the previous sanction of the Governor General re- 
quired by sub-section (3) of section 80-A of the Government 
of India Act and the previous sanction of the Governor re- 
quired by section 80-C of the said Act have been obtained 
for the passing of this Act ; It is hereby enacted as follows: 

Short title. 

1. This Act may be called the Bombay Maternity Bene- 
fit Act, 1929. 

Extent and operation. • 

2. (1) This Act shall apply in the first instance to the 
Bombay Suburban District and the cities of Bombay, Ahme- 
dabad, Viramgam, Surat, Broach, Jalgaon, Sholapur, Bel- 
gaum, Amalner and Karachi. 2 IThe Provincial Government] 
may, from time to time, by notification in the 3 [Official 

1 For Statement of Object* and Reasons, see “ Bombay Government Gazette ”, 1928, Pt. V, 

S . 15 ; for Report of the Select Committee, see ibid , 1928, Part V, p. 182 ; and for Proceedings 
i Council, see Bombay Legislative Council Debates, 1928, Volume XXIII and 1929, 
Vol. XXV. 

2 The words “The Provincial Government” were substituted for the words “The Govern- 
ment” by the Adaptation of Indian Laws Order in Council. 

8 The words “ Official Gazette ” were substituted for the words “ Bomba v Government 
Gazette ” ibid, 

„ ♦Note.- The Act is published in the Bombay Govt. Gazette Part IV Page 82 on 28rd 
May 1929. 
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Gazette] extend* this Act to such other places as it thanks 
fit. 

/ 

(2) It shall come into operation on the first day of 
July 1929. 

Definitions. 

3. In this Act, unless there is anything repugnant in 
the subject or context, — 

(a) “Employer” includes an occupier of a factory as 
defined in the Indian Factories Act* 1911, and the 
manager of a factory. 

(b) the expressions “ employ ”, “ employed ”, “ factory ”, 
and “ inspector of factories ” shall have the same 
meanings as are respectively assigned to them under 
the 1 1ndian Factories Act, 1911. 

(c) “ maternity benefit ” means the amount of money 
payable under the provisions of this Act to a woman 
employed in a factory. 

2 1 (d) “ wages ” includes the money value of any earned 
grain concession, and any money paid to cover high 
cost of living but does not include a bonus given for 
regular attendance, or any deduction or payment 
made on account of fines.] 

Employment of or work by women in factories prohibited 
during certain period. 

4. After this Act comes into operation — 

(1) no employer shall knowingly employ a woman in 
any factory during the four weeks immediately following 
the day of her delivery ; and 

(2) no woman shall work in any factory during the four 
weeks immediately following the day of her delivery. 

Right to payment of maternity benefit. 

5. (1) Subject to the provisions of this Act, every 
woman employed in a factory shall be entitled to the pay- 

* This Act was extended to the Districts of Bast and West Khandesh, Sholapur, Dhar- 
war, Thana and Kaira and to the City of Poona with effect from 1st July 1981 (tads Political 
Department, Notification No. 8178, dated the 20th May 1981, published in the Bombay 
Government Gazette* 1981, Part I, p. 1888). 

* 1 See how the Factories Act, 1984 (25 of 1984). 

9 Clause (d) was inserted by Bom, 5 of 1984, s. 2. 
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ment of maternity benefit at the rate of eight annas a day 
n [in the cities of Bombay, Ahmedabad and Karachi, and 
elsewhere at the rate of her average daily wage calculated 
to the nearest quarter of an anna on the total wages earned 
during a period of three months immediately preceding the 
date on wh)ich she gives notice under sub-section (1) of 
section 6, or at the rate of eight annas a day, whichever is 
less] for the actual days of her absence for the period im- 
mediately preceding her confinement and for the four 
weeks immediately following her confinement as mention- 
ed in sub-section (2) : 

Provided that a woman shall not be entitled to matern- 
ity benefit unless she has been employed in the factory of 
the employer from whom she claims maternity benefit for a 
period of not less than 2 [nine] months immediately preced- 
ing the date on which she 3 [gives notice] under sub-section 
(1) of section 6. 

(2) The maximum period for which any woman shall 
be entitled to the payment of maternity benefit shall be 
3 [eight] weeks, that is to say, 4 [four] weeks up to and in- 
cluding the day of her delivery and four weeks immediately 
following that day. If a woman dies during this period the 
maternity benefit shall be payable only for the days up to 
and including the day of her death. 

Procedure regarding payment of maternity benefit. 

6. (1) Any woman employed in a factory and entitled 
to maternity benefit under the provisions of this Act, who is 
pregnant may, on any day, give notice in writing to her em- 
ployer stating that she expects to be confined within one 
month next following, that her maternity benefit may be 
paid to her, and that she will not work in any employment 
during the period for which she receives maternity benefit. 

(2) The employer shall thereupon permit such woman 
to absent herself from the factory from the following day 
until four weeks after the day of her delivery. 


1 These words, figures sad brackets were inserted, ibid, s. 8. 

2 The word “nine** was substituted for the word “six” by Bom. 8 of 1884, s. 8. 

8 The words “gives notice” were substituted for the words “notifies her intention”, ibid. 
4 The words “eight” and “four” were substituted for the words “seven” and“tiree”, 
respectively, thief. 
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Maternity benefit shall be paid by the employer to 
the woman entitled thereto after taking her wishes into con- 
sideration in any one of the following three ways, namely: 

(t) for four weeksr-Mvithin forty-eight hours of the pro- 
duction of a certificate signed by a registered 
medical practitioner certifying that the woman is 
expected to be confined within one month next fol- 
lowing, and for the remainder of the total period for 
Which she is entitled to maternity benefit under 
sub-section (2) of section 5 — within forty-eight hours 
of the production of a certified extract from a birth 
register stating that the woman has given birth to a 
child ; or 

(ii) for the period up to and including the day of de- 
livery — within forty-eight hours of the' production 
of a certified extract from a birth register stating 
that the woman has given birth to a child, and for 
the remainder of the toteil period for which she is 
entitled to maternity benefit under sub-section (2) 
of section 5 — punctually four weeks after the pro- 
duction of such certified extract from a birth regis- 
ter ; or 

(in) for the entire period for which the woman is en- 
titled maternity benefit under sub-section (2) of 
section 5 — within forty-eight hours of the produc- 
tion within, six weeks of her delivery of a certified 
extract from a birth register stating that she has 
given birth to a child ; 

Provided that no woman shall be entitled to any matern- 
ity benefit or any part thereof the payment of which is de- 
pendent upon the production of a certified extract from a 
birth register under the provisions of this sub-section unless 
such extract has been produced within six months of the day 
of her delivery. 

Payment of maternity benefit in ease of a woman’s death. 

7. If a woman entitled to maternity benefit under this 
Act dies during the period for which she is entitled to mat- 

1 This sub-section was substituted for the original sub-seetidh (3) by Born. 5 of 
1084, s. 4. 
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ernity benefit the employer shall pay the amount of matern- 
ity benefit .due, if the newly born child survives her, to the 
person who undertakes the care of the child; and if the 
child : does not survive her to her legal representative. 

No notice of dismissal to be given to a woman during period 
of maternity benefit. 

8. When a woman absents herself from work in ac- 
cordance with the provisions of this Act it shall not be law- 
ful for her employer to give her notice of dismissal during 
such absence or on such a day that the notice will expire 
during such absence. 

Forfeiture of maternity benefit. 

9. If a woman works in any factory after she has been 
permitted by her employer to absent herself under the pro- 
visions of section 6 she shall forfeit her claim to the pay- 
ment of the maternity benefit to which she is entitled. 

Penalty for contravention of the Act by an employer. 

10. If any employer contravenes the provisions of this 
Act he shall, on conviction, be liable to a fine which may ex- 
tend to five hundred rupees. 

Penalty for contravention of the Act by a woman. 

11. If any woman works in any factory within four 
weeks of the date of her delivery she shall be liable, on con- 
viction, to a fine not exceeding ten rupees. 

Cognisance of offences. 

12. (1) No prosecution under this Act shall be insti- 
tuted except by or with the previous sanction of the inspector 
of factories. 

(2) No Court inferior to that of a Presidency Magis- 
trate or of a Magistrate of the First Class shall try any 
offence against this Act or any rules thereunder. 

Limitation of prosecutions. 

13. No Court shall take cognisance of any Offence 

against this Act or any rule thereunder unless complaint 
thereof is made within six months of the date on which the 
offence is alleged to have been committed. - 
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Bales. 

14 . ( 1 ) The 1 [Provincial Government] may make 
2 rules for the purpose of carrying into effect the provisions 
of this Act. 

(2) In particular, and without prejudice to the gene- 
rality of the foregoing power, such rules may provide for,— 

3 [(a) the preparation and maintenance of a muster roll 
or register or a combined muster roll and register 
and the particulars to be entered in such muster roll, 
register or combined muster roll and register or in 
the register kept or deemed to have been kept under 
section 35 of the 4 Indian Factories Act, 1911 ; 

(b) the inspection of factories for the purposes of this 
Act by inspectors of factories ; 

(c) the exercise of powers and the performance of duties 
by inspectors of factories for the purposes of this 
Act ; 

(d) the method of payment of maternity benefit in so 
far as provision has not been made in this Act ; and 

(e) any other matter for which no provision has been 
made in this Act and for which provision is, in the 
opinion of the 1 [Provincial Government], necessary. 

(3) Any such rule may provide that a contravention 
thereof shall be punishable with fine which may extend to 
fifty rupees. 

(4) The making of rules under this section shall be 
subject to the condition of previous publication. Such rules 


1 The words ** Provincial Government *' were substituted for the words “Governor in 
Council*' by the Adaptation of Indian Laws Order in Council. 

2 For Rules under this section, see Government Notification in the G.D. No. 1066 dated 
the and August 1929, published in the Bombay Government Gazette, 1929, Part I, pp. 
1708-1705. 

For amendments in the above Rules, see — 

Political and Reforms Department Notification No. 9699-11, dated the 1st June 1988, 
published in the Bombay Government Gazette, 1988, Part I, p. 1840. 

Political and Reforms Department Notification No. 9721, dated the 7th December 
1988, published in the Bombay Government Gazette, 1988, Pan I, p. 2876. 

Political and Reforms Department Notification No. 9721, dated the 29th January 
1984, published in the Bombay Government Gazette, 1934, Pan I, p. 245. 

Political and Reforms Department Notification No. 8574-11, dated the 29th September 
1984, published in the Bombay Government Gazette, 1984, Part 1, p. 2096 ; see also Bombay 
L6cal Rules and Orders, Voi. IV, where the notifications have been reprinted. 

8 Clause (a) was substituted for the original clause (a) by Bom* 5 of 1984, a & 

4 See now the Factories Act, 1984 (25 of 1984). ' 
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shall be laid 1 [before each Chamber of the Provincial Legis- 
lature] for one month previous to the next sessidn thereof 
and shall be liable to be rescinded or modified 2 [by a Reso- 
lution in whlich both the Chambers concur]. If any rule is 
modified the 3 [Provincial Government] may accept the 
modification and reissue the rule accordingly or may rescind 
the rule. 

Copies of this Act and rules thereunder to he exhibited. 

15* 4 [An abstract] of the provisions of this Act and the 
rules thereunder in local vernacular shall be exhibited in a 
conspicuous 6 [manner] by the employer in every 6 [part of 
a] factory in which women are employed. 


The Bombay Maternity Benefit Act, 1929 

RULES. 

Bombay Castle, 2nd August 1929. 

No. 1066 . — In exercise of the powers conferred by section 14 
of the Bombay Maternity Benefit Act, 1929 (Bom. VII of 1929>, 
the Governor in Council is pleased to make the following rules, 
for the purpose of carrying into effect the provisions of the 
said Act, namely — 


Short title. 

1. These rules may be cited as the Bombay Mtatemity Be- 
nefit Rules, 1929. 

Definitions. 

2. In these rules — 

(a) “Act” means the Bombay Maternity Benefit Act, 1929. 

<b) "Inspector” means an inspector of factories appointed 
under sub-section (1) of section 4 of the Indian Fac- 
tories Act, 1911, and includes an additional Inspector 
(appointed under sub-section (4) of the said section. 


1 The word* “before each Chamber of the Provincial Legislature” were lubetituted for 
the words “on the table of the Bo&bay legislative Council 0 by the Adaptation of Indian 
Laws Order in Council. 

2 These words were inserted, ibid. 

8 The words “Provincial Government'* were substituted for the words "Governor in 
Council*’, ibid. , 

4 The words "An abstract** were substituted for the words “A oopy” by Bom* 8 of 


1984, s, 6. 
5 The 


word “manner** was substituted fbr the word "place**, ibid. 
6 The words "part of a" were inserted, ibid. 
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(c) “muster roll” means a muster roll, or register or a 
combined muster roll and register prepared and main- 
tained under rule 3 and Includes a register kept or 
deemed to have been kept under section 35 of the Indian 
Factories Act, 1911. 

Muster roll. 

3. The employer of every factory in which women are em- 
ployed shall prepare and maintain a muster roll and shall enter 
the following particulars in such muster roll, namely : — 

(a) name of woman ; 

(b) department in which employed and name of factory ; 

(c) ticket or departmental number ; 

(d) dates with month and year on which employed and not 
employed ; 

(e) total days employed in the payment period ; 

(/) in the case of factories situated in places other than the 
cities of Bombay, Ahmedabad and Karachi : — 

(i) “wages” as defined in section 3(d) of the Act; 

(ii) average daily wage calculated to the nearest quar- 
ter of an annia on the total wages earned during a 
period of three months immediately preceding the 
date on which the woman gives notice under section 
6(1) of the Act; 

(g) date on which the woman gives notice under section 
6(1) of the Act; 

(A) date of birth of child ; 

( i ) date of production of a certificate signed by a registered 
medical practitioner certifying that the woman is ex- 
pected to be confined within one month ; 

(j) date of production of certified extract from birth re- 
gister ; 

(k) date of first payment of maternity benefit and amount 
of same ; 

(l) date of subsequent payments of maternity benefit and 
amounts of same ; 

(m) if the womian dies, amount of maternity benefit paid 
and date of payment and the names of persons to whom 
paid ; and 

(n) remarks column for the use of the Inspector only. 

All entries in the muster roll shall be maintained up-to-date 
and shall always be available for inspection by the Inspector. 

The employer may enter in the muster roll such other par- 
ticulars as may be required for any other purpose. 
Responsibility of Inspector. 

4. The Inspector shall be primarily responsible for the ad- 
ministration of the Act within the area assigned to him under 
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the Indian Factories Act, 1911 ; provided that in areas where 
there are more than one inspector, the Commissioner of Labour 
may allocate the factories within such Areas to such inspector 
as he shall deem proper. 

Powers of Inspector. 

5. (1) The Inspector may, within the area for which he is 
appointed, examine the muster roll maintained under rule 3 
and shall have power to make such enquiries and to require 
the production of such papers or documents as he considers 
necessary for the purpose of ascertaining whether the provi- 
sions of the Act and of these rules are properly carried out in 
any factory or not ; provided that he shall not require any em- 
ployer to answer lany question or to give any evidence tending 
to criminate himself. 

(2) Every notice given under sub-section (1) of section 6 
of the Act and every receipt for maternity benefit paid to any 
person under the provisions of the Act or of these rules shall, 
on demand, be produced before the Inspector. 

Penalty. 

6. If any employer contravenes the provisions of rule 3 he 
shall be liable, on conviction, to a fine not exceeding fifty rupees. 

7. Any person who wilfully obstructs an Inspector in the 
exercise of his powers or the performance of his duties or fails 
to produce on demand the muster roll, or notices given under 
section 6(1) of the Act or receipts for maternity benefits paid 
or other papers or documents necessary to enable the Inspector 
to ascertain that the provisions of the Act and these rules have 
been complied with, shall be liable, on conviction, to a fine not 
exceeding fifty rupees. 

Return. 

8. Every employer of women in a factory shall furnish to 
the Chief Inspector of Factories by the 15th day of January 
in each year a return in the form of Schedule I to these rules. 

Records. 

9. Records relating to the payment of maternity benefit 
under the provisions of the Act or these rules shall be preserved 
for a period of two years from the date of their preparation. 

Liability of an employer for maternity benefit on closing of 
factory. 

10. A woman entitled to maternity benefit shall not be 
deemed dismissed within the provisions of section 8, if she is 
discharged on account of the closing of the factory in which she 
is employed. 
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Exhibition of abstract of provisions of Act and rales. 

11. The abstract of the provisions of the Act and rules in 
the local vernacular required to be exhibited by section 15 of 
the Act shall be in such form as the Chief Inspector of Fac- 
tories may approve and be exhibited in such manner as he may 
require. The Chief Inspector of Factories may prepare an ab- 
stract and supply copies to employers who make an application 
for the same to the Inspectors at Bombay and Ahmedabad. 


SCHEDULE I. 

(See rule 8.) 

Return to be submitted to the Chief Inspector of Factories on 
or before the 15th January each year. 

Nlame of Factory. 

Name of Occupier. 

Name of Manager. 

Year ending 31st December 194 . 

Average number of women employed daily. 

Number of women who claimed maternity 
benefit under section 6(1) of the Act. 

Number of women who were paid maternity 
benefit for actual births. 

Number of other persons who were paid 
maternity benefit (section 7). 

Total amount of maternity benefit paid. 


(Signature 


Employer. 
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The Bombay Shops and Establishments 
Act 1939* 

BOMBAY ACT No. XXIV OF 1939. 

(First published, after having received the assent of the 
the Governor, in the “Bombay Government Gazette” 
on the 2nd November 1939.) 

An Act to make provision for the regulation of hours 
of work in shops, commercial establishments restaurants, 
eating houses, theatres apd other establishments. 

WHEREAS it is expedient to make provision for the regula- 
tion of hours of work in shops, commercial establishments 
restaurants, eating houses, theatres and other establishments 
and for certain other purposes hereinafter specified ; It is 
hereby enacted as follows > — 

Short title, extent and operation. 

1. (1) This Act may be called the Bombay Shops and 
Establishments Act, 1939. 

(2) It extends to the whole of the Province of Bom- 
bay. 

(3) It shall come into force in the first instance only in 
the City of Bombay, the Ahmedabad Municipal Borough and 
Cantonment, the Poona City and Suburban Municipal 
Borough, the Poona Cantonment, the Sholapur M unic ipal 
Borough and the Hubli Municipal Borough ; but the Provin- 
cial Government may by notification in the Official Gazette 
direct that all or any of the provisions of this Act shall come 
into force in any other area on such date as may be specified 
in such notification. 

CHAPTER I. 

PRELIMINARY. 

Definitions. 

2. In this Act unless there is anything repugnant in the 
subject or context — 

and Nov^Si™* Aot 18 Published in the Bombay Government Gazette Part IV Page 628 on 
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(1) “Child” means a person who has not completed 
his twelfth year. 

Provided that in any area for which a scheme of com- 
pulsory primary education has been sanctioned under the 
Bombay Primary Education Act, 1923, the expression 
“ child ” shall have the same meaning as it has in the said 
Act with reference to primary education. 

(2) “ Closed ” means not open for the service of any 
customer. 

(3) “ Commercial Establishment ” means an establish- 
ment which is not a shop but which does the business of ad- 
vertising, commission, forwarding or commercial agency, or 
which is a clerical department of a factory or of any indus- 
trial or commercial undertaking or which is an insurance 
company, joint stock company, bank, brokers’ offece, ex- 
change or such other class of establishments as the Provincial 
Government may by notification in the Official Gazette de- 
clare to be a Commercial Establishment for the purposes of 
this Act. 

(4) “ Day ” means the period of twenty-four hours be- 
ginning at midnight : 

Provided that in the case of a person employed whose 
hours of work extend beyond midnight, day means the 
period of twenty-four hours beginning when such employ- 
ment commences irrespective of midnight. 

(5) “ Employer ” means a person having charge of or 
owning the business of an establishment to which this Act 
applies and includes the manager, agent or any other person 
acting in the general management or control of such shop, 
restaurant, theatre or establishment. 

(6) “ Establishment to which this Act applies ” means 
a shop, commercial establishment, restaurant, eating house, 
theatre or any other place of public amusement or enter- 
tainment or any other establishment in respect of which a 
declaration is made under section 18. 

(7) “ Factory ” means any premises which is a factory 
within the meaning of clause (j) of section 2 of theFactories 

M 



889 LABOUR AND FACTORY LEGISLATION 

Act, 1934, or which is declared to be a factory under section 
5 of the said Act. 

(8) “ Inspector ” means an inspector appointed under 
section 25. 

(9) “ Local authority ” means a Municipality constitut- 
ed under the City of Bombay Municipal Act, 1888, the Bom- 
bay District Municipal Act, 1901, or the Bombay Municipal 
Boroughs Act, 1925, or a local board constituted under the 
Bombay Local Boards Act, 1923. 

(10) “ Member of family of an employer ” means the 
husband, wife or children, father or mother, brother or sister 
of an employer who lives with and is dependent on such 
employer. 

(11) “Opened” means opened for the service of any 
customer. 

(12) “ Periods of work ” means the time during which 
a person empoyed is at the disposal of the employer. 

(13) “ Person empoyed ” means — 

(i) in the case of a shop, a person wholly or principally 
employed in the shop in connection with the busi- 
ness of the shop ; 

(ii) in the case of a factory, a member of the clerical 
staff employed in such factory ; 

(Hi) in the case of a commercial establishment other 
than a factory, a person wholly or principally em- 
ployed in connection with the business of the estab- 
lishment and includes a peon ; 

(iu) in the case of a restaurant or eating house, a per- 
son wholly or principally employed in the prepa- 
ration or the serving of food or drink or in attend- 
ance upon a customer or in cleaning any part of 
the premises or utensils used on such premises or 
as a clerk or cashier ; and 

(v) in the case of a theatre or other establishment of 
public entertainment, a person employed as an 
operator, clerk, door-keeper, usher or in similar 
other capacity ; 
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but does not include the employer or a member of his 
family. 

(14) “Prescribed” means prescribed by rules made 
under this Act. 

(15) “ Residential Hotel ” means any premises in which 
bona fide business is carried on for the supply of dwelling 
accommodation and meals on payment of a sum of money 
to a traveller or any member of the public or class of the 
public. 

(16) “ Restaurant or Eating House ” means any premis- 
es in which is caried on wholly or principally the business of 
the supply of meals or refreshments to the public or a class 
of the public for consumption on the premises but does not 
include a restaurant attached to a theatre. 

(17) “ Shop ” means any premises where goods are sold 
either by retail or wholesale or both or where services are 
rendered to customers and include offices, store rooms, go- 
downs or warehouses, whether in the same premises or 
otherwise, used in connection with such trade or business 
but does not include a restaurant, eating house or a com- 
mercial establishment. 

(18) “ Theatre ” includes any place intended princi- 
pally or wholly for the representation of moving pictures or 
for dramatic performances. 

(19) “Week” means the period of seven days begin- 
ning at midnight of Saturday. 

(20) “Young person” means a person who is not a 
child and has not completed his seventeenth year. 

References to time of day. 

3. References to the time of day in this Act are re- 
ferences to Indian standard time which is five and a half 
horns ahead of Greenwich mean time. 

Act not applicable to certain persons and establishments. 

4. (1) Nothing in this Act shall apply to — 

(a) persons occupying positions of management or em- 
ployed in a confidential capacity ; 
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(b) persons whose work is inherently intermittent such, 
as a traveller, a canvasser, a watchman or a carer 
taker ; 

(c) persons exclusively engaged in preparatory or com- 
plementary work, such as clearing or forwarding 
clerks responsible for the despatch of goods by rail 
or other means of communication and for customs 
formalities or messengers ; 

( d ) persons exclusively employed in the collection, de- 
livery or conveyance of goods : 

(e) Government offices and offices of local authorities ; 

(/) establishments for the treatment or the care of the 

sick, infirm, destitute or mentally unfit ; 

(9) persons employed in such chemist’s or druggist’s 
shops as are approved by the Provincial Govern- 
ment by a general or special order in this behalf ; 

( h ) clubs and residential hotels ; 

(i) stalls and refreshment rooms at railway stations, 
docks and wharves ; 

(j) bazaars or fairs for the sale of work for charitable or 
other purposes from which no profit is derived ; and 

(k) any other establishment or class of establishments 
or person or class of persons which the Provincial 
Government may, by notification in the Official 
Gazette, exempt from the operation of this Act. 

(2) Notwithstanding anything contained in sub-section 

(1) the Provincial Government may by notification in the 
Official Gazette direct that any of the persons or establish- 
ments specified therein shall not be exempt from the opera- 
tion of this Act. 


CHAPTER II. 

*=■ SHOPS. 

Opening and closing hours of shop. 

5. (1) Save as provided by or under any other enact- 
ment for, the time being in foroe, no shop shall on any day — 

(a) be opened earlier than such hour as may be fixed by 
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the Provincial Government by A general or special 
order in this behalf, and 

(b) be closed later than 9 p.m. or such other earlier hour 
as may be fixed by the Provincial Government by a 
general or special order in this behalf : 

Provided that any customer who was being served or 
was waiting to be served at such closing hour in any shop 
may be served in such shop during the quarter of an hour 
immediately following such hour. 

(2) An order under sub-section (1) shall be passed by 
the Provincial Government after making an enquiry in the 
prescribed manner. 

Hawking prohibited after closing hour. 

6. Save as otherwise provided in this Act or by or under 
any other enactment, no person shall after the closing hour 
fixed under section 5 carry on in or adjacent to a street or 
a public place the sale of any goods : 

Provided that nothing in this section shall apply to the 
sale of newspapers. 

Daily hours of work in a shop. 

7. (1) Subject to the provisions of sub-section (2), no 
person employed in any shop shall be required or allowed 
to work in such shop for more than nine and a half hours 
in any day. 

Provided that any such person may be allowed to work 
in such shop for any period in excess of the limit fixed under 
sub-section (1), if such period does not exceed in aggregate 
one hundred and twenty hours in any calendar year. 

(2) No person employed in any shop shall be required 
or allowed to work in such shop for more than seven hours 
in any day unless he has had- an interval for rest of at least 
one hour : 

Provided that no person so employed shall be required 
or allowed to work in such shop for more than ’five hours in 
any day unless he has had an interval of rest for at least 
half an hour. 
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Spread over of periods of work. 

8. The periods of work and intervals of rest of a person 
employed in a shop shall be so arranged that they shall not 
be together spread over more than twelve hours in any day : 

Provided that in cases where any shop is on any day en- 
tirely closed for a continuous period of not less than three 
hours between the opening and the closing time the periods 
of work and intervals of rest may be spread over fourteen 
hours in that day. 

Holidays in a week. 

9. (1) Every person employed in a shop shall be given 
at least one day in a week as a holiday : 

Provided that nothing in this sub-section shall apply 
to any person whose total period of employment is less than 
six days. 

(2) No deduction shall be made from the wages of any 
person employed in a shop on account of any holiday given 
to him under sub-section (1). 

CHAPTER III. 

COMMERCIAL ESTABLISHMENTS 

Opening And closing hours of commercial establishments. 

10. (1) Save as provided by or under any other enact- 
ment for the time being in force, no commercial establish- 
ment shall, on any day, be opened earlier than and closed 
later than such hour as may be fixed by a general or special 
order of the Provincial Government made under sub- 
section (2). 

(2) The Provincial Government may by general or 
special order fix the time at which any commercial estab- 
lishment or any class of such establishments shall be opened 
or closed in any local area. Such order shall be passed after 
making an inquiry in the prescribed manner. 

Monthly and daily hours of work in a commercial establish- 
ment. 

11; (1) Subject to the provisions of sub-section (2), 
no person employed in any commercial establishment shall 
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be required or allowed to work in such establishment for 
more than two hundred and eight hours in a month : 

• Provided that any such person may be allowed to work 
in such establishment for more than two hundred and eight 
hours in any month during stock-taking, making of accounts, 
settlement or other prescribed occasions : 

Provided further that the total number of hours for 
which such person is allowed to work in excess of the maxi- 
mum number of hours prescribed for every month under 
this section does not exceed one hundred and twenty in any 
calendar year. 

(2) No person employed in any commercial establish- 
ment shall be required or allowed to work in such establish- 
ment for more than seven hours in any day unless he has 
had an interval for rest of at least one hour : 

Provided that no person so employed shall be equired or 
allowed to work in such establishment for more than four 
and a half hours in any day unless he has had an interval for 
rest of at least half an hour. 

Spread over of periods of work. 

12. The periods of work and intervals of rest of a per- 
son empoyed in a commercial establishment shall be so 
arranged that they shall not together be spread over more 
than twelve hours in a day : 

Provided that the Provincial Government may by rules 
made in this behalf fix, on not more than six days in a 
calendar year, any period in excess of the period prescribed 
under this section for which on account of stock-taking 
making of accounts, settlements or othe prescribed 
occasions the person employed may be required to work. 

Holiday in a week. 

13. (1) Every person employed in a commercial 
establishment shall be given at least one day in a week as 
a holiday : 

• Provided that nothing in this sub-section shall apply to 
any person whose total period of employment is less than 
sik days. 
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- (2) No deduction shall be made from the wages of 
any person employed in a commercial establishment on ac* 
count Of any holiday given to him under sub-section (1). 

CHAPTER IV. 

RESTAURANTS, EATING HOUSES, THEATRES OR 
OTHER PLACES OF PUBLIC AMUSEMENT 
AND ENTERTAINMENT. 

Restaurants, eating houses not to sell goods of the kind sold 
in the shops after the closing hour of the shops. 

14. After the hour fixed for closing of shops under sec- 
tion 5, no goods of the kind sold in such shops shall be sold 
in any restaurant, eating house, theatre or any other place 
of public amusement or entertainment except for consump- 
tion on the premises. 

Daily hours of work in restaurant, etc. 

15. (1) Subject to the provisions of sub-section (2), 
no person employed in any restaurant, eating house or 
theatre or any other place of public amusement or enter- 
tainment shall be required or allowed to work in such restau- 
rant, eating house or theatre or such place for more than ten 
hours in any day. 

(2) No such person shall be required or allowed to 
work in such restaurant, eating house, or theatre or place 
of public amusement or entertainment as the case may be, 
for more than eight hours in any day unless he has had an 
interval for rest of at least one hour : 

Provided that no person so employed shall be so required 
or allowed to work in such restaurant, eating* house or 
theatre or place of public amusement or entertainment for 
more than six hours in any day unless he has had an inter- 
val for rest of at least half an hour. 

Spread over of periods of work. 

16. The periods of work and intervals of rest of a per- 
son employed in a restaurant, eating house, theatre or any 
other place of public amusement or entertainment shall be 
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so arranged that they shall not together be spread over more 
than fourteen hours in any day. 

Holiday in a week. 

17. (1) Every person empoyed in a restaurant, eating 
house, theatre or any other place of public amusement or 
entertainment shall be given at least one day in a week as 
a holiday : 

Provided that nothing in this sub-section shall apply to 
any person whose total period of employment is less than 
six days. 

(2) No deduction shall be made from the wages of any 
person employed in a restaurant, eating house, theatre or a 
place of public amusement or entertainment on account of 
. any holiday given to him under sub-section (1). 

CHAPTER V. 

OTHER ESTABLISHMENTS. 

Power to Provincial Government to apply provisions of Act 
to other establishments. 

18. (1) Notwithstanding anything contained in this 
Act, the Provincial Government may, by notification in the 
Official Gazette, declare any establishment or class of estab- 
lishments to which this Act does not for the time being 
apply to be an establishment or class of establishments for 
the purposes of this Act. 

(2) On such declaration, such establishment or class 
of establishments shall be deemed to be an establishment or 
class of establishments to which this Act applies and all or 
any of the provisions of this Act 'with such adaptation or 
modification as may be specified in such declaration shall 
apply to such establishment or class of establishments. 

CHAPTER VI. 

PROVISIONS FOR CHILDREN AND YOUNG PERSONS, 

No child to work in any establishment. 

Ik No child shall be allowed to work in any establish* 
meat to which this Act applies. 
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Young persons to work between 6 a m. and 7 p.m. only. 

20. No young person shall be allowed to work in any' 
establishment to which this Act applies before 6 a.m. and 
after .7 p.m. 

Hours of work of young person limited to 42 hours in a week 
and 8 per day. 

21. (1) Notwithstanding anything contained in this 
Act, ho young person shall be allowed to work in any estab- 
lishment to which this Act applies for more than forty-two 
hours in a week or for more than eight hours in a day. 

(2) No such person shall be allowed to work in such 
establishment for more than four hours in any day unless 
he has had an interval of rest for at least half an hour. 

i 

CHAPTER VII. 

ENFORCEMENT AND PENALTIES. 

Powers and duties of local authorities. 

22. Save as otherwise provided in this Act it shall be 
the duty of every local authority to enforce, within the area 
subject to its jurisdiction, the provisions of this Act, subject 
to such supervision of the Provincial Government as may 
be prescribed : 

Provided that in respect of the areas not subject to the 
jurisdiction of any local authority, it shall be the duty of 
the Provincial Government to enforce the said provisions. 

Power of Provincial Government to provide for performance 
of duties on default by local authority. 

23. (1) If any local authority makes default in per- 
formance of any duty imposed by or under this Act, the Pro- 
vincial Government may appoint some person to perform it 
and may direct that the expense of performing it with a 
reasonable remuneration the person appointed to perform 
it shall be paid forthwith by the local authority. 

(2) If the expense and remuneration are not so paid, 
the Provincial Government may notwithstanding anything 
' contained in any law relating to the municipal &md or local 
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fund or any other law for the time being in force, ma he an 
order directing the bank in which any moneys of the local 
authority are deposited or the person in charge of the local 
Government Treasury or of any other place of security in 
which the moneys of the local authority are deposited to pay 
such expense and remuneration from such moneys as mag 
be standing to the credit of the local authority in such bank 
or may be in the hands of such person or as may from, time 
to time to be received from or on behalf of the local 
authority by way of deposit by such bank or person; and 
such bank or person shall be bound to obey such order. 
Every payment made pursuant to such order shall be a 
sufficient discharge to such bank or person from all liabi- 
litity to the local authority in respect of any sum or' sums 
so paid by it or him out of the moneys of the local autho>- 
rity so deposited with such bank or person. 

Expenses of local authority to be paid out of its fund. 

24. Notwithstanding anything contained in any enact- 
ment in regard to any municipal or local fund, all expenses 
incurred by a municipality or a local board under and for 
the purposes of this Act shall be paid out of the municipal 
or local fund, as the case may be. 

Appointment of Inspectors. 

25. (1) Every local authority shall appoint a sufficient 
number of persons with the prescribed qualifications as In- 
spectors for the area subject to its jurisdiction as it may deem 
fit for the purpose of carrying out the provisions of this Act. 

(2) In areas which are not subject to the jurisdiction 
of any local authority, the Provincial Government shall 
appoint Inspectors with the prescribed qualifications. 
Powers and duties of Inspectors. 

26. Any Inspector appointed under section 25 may at 
all reasonable times enter into any place which is or which he 
has reason to believe is an establishment to which this Act 
applies with such assistants being persons in the service 
of the Crown or of the local authority, as the case may be, 
and* make such examination of the premises and of the pres- 
cribed registers, records and notices, as may be prescribed. 
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Inspectors to be public servants. 

27. Every Inspector appointed under section 25 shall 
be deemed to be a public servant within the meaning of 
section 21 of the Indian Penal Code. 

Penalty for obstructing Inspector, etc. 

28. Any person who wilfully obstructs an Inspector in 
the exercise of any power conferred on him under this Act 
Or who fails to comply with a lawful direction made by an 
Inspector shall, on conviction, be punishable with fine which 
may extend to Rs. 250i 

Maintenance of registers and records and display of notices. 

29. Subject to the general or special orders of the Pro- 
vincial Government, an employer shall maintain such re- 
gisters and records and display such notices as may be 
prescribed for carrying out the provisions of this Act. 

Penalties for offences. 

30. (1) Any employer who contravenes the provi- 
sions of sections 5 and 7 to 21 (both inclusive) shall, on con- 
viction, be punishable with fine which may extend to Rs. 25 
for the first offence and to Rs. 250 for every subsequent 
offence after his conviction for the first offence. 

(2) Whoever contravenes the provisions of section 6 
shall, on conviction, be punishable with fine which may ex- 
tend to Rs. 10 for the first offence and to Rs. 100 for any sub- 
sequent offence after his conviction for the first offence. 

CHAPTER VIII. 

MISCELLANEOUS. 

Exemption. 

31. The Provincial Government may, by notification in 
the Official Gazette, suspend the operation of all or any of 
the provisions of this Act for such period and subject to such 
conditions as it deems fit on account of any prescribed holi- 
days or occasion. 

Wages for over-time work. 

32. Where any person employed in any establishment 
to which this Act applies is required to work in excess of 
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the limit of hours of work he shall be entitled in respect of 
the over-time work to wages at the rate of IV4 times his 
ordinary rate of wages. 

Explanation. 

For the purposes of this section — 

(1) The expression “limit of hours of work” shall 
mean — 

(a) in case of persons employed in a shop nine and a 
half hours in each day ; 

(b) in case of persons employed in a commercial estab- 
lishment two hundred and eight hours in a month ; 

(c) in case of persons employed in a restaurant, eating 
house, theatre or any other place of public amuse- 
ment or entertainment ten hours in each day; and 

(d) in case of persons employed in any other establish- 
ment such hours as may be prescribed ; and 

(2) the expression “ ordinary rate of wages ” shall 
mean such rate of wages as may be calculated in the manner 
prescribed. 

Rules. , 

33. (1) The Provincial Government may make rules 

to carry out the purposes of this Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing provision such rules may be made 
for all or any of the following matters, namely : — 

(i) the manner of making inquiry under sub-section 
(2) of section 5 ; 

(ii) the manner of making inquiry under sub-section 
(2) of section 10 ; 

(iii) the occasions on which the hours of work may 
exceed 208 in a month under section 11 ; 

(iu) fixing excess period for work under section 12 ; 
(v) the supervision which the Provincial Govern- 
ment shall exercise over local authority under 
section 22 ; 

(in) the qualifications of Inspectors under section 25 ; 
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(trii) the examination to be made of premises and of 
prescribed registers, records and notices under 
section 26 ; 

(wit) the registers and records to be maintained and 
the notices to be displayed under section 29 ; 

(ix) the period for which, the conditions subject to 
which and the holidays and occasions on which, 
the operation of- the provisions of this Act may 
be suspended under section 31 ; and 

(x) the limit of hours of work under clause (1) (d) 
and the manner of calculating the ordinary rate 
of wages under clause (2) of the Explanation to 
section 32. 

(3) The rules made shall be subject to the condition of 
previous publication and when so made shall be deemed to 
be part of this Act. 

(4) The rules may provide that any contravention 
thereof shall, on conviction, be punishable with fine which 
may extend to Rs. 50. 

Bye-laws. 

34. Save in regard to the matters for which provision 
is made for rules under section 33, a local authority may, 
subject to the previous sanction of the Provincial Govern- 
ment, make bye-laws not inconsistent with this Act or rules 
thereunder for the purpose of carrying out the provisions of 
this Act. 

Bights and privileges under other law etc. not affected. 

35, Nothing in this Act shall affect any rights or privi- 
leges which any person employed in any establishment to 
which this Act applies is entitled to at the date this Act 
comes into force under any other law, contract, custom or 
usage applicable to such establishment, if such rights or pri- 
vileges are more favourable to him than those to which he 
would be entitled under this Act. 
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The Bombay Shops and Establishment Act, 

1939 

Rules 

Bombay Castle, 8th October 1940. 

No. 143/34. — In exercise of the powers conferred by section 
33 of the Bombay Shops and Establishments Act, 1939 (Bom. 
XXTV of 1939), the Government of Bombay is pleased to make 
the following rules to carry out the purposes of the Act, name- 
ly 

Short title. 

1. These rules may be called the Bombay Shops and Esta- 
blishments Rules, 1940. 

Definitions. 

2. In these rules, unless there is anything repugnant in 
the subject or context — 

(a) “the Act” means the Bombay Shops and Establish- 
ments Act, 1939 ; 

(b) “ Form ” means a form appended to these rules ; 

(c) “ Government ” means the Government of Bombay ; 
1 (cc) “Regional language” means any one of the following 

languages, namely : — 

In the City of Bombay, Marathi, Gujerathi or Hindu- 
stani (Devnagari and Urdu script) and elsewhere, 
Marathi, Gujerathi, Kannada or Hindustani (Dev- 
nagiari or Urdu script). 

( (d) “ Section ” means a section of the Act ; 

(e) Words and expressions used in the Act and not defined 
in these rules shall have the meanings assigned to them 
in the Act. 

Enquiry by Government before passing orders fixing opening 
and closing hours of shops. 

3. (1) Government shall make the enquiry under sub- 
section (2) of section 5 in the manner prescribed in this rule. 

(2) Before passing an order under sub-section (1) of sec- 
tion 5. Government shall give notice of its intention to pass such 
order. The notice , shall be in Form A, and shall, unless a copy 
of the order proposed to be passed is annexed to it, specify the 
area and the shop or shops or class or classes of shops to which 
the order shall apply, the hours of opening or the hours of 
closing, or both, which are proposed to be fixed and the days in 
respect of which such hours are so proposed to be fixed. The 

1 Vide G. of B. Gai. hurt IV B, p. 140 of 1S/4/4S 
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notice shell also state that objections and suggestions with 
respect to such orders, if any, may be sent to the officer men- 
tioned in the notice within one month from the date of such 
notice. 

(3) The copies of the notice shall be affixed at such public 1 
places in the area to which the order is proposed to be applied 
as Government may deem fit. Copies of the notice shall be 
sent to the Local Authority in whose jurisdiction such area is 
situated and to such associations, trade unions or other organi- 
zations as Government may deem fit. The notice shall also be 
published in not less than one newspaper having circulation 
in such area. 

(4) Government shall consider all objections and sugges- 
tions received under sub-rule (2) before passing the order under 
sub-section (1) of section 5. 

Enquiry by Government before passing orders fixing opening 
and closing hours of Commercial Establishments 

4. The provisions of rule 3 shall mutatis mutandis apply 
to an enquiry to be made by Government under sub-section (2) 
of section 10. 

Occasions on which the prescribed monthly hours of work In 
commercial establishments may be exceeded. 

5. A person employed in a commercial establishment may 
be allowed to work for more than 208 hours in any month in 
times of emergencies which could not have been prevented or 
foreseen by the employer and which interfere with the normal 
working of the establishment or in times when serious material 
damage is caused to the establishment by occurrences such as 
fire or earthquake. 

Spreadover of extended periods of work on account of stock- 
taking, making of accounts, settlements and other pres- 
cribed occasions. 

6. On not more than six days in a. calendar year on which 
on account of stock-taking, making of accounts, settlements or 
other occasions prescribed in rule 5, persons employed in a com- 
mercial establishment may be required to work in excess of the 
period prescribed in section 12, the periods of work and inter- 
vals of rest shall be so arranged that they shall not together 
be spread over more than 16 hours on any day. 

Notice to lie given to Inspector when periods of work are to be 
extended. 

7. Notice of the intention to require persons employed In 
a commercial establishment to work on any day in excess of 
the period of twelve hours prescribed in section 12 be 
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given i either In English or in a regional language to the Inspector 
within whose Jurisdiction such establishment Is situated at 
least 24 hours before such day: 

Provded that If the employer for reasons beyond his control 
Is unable to give the requisite notice at least 24 hours before 
such day, he shall give the notice on such day. 

Supervision to be exercised by Government over Local Authority. 

8. (1) Every Local Authority shall, within three months 
of the close of any year, submit to Government a report on the 
working of the Act within the area subject to its jurisdiction 
during such year. 

(2) Government may call for such other reports and infor- 
mation as it may consider necessary and may give such direc- 
tions to the Local Authority as may appear to it necessary for 
the proper enforcement of the Act. 

Provisions regarding Inspectors. 

9. (1) No person shall be appointed to be an Inspector 
under this Act unless he is a graduate of a recognised University 
and is able to speak, read and write the regional language of the 
area for which he is to be appointed as an Inspector: 

Provided that in special circumstances a person who is not 
a graduate may be appointed to be an Inspector under this Act 
with the previous sanction of Government. 

(2) No person shall be appointed to be an Inspector under 
this Act or, having been so appointed, shall continue to hold 
office, who is or becomes directly or indirectly interested in 
any establishment to which this Act applies in the area for 
which he is to be or has been appointed. 

Manner of examination of premises etc., by the Inspectors. 

10. (1) An Inspector, making an examination under sec- 
tion 26, shall make such examination of the premises and of 
the prescribed registers, records and notices as may appear to 
him necessary for the purpose of satisfying himself that the 
provisions of the Act, of these rules and any orders passed by 
the local authority or Government under the Act are being 
properly observed. In particular, he shall satisfy himself — 

(1) that the registers, records and notices required to be 
maintained or exhibited under the Act or these rules 
are properly maintained or exhibited *, 

(ft) that the intervals of rest and the holidays required to 
be granted under the Act are granted and that the 
limits of hours of work and spreadover laid down under 
the Act are not exceeded ; 


.1 VW« Q. of B. Gw. Put IV B, p. fl of 14/1/48 
•7 
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(Hi) that the provisions of the Act relating to the payment 
foe overtime work are duly observed ; 

(iv) that no child Is allowed to work m any establishment 
to which the Act applies ; and 

(d) that the provisions of the Act and any orders issued* 
by Government regarding the opening or closing hours 
are duly observed. 

(2) For carrying out such examination, the inspector may 
interrogate such persons on the premises, as he may deem ne- 
cessary, provided that no such person shall be required under 
this rule, to answer any question the answer to which might 
tend to criminate him. 

Ascertainment of age by the Inspectors. 

.11. (1) An Inspector may require an employer to produce 
a certificate of age from a . registered medical practitioner in 
respect of any person employed by him. 

(2) Such certificate shall be in Form B. 

Maintenance of registers and records and display of notices. 

12. (1) Every employer shall maintain a register of em- 

ployment in Form C, provided that where the opening and clos- 
ing hours are ordinarily uniform the employer may maintain 
such Register in Form D. 

(2) Notwithstanding anything contained in sub-rule (1), 
an employer may, instead of maintaining a register as provided 
in the said sub-rule, exhibit in his establishment, a notice spe- 
cifying the daily hours to be worked by, and intervals for rest 
and meals to be allowed to, the persons employed. The notice 
shall be in Form E and shall be exhibited not later than the 
closing hour on the Saturday immediately preceding the first 
week in which the hours of work shall be as specified in such 
notice. It shall continue to be exhibited so long as the hours 
of work specified in it are observed. 

(3) Where an employer has exhibited the notice referred 
to in sub-rule (2), he shall keep a record of hours of work in 
Form F: 

(4) Every employer shali exhibit in his establishment a 
notice in Form G, specifying the day or days of the week on 
which the persons employed by him shallbe given a holiday. 
The notice shall be exhibited before the persons to whom it re- 
lates cease work on the Saturday immediately preceding the 
first week during which it Is to have effect. 

-(5) Every employer shall exhibit In his establishment a 
notice containing such extracts of the Act and these rules, in 
English and in the regional language of the majority of the 
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persons employed by him, as the local Authority or Government 
may direct. 

(6) Any notice required to be exhibited under these rules 
Shall be exhibited in such manner that it can be readily seen 
and read by any person whom it affects and shall be renewed 
Whenever it becomes defaced or otherwise ceases to be clearly 
legible. 

(7) In any register or record which an employer is required 
to maintain under these rules the entries relating to any day 
shall be made on such day. 

(8) The registers, records and notices relating to any 
calendar year shall be preserved till the end of the next calen- 
dar year. 

(9) If on an application made by an employer in writing, 
the local authority or Government, as the case may be, is 
satisfied that any muster roH, register or record maintained by 
such employer gives in respect of all or any of the persons em- 
ployed in his establishment the particulars required to be 
shown in any register, record or notice prescribed under this 
rule, the local authority or Government, as the case may be, 
may by order in writing direct that such muster roll, register or 
record shall to the corresponding extent be maintained in place 
of such register, record or notice, as the case may be. 

(9A);i Save as otherwise prescribed in sub-rule (5), all 
registers, records, muster rolls and' notices required to be main- 
tained, exhibited or given under the rule shall be either in Eng- 
lish or regional language. 

(10) Every employer shall maintain a visit book in which 
an Inspector visiting the establishment may record his remarks 
regarding any defects that may come to light at the time of his 
Inspection and shall produce it whenever required to do so by 
any Inspector. 

Suspension of the provisions of the Act. 

13. Government may suspend the operation of the pro- 
visions of the Act under section 31 at the time of the following 
holidays and occasions : — 

. Christmas holidays. 

Divall holidays. 

. Pateti holidays. 

•Jamshedi Navroz. 

Ramzan and Ramzan Id. 

Any occasion on which a public emergency is declared in 
this behalf by Government. 

7 Vide G. of B. Gu. Part IV B. p. 6 of 14 / 1 / 48 . I 
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Public lairs or exhibitions of religious festivals recognised in 
this behalf by Government. 

Maimer of calculating the ordinary rate of wages. 

14, For the purpose of clause (2) of the Explanation to 
section 32 the “ ordinary rate of wages ” per hour shall be cal- 
culated in the following manner : — 


Ordinary rate of wages per hour 


Persons employed 

If the person is 
employed on 
daily wages 

If the person is 
employed on 
monthly wages 

If the person is 
employed on 
yearly wages 

(1) A person employed 
in a shop. 

2/10 of the amount of 
daily wages 

1/247 of the amount 
of monthly wages 

1/2064 of the amount 
of yearly wages 

(2) A person employed 
in a commercial 
establishment. 

1/8 of the amount of 
daily wages 

1/208 of the amount 
of monthly wages 

1/2406 of the amount 
of yearly wages 


1/10 of the amount of 
daily wages 

1/280 of the amount 
of monthly wages 

1/8120 of the amount 
of yearly wages 


Penalty. 

15. Any person contravening any of the provisions of rule 
6, 7 or 12 shall, on conviction, be punishable with fine which, 
may extend to Rs. 50. 


FORM A. 

(Rules 3 and 4). 

Notice is hereby given that the Provincial Government pro- 
poses to pass an order under sub-section (l) of section ^ °* 
the Bombay Shops and Establishments Act, 1930, that with 

effect from no ■ oiammJSSLrnmmt situated in 

shall be opened on any day earlier than and/or 
shall be closed on any day later than 

Any person wishing to make any objection or suggestion 
with respect to the above order shall send in writing to the 
Commissioner of Labour before the day of 

1940. 

Dated this day of 1940. 

Chief Secretary to Government. 


1 Added vide Notification No. 148/84 of 8/4/48 
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FORM B. 

(Rule 11.) 

Form of Certificate. 

I hereby certify that I have personally examined (name) 

n 

daughter 

(caste, ete.) residing at and tha-t 

bas completed year. 

description marks are 
Thumb impression. 


Medical Practitioner. 



[Rule 13(1).] 
Register of Employment. 
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• This faiumn need not be filled by commercial establishments 



[Rule 12 (1).] 

Where opening and closing hours are ordinarily uniform. 
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Note — The mark “H” shall be made in the column relating to any day on which a holiday is given accordance withjthe notice referred to in rule 12 (4) 
• This column need not be filled by commercial establishments 
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FORM E. 

[Role 12 (2).] 

Notice. 

Dally periods of work of persons employed 
Commencing 19 

Name of Employer Description 'of Department 

or Establishment. (If applicable). 



Whether 

Day 

Names of persons 
employed 

young 




person 
or not 

Employment 
to commence 

Intervals for 
meals and rest 

Employment 
to cease 







(Signed) 

(Employer). 

Date 


NoU9 — 1 This notice most be exhibited not later than the closing hour on the 
Saturday preceding the first week in which It is to take effect, and must con- 
tinue to be exhibited while it is in force, in such a manner that it may be 
readily seen and read by any person whom it affects 

9 The hours to be specified in this notice shall be the hours to be worked 
exclusive of overtime. 

8 The entries under the heading “Intervals for meals and rest** shall be the 
actual times at which the intervals are to begin and end (e.g., 1 p.m. to 9 p.m») 
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FORM F. 

L *ule 120).] 

Record of Hours of work of Persons employed. 

(To be used only when Notice in Form E is exhibited). 

Description of Department 
(if applicable). 

Month Year 


Names of 
persons 
employed 


•Days on which over- 

Extent of 

time work is done 

overtime 

and extent of such 

worked 

overtime on each 

during the 

occasion 

month 


Whether • 

Total hours 

young 

worked 

person 

during the 

or not 

month 


Extent of 
overtime 
worked 
previously 
during the 
year 


•This column Med not be filled by oommerelal establishments 
Nets — Entries relating to any day must be made on that day 
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FORM G. 

[Role 12(4) 

Notice. 

Holiday. 


The persons employed in 
this 


''Shop 

Commercial Establishment. 
Restaurant. 

^ ’Eating house. 

Theatres, etc. 

Other places of public amuse- 
ment or entertainment. 

Va 


shall be given a holiday on the day named below in the week 
following the date of this notice and until further notiee.t 


JNames or class of persons employed Day on which holiday is allowed 



Signature of Employer. 
Date. 


* Strike out the words which are not appropriate. 

t Strike not the words “and until further notice** if the notice is intended to apply ©nlj 
to one week * 

t If the same day is fined for all the persons employed the word Vail** ohly need he in 
serted in this column. 
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The Bombay Shops and Establishments 
Act 1939 

NOTIFICATIONS. 

1. No. 143/34 — In exercise of the powers conferred by clause 
(K) of sub-section ( 1 ) of section 4 of the Bombay Shops and 
Establishments Act, 1939, (XXIV of 1939), the Government of 
Bombay is pleased to exempt the Reserve Bank of India from 
the operation of the said Act. 

<Vide G. of B. Gaz. Part IVB p. 1 I 66 of 21*11-40) 


2. No. 143/44 — In exercise of the powers conferred by clause 
(K) of sub-section (1) of section 4 of the Bombay Shops and 
Establishments Act, 1939 (Bom. XXIV .of 1939) the Government 
of Bombay is pleased to exempt the establishments maintained 
in connection with the Petrol Services Stations and Petrol Pumps 
from operation of the said/ Act. 

(Vide G. of B. Gaz. Part IVB p. 1 of 9-1-41) 


3. No. 4249/34 — in — In exercise of the powers conferred by 
Clause (K) of sub-section I of section 4 of the Bombay Shops 
and Establishments Act, 1939 (Bom. XTV of 19319) , the Govern- 
ment of Bombay is pleased to exempt the following categories 
of staff employed in the Dock yard of Messrs. Bombay Steam 
Navigation Co., Ltd., Bombay, at Mazagon, from the operation 
of the said Act during the continuance of the War. 

(i) Clerks engaged in the work of booking labours, indent- 
ing for material, and time-keeping. 

( ii ) Main Time-keeping staff, including Ticket boys and 
Ticket Clerks, and clerks employed in the preparation 
of wages sheet. 

(Hi) Costing clerks employed at the Factory Office. 

(iu) All clerical labour engaged in respect and despatch of 
goods and stock clerks. 

(») Telephone Operators employed in the Factory. 

(Vide G. of B. Gaz. Part IVB p. 179 of 13-3-41) 


4. No. 4249/34 — In exercise of the powers conferred by 
clause (K) of sub-section (1) of section 4 of the Bombay Shops 
and Establishments Act, 1939 (Bom. XXIV of 1939), the Govern-, 
ment of Bombay is pleased to exempt the following categories 
of stall employed in the shipyard of Messrs. The Scindla Steam 
Navigation co., Ltd., Powder Works Bunder, Mazagon, Bombay 
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from the opel-atlph of the said Act during the continuanpe of 
the WAt. 

(1) Clerks engaged in the work of booking labour, indent- 
ing for material, ind tbhe-keeping. 

(2) Main Time-Keeping Staff, including Ticket Boys and 
Ticket clerks employed in the preparation of Wage- 
sheets. 

(3) Costing clerks employed at the Factory Office.. 

(4) All clerical labour engaged in the receipt and despatch 
of goods and stock clerks. 

(5) Telephone operators employed in the Factory. 

(Vide G. of B. Gaz. Part IVB O. 295 of 6-8-1942) 


Bombay Trade Dispute Conciliation 

Act 1934* 

BOMBAY ACT NO. IX OF 1934. 1 

[9th October, 1934.] 

Adapted and modified by the Adaptation of Indian Laws 
Order in Council. 


An act to make further provision for the previntion and 
settlement of Trade Disputes by Conciliation and for 
Certain other purposes. 


WHEREAS it is expedient to make further provision for the 
prevention and settlement of trade disputes by conciliation 
and for certain other purposes hereinafter appearing ; 

AND WHEREAS the previous sanction of the Governor 
General required by sub-section (3) of section 80-A of the 
Government of India Act and the previous sanction of the 
Governor required by section 80-C of the said Act have been 
obtained for the passing of this Act ; 

It is hereby enacted as follows : — 


Short title. . , 

1. This Act may be called the Bombay Trade Disputes 
Conciliation Act, 1934. 

Government Gazette Part IV p. *40 
teBomtay Qmmwrnm 1&&4* Pt. V» 
Bombay LefUlattve Connell Debate* 19M» 


♦Afofe— Thii Act la 
1 For statement 


Bombay 

Reaeone, ' 

in Connell, me 


£ 


] 
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Extent, commencement and application. 

2. (1) Section 1 and this section extend to the whole 
of the Bombay Presidency. The remaining provisions of this 
Act extend tp the City of Bomlbay and the Bombay Suburban 
District arid the 2 [Provincial Government] may further, by 
notification in the 3 [Official Gazette], direct that the said 
provisions shall extend to such other area as may be speci- 
fied in the notification. 

(2) Section 1 and this section shall come into force at 
once. The 2 [Provincial Government] may, by notification 
in the 3 [Official Gazette], direct that the remaining provi- 
sions of this Act shall come into force in any area to which 
the said provisions extend or may have been extended under 
sub-section (1), on such date as may be specified in the noti- 
fication. 

(3) This Act shall apply, in the first instance, to the 
textile trade or industry. The 2 [Provincial Government] 
may, by notification in the 3 [Official Gazette], direct that 
the provisions of this Act shall apply to such other trade or 
industry and in such area as may be specified in the notifi- 
cation. 

Definitions. 

3. In this Act, unless there is anything repugnant to 
the subject or context, — 

(o) “Commissioner of Labour” means the officer ap- 
pointed for the time being to be the Commissioner 
of labour; 

(b) “ Conciliator ” includes the Chief Conciliator or 
a Special or Assistant Conciliator appointed under 
this Act; 

(c) “Conciliation proceeding” means a proceeding 
held by a Conciliator under this Act ; 

(d) “Delegate” means a person appointed under sec- 
tion 9 to represent a party to a trade dispute in a 
conciliation proceeding and includes the Labour 

2 The words “Provincial Government” were substituted for the words 44 Governor in 
Council” by the Adaptation of Indian Laws Order in Council. 

3 The words 41 Official Gesetts " were substituted for the words 44 Bombay Government 
G«*ehs”byfWd 
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Officer acting as a delegate to represent workmen 
in such proceeding ; 

(e) “em|ployer ” includes any body of persons, whether 
incorporated or not and any managing agent of an 
employer ; 

(f ) “ Labour Officer ” means an officer appointed to 
perform the duties of Labour Officer under this 
Act ; 

(g) “ prescribed ” means prescribed by rules made 
under this Act ; 

( h ) “ trade dispute ” means any dispute or difference 
between employers and workmen, which is con- 
nected with the employment or non-employment 
or the terms of the employment, or with the con- 
ditions of labour, of any person ; 

(i) words and expressions not defined in this Act, but 
defined in the Trade Disputes Act, 1929, shall have 
the meaning assigned to them in that Act. 

Appointment of Conciliators. 

4. (1) The Commissioner of Labour shall be the 
ex officio Chief Conciliator. 

(2) The 1 [Provincial Government] may, by notifica- 
tion in the 2 * [Official Gazette], appoint any person to be a 
Special Conciliator for such area as may be specified in the 
said notification. 

(3) The 1 [Provincial Government] may, by notifica- 
tion in the 2 [Official Gazette], appoint any person to be an 
Assistant Conciliator for such area as may be specified in 
the said notificaton. 

Labour Officer. 

5. (1) The ^Provincial Government] may, by noti- 
fication in the 2 [Official Gazette], appoint any person to be 
a Labour Officer for such area as may be specified in the 
said notification. 

1 The words “Provincial Government” were substituted for the words “ Governor in 
Council” by the Adaptation of Indian Laws Order in Council. 

2 The words “ Official Gazette' 9 were substituted for the words “ Bombay Government 

Gazette 99 by ibid 
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(2) The Labour Officer shall exercise the powers con- 
ferred and perform the duties imposed on him by or under 
this Act. It shall be the duty of the Labour Officer to 
watch the interests of workmen with a view to promote 
harmonious relations between employers and workmen 
and to take steps to represent the grievances of workmen to 
employers for the purpose of obtaining their redress. 

(3) For the purpose of exercising such powers and 
performing such duties, the Labour Officer may, after giv- 
ing reasonable notice, enter any place used for the purpose 
of any trade or industry to which this Act applies and shall 
be entitled to inspect and call for documents, relevant to 
the grievances of workmen, in the possession of any em- 
ployer or workman, as the Labour Officer deems neces- 
sary. The Labour Officer may, for the same purpose, enter 
after giving reasonable notice any premises provided by 
an employer for the purpose of residence of his workmen. 

(4) All particulars contained in or information ob- 
tained from any document inspected or called for under 
sub-section (3) shall if the person in whose possession the 
document was so required, be treated as confidential. 

Jurisdiction of Conciliators. 

6. (1) The Chief Conciliator shall exercise powers 
and perform duties under this Act throughout the Presi- 
dency except in the area for which a Special Conciliator 
has been appointed under this Act. 

(2) An Assistant Conciliator shall be subordinate to, 
and shall exercise such powers and perform such duties as 
may be delegated to him by, the Chief Conciliator or Spe- 
cial Conciliator, as the case may be. 

Application or report for settlement of trade disputes. 

7. If any trade dispute exists or is apprehended, — 

(a) either or both parties to the dispute may apply, 
whether separately or conjointly, or 

(h) the Labour Officer may make a report, 

to the Conciliator for a settlement of the dispute. 
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Conciliator to give notice to parties. 

8. (1) If the Conciliator, 

(a) in any area for which a Labour Officer is appointed 
on receipt of an application or report under section 
7, or 

(b) elsewhere, on receipt of an application under sec- 
tion 7 or upon his own knowledge or information, 

is satisfied that a trade dispute exists or is apprehended, he 
may cause notice to be given to the parties to the dispute 
to appear before him at such time and place as may be 
specified in the notice. 

A copy of such notice shall be sent to the Labour 
Officer. 

(2) Notice to the parties shall require them to appoint, 
within such time as may be specified in the notice, delegates 
to represent them in the conciliation proceeding. 

(3) Notice under this section shall be in the pres- 
cirbed form and shall be served in the prescribed manner. 

Delegates. 

9. (1) On receipt of notice under section 8, the par- 
ties to a trade dispute shall within the time specified in the 
notice or within such time as may be fixed by the Concili- 
ator in this behalf appoint delegates in such manner as 
the Conciliator may direct : 

Provided that when a party to the dispute is a single 
individual, such party may appoint himself as a delegate : 

Provided further that the Labour Officer may be ap- 
pointed as a delegate on behalf of the workmen. 

(2) The number of delegates appointed by a party to 
a trade dispute shall not exceed three : 

Provided that when, in the opinion of the Conciliator, 
such party to the dispute is divided into two or more groups, 
the Concliator may allow each of such groups to appoint 
separate delegates not exceeding three : 

Provided, further, that the total number of delegates 
appointed by all the groups forming the party shall not 
exceed twelve. 
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(3) If an employer who is a party to a trade dispute 
has failed or refused to appoint arty delegate within the 
time specified in the notice or within such further time as 
may be fixed by the Conciliator, such employer, shall, on 
conviction, be punishable with fine which may extend to Rs. 
100 and with further fine which may extend to Rs. 100 for 
every day on which such failure or refusal continues after 
the date of the first conviction. 

Explanation. 

Where such employer is a company registered under 
‘the Indian Companies Act, 1913, employer shall mean the 
managing agent or managing director of such company or 
any other officer of the company authorised to represent 
such company in the prescribed manner. 

(4) No criminal court inferior to that of a Presidency 
Magistrate or a Magistrate of the First Class shall try an 
offence under sub-section (3). 

(5) No criminal court shall take cognizance of any of- 
fence under sub-section (3) except with the previous sanc- 
tion of the 2 [Provincial Government]. 

(6) Where workmen who are parties to a trade dis- 
pute have failed or refused to appoint any delegate within 
the timie specified in the notice or within such further time 
as may be fixed by the Conciliator, the Labour Officer shall 
act as the delegate- on behalf of such workmen. 
Disqualification from being a delegate. 

10 . (1) A person shall be disqualified from being or 

acting as a delegate, if such person — 

(a) is less than twenty-one years of age; or 

( b ) is an uncertificated bankrupt or an undischarged 
insolvent. 

(2) A person shall be disqualified from acting as a 
delegate, if such person is not, in the opinion of the Conci- 
liator, after the conciliation proceedings have started, a fit 
and proper person to be a delegate. - 

' 1 Central Acta. 

2 The words “Provincial Government** were substituted for the words *«. Governor In 
Council** by the Adaptation of Indian Laws Order in Council. ' 
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(3) »The decision of the Chief Conciliator or the Spe- 
cial Conciliator, as the case may be, that a person is dis- 
qualified from being appointed or acting as a delegate shall 
be final. 

Conciliation proceeding. 

11. (1) On the date specified in the notice under sub- 
section (1) of section 8 or on such other date as may be 
fixed by the Conciliator on his motion or at the request of 
any of the parties to a trade dispute, the Conciliator shall 
hold the conciliation proceeding in the prescribed manner. 

(2) A party to such trade dispute shall be represented 
in a conciliation proceeding by delegates. The Labour 
Officer, even if not appointed or acting as delegate, shall be 
entitled to be present at such proceeding. 

(3) It shall be the duty of the Conciliator to endea- 
vour to bring about a settlement of the trade dispute and 
for this purpose the Conciliator shall inquire into the dis- 
pute, and all matters affecting the merits thereof and the 
right settlement thereof and in so doing may do all such 
things as he thinks fit for the purpose of inducing the par- 
ties to come to a fair and amicable settlement of the dis- 
pute and may adjourn the conciliation proceeding for any 
period sufficient in his opinion to allow the parties to agree 
upon the terms of the settlement. 

Procedure and powers of Conciliator in conciliation pro- 
ceeding. 

12. (1) A Conciliator shall, subject to the provisions 
of this Act, follow in a conciliation proceeding such proce- 
dure as may be prescribed. 

(2) For the purpose of holding a conciliation proceed- 
ing, the Conciliator shall have the same powers as are vest- 
ed in courts under the Code of Civil Procedure, 1908, in 
trying a suit in respect of the following matters, viz: — 

(a) summoning and enforcing the attendance of any 
person and examining him on oath ; 

(b) compelling the production of documents and ma- 
terial objects ; and 
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(c) issuing commissions for the examination of wit- 
nesses; 

and shall have such further powers as may be prescribed. 

(3) If a party to a trade dispute giving any informa- 
tion or producing any document in a conciliation proceeding 
njakes a request in writing to the Conciliator that such 
information or the contents of such document may be 
treated as confidential, the Conciliator shall direct that 
such information or document be treated as confidential. 

* (4) The Conciliator may, if he thinks fit, permit the 
information or contents of the document in respect of which 
a request has been made under sub-section (3) to be dis- 
closed to the other party to the trade dispute. 

Provided that the Conciliator shall not permit such 
information or the contents of such document to be so dis- 
closed to the other party to the trade dispute, if it is shown 
to his satisfaction that such disclosure is likely to affect the 
interests of the party making the request under sub-secton 
(3) adversely in any matter not connected with the settle- 
ment of the said dispute. 

(5) Save as provided in sub-section (4), the Concilia- 
tor or any person present at or concerned in the concilia- 
tion proceeding shall not disclose any information or the 
contents of any document directed to be treated as confi- 
dential under sub section (3) , without the consent in writ- 
ing of the party making the request under the said sub- 
section. 

(6) Nothing in this section shall apply to the disclos- 
ure of any information or the contents of any document for 
the purpose of a prosecution for an offence under section 
14 or under the Indian Penal Code. 

Settlement and Report. 

13. (1) If a settlement of a trade dispute is arrived 
at in a conciliation proceeding, a memorandum of such pro- 
ceeding and settlement shall be drawn up in the prescribed 
form by the Conciliator and signed by the delegates. The 
Conciliator shall send a report of such settlement together 
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with’ a copy of the memorandum to the 1 [Provincial Gov- 
ernment]. 

(2) If no such settlement is arrived at, the Conciliator 
shall, as soon as possible, after the close of the conciliation 
proceeding, send a full report regarding the trade dispute 
to the 1 [Provincial Government], setting forth the parti- 
culars of the proceeding and the steps taken by him for the 
purpose of ascertaining the facts and circumstances relat- 
ing to the dispute and the reasons on account of which, in 
his opinion, a settlement could not be made. 

(3) Notwithstanding anything contained in sub-sec- 
tion (I) or (2) any information or contents of any docu- 
ment shall not be included in the memorandum of proceed- 
ings, settlement or report drawn up or made under sub- 
section (1) or (2), if such information or the contents of 
such document is not permitted by the Conciliator to be 
disclosed under sub-section (4) of section 12. 

(4) The record of the conciliatiofn proceeding held 
and settlement made under this section shall be maintain- 
ed in the prescribed manner. 

Penalty for Disclosing confidential information. 

14. (1) If the Conciliator or any person present at or 

concerned in a conciliation proceeding wilfully discloses 
any information or contents of any document in contraven- 
tion of section 12, he shall, on complaint made by the party 
who made the request under sub-section (4) of section 12, 
be punishable with fine which may extend to one thousand 
rupees. 

(2) No criminal court inferior to that of a Presidency 
Magistrate or a Magistrate of the First Class shall try any 
offence under this section. 

(3) No criminal court shall take cognizance of any 
offence under this section except with the previous sanction 
of the 1 [Provincial Government]. 

1 The words “Provincial Government” were substituted for the words “ Governor in 
Council by the Adaptation of Indian Laws Order in Council. 
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Exemption of documents from Stamp duty, courtfee and 
Registration Fees. 

15. Any application, document or other instrument 
made or produced in the course of any proceeding under 
this Act shall be exempt from stamp duty, court-fee or 
registration fee payable under any law for the time being 
in force. 

Penalty. 


16. If any person instigates or incites others not to 
take part in a conciliation proceeding, or otherwise ob- 
structs or instigates or incites others to obstruct a Concilia- 
tor in the discharge of his duties under this Act or molests 
or abets the molestation of others, with intent to prevent 
them from taking part in a conciliation proceeding, such 
person shall, on conviction, be punishable with imprison- 
ment of either description which may extend to six months 
or with fine or with both. 

Explanation. 

For the purpose of this section, a person is said to mo- 
lest any person who 

(a) with intent to cause any person to abstain from 
doing or to do any act which such person has a 
right to do or to abstain from doing, obstructs or 
uses violence to or intimidates such person or any 
member of his family or person in his employ, or 
loiters at or near a place where such person or 
member or employed person resides or persistently 
follows him from place to place, or interferes with 
any property owned or used by him, or deprives 
him of or hinders him in the use thereof, or 

(b) loiters or does any similar act at or near the place 
where a conciliation proceeding is held, in such a 
way and with intent that any person may thereby 
be deterred from entering or approaching such 
place. 
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Power of entry. 

17. It shall be lawful for a Conciliator at any time 
and from time to time when necessary for the purppses of 
exercising the powers conferred and performing the duties 
imposed by or under this Act to enter any premises used 
for the purpose of any trade or industry to which this Act 
applies. 

Conciliator and Labour Officer to be public servants. 

18. A Councillor and a Labour Officer shall be deem- 
ed to be public servants within the meaning of section 21 
of the Indian Penal Code. 

Protection to persons acting in good faith. 

19. No suit or proceeding shall lie against any person 
for anything which is in good faith done or intended to be 
done under this Act. 

Rules 

20. (1,) The 1 [Provincial Government may make 
rules not inconsistent with the provisions of this Act for 
the purpose of carrying into effect the purposes of this Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing provision, such rules may be made 
for all or any of the following purposes, namely : — 

(a) prescribing the powers and duties of the Labour 
Officer ; 

(b) prescribing the powers and duties which may be 
delegated to Assistant Conciliators ; 

(c) prescribing the form and manner in which notice 
shall be given under section 8 ; 

(d) prescribing the manner in which the officer of a 
company shall be authorised to represent the com- 
pany under section 9 ; 

(e) regulating the procedure in which a conciliation 
proceeding shall be- held under section 11 ; 


1 The words “ Provincial Government ” were substituted for the word* “Governor in 
Council” by the Adaptation of Indian Laws Order in Council. 
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(f) determining the scale of fees at which witnesses 
shall be paid for appearance in a conciliation pro- ' 
ceeding under section 11 ; 

(g) specifying the powers which may be exercised by 
the Conciliator for the purpose of a conciliation 
proceeding under section 11 ; 

(h) prescribing the form in which and the particulars 
which shall be mentioned in the memorandum of 
a settlement under section 13 ; 

(i) prescribing the manner in which the record of a 
conciliation proceeding and settement shall be 
maintained under section 13 ; and 

(j) providing for any other matter for which there is 
rto provision or insufficient provision in this Act 
and for which provision is, in the opinion of the 
’[Provincial Government], necessary for giving 
effect to the provisions of this Act. 

(3) The rules made under this section shall be subject 
to the condition of previous publication in the 2 [Official 
Gazette]. 

(4) Rules made under this section shall be laid 3 [be- 
fore each of the Chambers of the Provincial Legislature] 
at the session 4 5 [thereof] next following and shall be liable 
to be modified and rescinded by a resolution 6 [in which 
both the Chambers concur] and such rule shall after noti- 
fication in the 2 [Official Gazette] be deemed to have been 
modified or rescinded accordingly : 

Provided that when in the opinion of the 3 [Provincial 
Government] such modification or recission is likely to de- 

1 The words 44 Provincial Government ** were substituted for the words 44 Governor in 
Council ** by the Adaptation of Indian Laws Order in Council. 

2 The words 44 Official Gazette” were substituted for the words “Bombay Government 
Qautte” by tWd 

8 The words 44 before each of the Chambers of the Provincial Legislature* 4 were substituted 
for the words 44 upon the table of the Bombay Legislative Council** by ibid. 

4 The word “thereof** was substituted for the words “of the said Council** by ibid* 

5 The words “in which both the Chambers concur were’’ substituted for the words “of 

the said Council** by the Adaptation of Indian Laws Order Council. 
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feat or frustrate any of the purposes of this Act, the ^Pro- 
vincial Government] may by notification in the 2 [Official 
Gazette] declare that the modification or rescission shall 
have no effect and thereupon the rules shall remain in force, 
as if they had not been modified or rescinded. 

Saving of the provisions of the Trade Disputes Act, 1929. 

21. Nothing in this Act shall affect any of the provi- 
sions of the Trade Disputes Act, 1929, and no conciliation 
proceeding shall be held relating to any matter or trade 
dispute which is referred to and is pending before, the 
Court of Inquiry of Board of Conciliation under the said 
Act. 


Bombay Trade Disputes Conciliation 
Act, 193+ 

RULES. 

Bombay Castle, 12th January 1935. 

No. 340/34. — In exercise of the powers conferred by section 
20 of the Bombay Trade Disputes Conciliation Act, 1934 (Bom. 
IX of 1934), the Governor in Council is pleased to make the fol- 
lowing rules for the purpose of giving effect to the provisions 
of the said Act: — 


Preliminary. 


Short title. 

1. These rules may be called the Bombay Trade Disputes 
Conciliation Rules, H 934. 

Definitions. 

2. In these rules, unless there is anything repugnant in the 
subject or context, 

(a) “Act” means the Bombay Trade Disputes Conciliation 
Act, 1934. 

(O) “Section” means a section of the Act. 


2 The words “Official Gazette ** were substituted for the words “ Bombay Government 
Gazette ** by ibid . 

3 The words “Provincial Government’ * were substituted for the words “Governor in 
Council** by ibid . 
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Form and manner of giving notice under section 8. 

8. The notice under section 8 shall be given in Form A ap- 
pended to these rules and shall be served in the following man- 
ner 

(a) Where a registered company is a party to a trade dis- 
pute, the notice shall be sent to the managing agent or 
the managing director of the company at the registered 
office of the company : 

Provided that when such company has, before the issue of 
the notice, intimated in writing to the Chief Conciliator that 
the notice under this section should be served on some other 
officer in British India of such company, the notice shall be 
sent to such officer at such address as may be specified in the 
intimation. 

(b) Where members of a registered trade union are a party to 
a trade dispute, the notice shall be sent to the registered 
office of the trade union. 

(c) Where an owner, Manager or occupier of an industrial 
estaglishment is a party to a trade dispute the notice 
shall be sent by registered post addressed to him at 
such establishment. 

(d) Where workmen who are not members of a registered 
trade union, and who have not made an application 
under clause (a) of section 7, are a party to a trade dis- 
pute, the notice shall be served on the Labour Officer, 
who shall communicate its contents to the workmen in 
such manner as seems best to him in the circumstances 
of each case. 

(e) Except in cases provided in clauses (a) to (d), notice 
shall be sent by registered post to the address given by 
a party to a trade dispute in his application under 
clause (a) of section 7. 

Intimation of authorisation of an officer by a Company. 

4. (a) Where an employer is a company registered under 
th£ Indian Companies Act, 1913, the managing agent or 
the managing director of such company may give writ- 
ten intimation to the Chief Conciliator that the com- 
pany has authorised some other offloer of the company 
residing in British India to represent it for the purposes 
of sub-section (3) of section 9. 

(b) Such intimation shall contain the name, address and 
occupation of the officer authorised to represent the 
company. 

(c) Such intimation shall be given to the Chief Conciliator 
at any time not later than twenty-four hours after 
notice under section 8 Is given to such employer. 
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Expenses of witnesses. 

5. (1) Expenses reasonbly incurred by any person sum- 
moned to give evidence or produce a document before the Con- 
ciliator may be allowed by the Conciliator to such person ac- 
cording to the scale prescribed for witnesses summoned to give 
evidence in the Court of the Presidency Small Causes, Bombay. 

(2) Any party to a trade dispute applying for the issue of 
<a summons to any person required to give evidence or produce 
document before the Conciliator shall, within a period to be 
fixed by the Conciliator and before a summons is issued, deposit 
with the Conciliator such sum of money as woulc^, in the opinion 
of the Conciliator, be sufficient for the purpose of defraying the 
expenses of the person summoned. 

(3) The expenses allowed in the case of a person summon- 
ed by the Conciliator on his own motion or at the request of the 
Labour Officer shiall be borne by the i Provincial Government. 

Manner of maintaining record of conciliation proceedings and 
settlement. 

6. The records of conciliation proceedings shall be main- 
tained in Form B appended to these rules. 

FORM A. 

(See rule 3.) 

Form of Notice to be given under section 8 of the Bombay Trade 
Disputes Conciliation Act, 1934. 

Whereas under section 7 of the Bombay Trade Disputes 
Conciliation Act, 1934, an application has been made by 
for the settlement of a trade dispute in 
the Labour Officer has made a report to the Conciliator, 

And whereas I am satisfied that the dispute exists or is 
apprehended in 

I hereby call upon you under. the bowers vested in me under 
sub-sections (1) and (2) of section 8 of the said Act, to appoint 
within days of the receipt of this notice de- 
legates not exceeding in number to appear before 

me on your behalf to talce part in the conciliation proceeding 
which will commence on the day of at 

(Signed) 

Dated Conciliator. 


1 Subs, vide G. of B Gaz. Part IV A. P. 1083 of 16-6-88 
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FORM B. 

(See rale 6.) 

Form in which record of conciliation proceedings shall be 
maintained. 

Reference No. 

1. Name or names of firm or firms in which the strike or 
lock-out occurred or was apprehended. 

2. Names of parties and names of delegates, if any 

3. Date of the first day in which the workmen were absent 
from work through strike or lock-out. 

4. Total number of persons employed in the firm or firms 
in which the strike or lock-out occurred or was apprehended 

5. Number of persons involved in the dispute 
Directly 

Indirectly 

6. Cause or object of dispute. 

7. Date when the strike or lock-out ended 

8. Result of the Dispute 

9. Brief description of the steps taken to bring about a 
settlement, giving the names of any organisations or persons 
assisting to bring about the settlement 

10. Method by which settlement was brought about 

Note.— Where an agreement in writing has been arrived at 
between the parties to the disputes, a copy of the agreement 
should be attached to the record. 


Signature- or signatures of officers or 
officer concerned with the settlement of 
the dispute. 


Date 




PART III 


Acts, Ordinances, Orders and Rules promul- 
gated by the Government of India since 1st 
September, 1939, i.e., since the War. These 
Acts, Ordinances, Orders and Rules are publish- 
ed with the permission of the Government of 
India but not under their authority of direction. 




PART III . 


1 Coal Mines Labour Welfare Fund 
Ordinance, 1944 

ORDINANCE No. VII of 1944. 

AN ORDINANCE to constitute a fund for the financing of 
activities to promote the welfare to labour employed ip the coal- 
mining industry, 

WHEREAS an emergency has arisen which makes it 
necessary to constitute a fund for the financing of activities 
to promote the welfare of labour employed in the coal min- 
ing industry ; 

Now, THEREFORE, in exercise of the powers confer- 
red by section 72 of the Government of India Act, as set 
out in the Ninth Schedule to the Government of India Act, 
1935 (26 Geo. 5, c. 2), the Governor General is pleased to 
make and promulgate the following Ordinance : — 

Short title, extent and commencement. 

1. (1) This Ordinance may be called the Coal Mines 
Labour Welfare Fund Ordinance, 1944. 

(2) It extends to the whole of British India. 

(3) It shall come into force at once. 

Interpretation. 

2. In this Ordinance — 

(a) “ Advisory Committee ” means the Advisory Com- 
mittee constituted under section 5 ; 

(b) “Fund” means the Coal Mines Labour Welfare 
Fund referred to in sub-section (1) of section 4. 

Imposition and collection of a cess. 

3. (1) With effect from such date as the Central 
Government may, by notification in the Official Gazette, 
appoint in this behalf, there shall be levied and collected, 
as a cess for the purposes of this Ordinance, on all coal and 

1 Vide of I. Gaz. Extraordinary 31-1-44* 
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soft coke despatched from collieries in British India, a 
duty of excise at such rate, not less than one anna for more 
than four annas per ton, as may from time to time be fixed 
by the Central Government by notification in the Official 
Gazette after consultation with the Advisory Committee : 

Provided that the Central Government may, by notifi- 
cation in the Official Gazette, exempt from liability to the 
duty a specified class or classes of coal or soft coke. 

(2) The duty imposed by sub-section (1) shall, sub- 
ject to and in accordance with the rules made in this be- 
half, be collected on behalf of the Central Government by 
such agencies and in such manner as may be prescribed 
by the rules, and shall be paid by the collecting agencies 
into the Reserve Bank of India at Calcutta to the credit of 
the Central Government. 

The Coal Mines Labour Welfare Fund. 

4. (1) The proceeds of the duty imposed by sub-sec- 

tion (1) of section 3 shall be credited to a fund to be called 
the Coal Mines Labour Welfare Fund, which shall be 
applied by the Central Government to meet expenditure 
incurred in connection with measures which in the opinion 
of the Central Government are necessary or expedient to 
promote the welfare of labour employed in the coal-mining 
industry. 

(2) Without prejudice to the generality of the fore- 
going sub-section, the Fund may be utilised to defray — 

(a) the cost of administering the Fund ; 

(b) the allowances, if any, of the members of the 
Advisory Committee, and the salaries and the 
allowances, if any, of Inspectors, Welfare Admini- 
strators or other officers appointed to supervise or 
carry out the activities financed from the Fund ; 

(c) the cost of measures for the benefit of labour '.em- 
ployed in the coal-minging industry directed 
towards — 

(i) the improvement of public health and sani- 
tation, the prevention of disease, the provision 
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of medical facilities and. the improvement of 
existing medical facilities ; 

(ii) the provision of water supplies and facilities 
for washing, and the improvement of existing 
supplies and facilities ; 

(iii) the provision or improvement of educational 
facilities ; 

(it>) the improvement of standards of living, in- 
cluding housing and nutrition, the ameliora- 
tion of social conditions, and the provision of 
recreational facilities ; 

( v ) the provision of transport to and from work ; 

(d) the grant to a Provincial Government, a local 
authority or the owner, agent or manager of a coal- 
mine of money in aid of any scheme approved by 
the Central Government for any purpose for which 
the Fund may be utilised ; 

Provided that before any such grant is made to the 
owner, agent or manager of a coal-mine, the Advisory 
Committee shall be consulted ; 

(e) any other expenditure which the Central Govern- 
ment directs to be defrayed from the Fund. 

(3) The Central Government shall have power to 
decide whether any particular expenditure is or is not de- 
bitable to the Fund, and its decision shall be final. 

(4) The Central Government shall publish annually 
in the Official Gazette an estimate of receipts into and ex- 
penditure from the Fund, and a statement of accounts. 

The Advisory Committee. 

5. (1) The Central Government shall constitute an 
Advisory Committee, to advise the Central Government on 
the matters on which the Central Government is required 
by this Ordinance to consult it, and upon any other matters 
arising out of the administration of this Ordinance which 
the Central Government may refer to it for adviee. 

(2) The members of the Advisory Committee shall be 
appointed by the Cenral Government and shall be of such 
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number and chosen in such manner as may be prescribed 
by rules made under this Ordinance : 

Provided that the Committee shall include an equal 
number of members representing colliery owners and 
workmen employed in the coal-mining industry, and that at 
least one member of the Committee shall be a woman. 

(3) The chairman of the Advisory Committee shall be 
an officer of the Central Government, appointed by the 
Central Government. 

(4) The Central Government shall publish in the offi- 
cial Gazette the names of all members of the Advisory 
Committee. 

Appointment and powers of Officers. 

6. (1) The Central Government may appoint Inspec- 
tors, Welfare Administrators and other officers to super- 
vise or carry out the activities financed from the Fund. 

(2) Any officers so appointed shall be deemed to be 
public servants within the meaning of section 21 of the 
Indian Penal Code. 

(3) Any Inspector or Welfare Administrator may, 
with such assistance if any, as he thinks fit, enter at any 
reasonable time any place which he considers it necessary 
to enter for the purpose of supervising or carrying out the 
activities financed from the Fund, and may do therein any- 
thing necessary for the proper discharge of his duties. 
Power to make rules. 

7. (1) The Central Government may, by notifica- 
tion in the Official Gazette, make rules to carry into effect 
the purposes and the provisions of this Ordinance. 

(2) Without prejudice to the generality of the forego- 
ing power, rules made under this section may provide for— 
(i) the manner in which the excise duty imposed by 
sub-section (1) of section 3 shall be collected, the 
persons who shall be liable to make the payments, 
the making of refunds, remissions and recoveries, 
the deduction by collecting agencies of a percent- 
age of the realisations to cover the cost of collec- 
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tion, and the procedure to be followed in remitting 
the proceeds to the credit of the Central Govern- 
ment ; 

(it) the composition of the Advisory Committee, the 
manner in which its members shall be chosen, the 
term of office of its members, the allowances, if 
any, payable to them, and the manner in which the 
Advisory Committee shall conduct its business; 

(Hi) the conditions governing the grant of money from 
the Fund to a Provincial Government, a local au- 
thority or an employer ; 

(iv) the conditions of service and the duties of the 
officers appointed to supervise or carry out the 
activities financed from the Fund ; 

(v) the form of the estimate and statement refered to 
in sub-section (4) of section 4 ; 

( vi ) the furnishing by owners or agents or managers 
of coal mines of statistical or other information, 
and the punishment by fine for failure to comply 
with the requirements of any rule made under this 
clause. 


Coal Mines Labour Welfare Fund 
Ordinance, 1 944 

RULES. 

New Delhi, 21st September, 1944. 

No. L. MP-23/70. — In exercise of the powers conferred by 
Section 7 of the Coal Mines Labour Welfare Fund Ordinance 
1944 (No. VII of 1944), the Central Government is pleased to make 
the following rules, namely : — 

Short title and extent. 

1. (1) These Rules may be called the Coal Mines Labour 

Welfare Fund Rules, 1944. 

(2) They extend to the whole of British India, including 
those excluded and partially excluded areas to which the Coal 
Mines Labour Welfare Fund Ordinance, 1944, has been, or may 
hereafter be, applied under sub-section (1) of section 92 of the 
Government of India Act, 1935. 
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Definitions. 

2. In these Rules, unless there is anything repugnant m 
the subject or context,— 

(a) “The Ordinance ” means the Coal Mines Labour Wel- 
fare Fund Ordinance, 1944 (VII of 1944) ; 

(t>) “ Chairman ” means the Chairman of the Advisory 
Committee ; 

(c) ° Member ” means a member of the Advisory Committee. 

Composition of Advisory Committee. 

3. (1) The Advisory Committee shall consist of the fol- 
lowing members, namely : — 

(i) The Secretary to the Government of India in the De- 
partment of Labour who shall except as provided for 
under sub-rule (4), be Chairman; 

(ti) One Official nominated by the Government of India 
in the Department of Labour who shall be the Vice- 
Chairman ; 

(Hi) The Coal Commissioner ; 

iv) The Labour Welfare Adviser with the Government of 
India. 

(v) The Chief Inspector of Mines ; 

( vi ) One Official nominated by the Government of Bengal; 

( vii ) One Official nominated by the Government of Bihar ; 

(viii) One Official nominated by the Government of the 

Central Provinces and Berar. 

( ix ) Two persons nominated by the Indian Mining Asso- 
ciation ; 

(x) One person nominated by the Indian Mining Federa- 
tion ; 

(xi) One person nominated by the Indian Colliery Owners 
Association ; 

(xii) One person nominated by the Central Provinces and 
Berar Mining Association ; 

(xiii) One person nominated by the Central Government to 
represent other colliery owners ; 

( xiv ) Six persons nominated by the Central Government to 
represent the interests of persons employed in coal 
mines ; 

(xu) Two mining engineers to be nominated by the Central 
Government on the recommendation, one each by the 
Indian Mine Managers’ Association and the National 
Association of Colliery Managers. 

(2) The Central Government may appoint not more than 
three persons as members of the Advisory Committee to repre- 
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sent interests other than colliery owners or workmen employed 
in the coal-mining industry. 

(3) Where any matter is under consideration concerning 
coal mines in any Province other than Begal, Bihar and the 
Central Provinces and Berar, the Central Government may co- 
opt a representative of that Government as member. 

(4) The Hon’ble the Labour Member of the Government 
of India may attend any meeting of the Advisory Committee 
and when he does so 'attend, shall preside at the meeting. 

Nominations to fill vacancies. 

4. When a vacancy occurs in the office of a member no- 
minated otherwise than by the Central Government or at any 
time within two months of the date when such a vacancy will 
occur in the ordinary course of events, the Central Government 
shall, by notice in writing' call upon the body concerned to nomi- 
nate a person to fill the vacancy, and the nomination shall be 
made within thirty days of the date of issue of such notice: 

Provided that if any body fails to make the nomination 
within the period specified, the Central Government may itself 
nominate a person to fill the place on the Advisory Committee. 

Terms of office. 

5. (1) A nominated member shall, unless he resigns his 
office or dies at an earlier date, hold office for a period of three 
years from the date of the notification appointing him a mem- 
ber of the Advisory Committee and shall be eligible for re-nomi- 
nation : 

Provided that an outgoing member may continue in office 
until the appointment of his successor is notified. 

(2) A member nominated to fill a casual vacancy or a 
memger appointed by the Central Government on the failure 
of any body entitled to make a nomination shall hold office for 
as long as the member whose place he fills would have been 
entitled to hold office if the vacancy had not occurred or the 
nomination had been made, as the case may be. 

Power to co-opt members. 

8. (1) The Advisory Committee may, at any time and for 
such period as it thinks fit, co-opt any person or persons as 
members of the Advisory Committee or sub-committees. 

(2) A member co-opted under sub-rule (l) shall exercise 
all the powers and functions of a member under these Rules, 
except that he shall not be entitled to vote on any question com- 
ing before the Advisory Committee. 
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Resignation. 

7. A non-official nominated member may resign his office 
by letter addressed to the Chairman. 

Absence from India. 

8. (1) Before a non-official nominated member leaves 
India, — 

(a) he shall intimate to the Chairman the date of his de- 
parture from and the date of his expected return to 
India, or 

(b) if he intends to be absent from India for a longer 
period than six months, he shall tender his resignation. 

(2) If (any nominated member leaves India without taking 
action required by sub-rule (1), he shall be deemed to have re- 
signed with effect from the date of his departure from India. 

Appointment of Substitutes. 

9. If a nominated member is unable to attend a meeting 
of the Advisory Committee, the body which nominated him 
may, by notice in writing signed on its behalf and by the said 
member and addressed to the Chairman before the sitting of 
a meeting, nominate a substitute in his place to attend that 
meeting. Such a substitute will have all the rights of a member. 

Vacation of Office. 

10. A nominated member shall be deemed to have vacated 
his office — 

(a) if he becomes bankrupt or insolvent or suspends pay- 
ment or compounds with his creditors ; or 
(O) if he is convicted of any offence which in the opinion 
of the Central Government involved moral turpitude; or 

(c) if he is absent from meetings of the Advisory Com- 
mittee for three consecutive meetings without leave of 
absence from the Chairman. 

Disposal of business. 

11. (1) Every question which the Advisory Committee is 
required to take into consideration shall be considered either 
at its meetings or, if the Chairman so directs, by sending the 
necessary papers to all members for their opinion ; 

Provided that the papers need not be sent to a member 
who is absent from India at the time. 

(2) When a question is referred for opinion, any member 
may request that the question be considered at a meeting of the 
Advisory Committee and thereupon, the Chairman may, and if 
the request is made by five or more members shall, direct that 
it be so considered. 
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lime and place of meetings. 

12. The Advisory Committee shall meet at such places and 
times as may be appointed by the Chairman. 

Notice of meetings and list of business. 

13. (1) Notice of not less than 15 days from the date of 
posting shall be given to every member present in India of the 
time and place fixed for each ordinary meeting, and each mem- 
ber shall be furnished with a list of business to be disposed of 
at that meeting: Provided that when an emergent meeting is 
called by the Chairman, such notice shall not be necessary. 

(2) No business which is not on the list shall be considered 
at a meeting without the permission of the Chairman. 

Presiding at meetings. 

14. The Chairman shall save -as provided in sub-rule (4) 
of rule 3 preside at every meeting of the Advisory Committee 
at which he is present. If the Chairman is absent from any 
meeting, the Vice-Chairman shall preside at that meeting and 
if both the Chairman and the Vice-Chairman are absent the 
members present shall elect one of their number to preside over 
the meeting and the member so elected shall at that meeting 
exercise all the powers of the Chairman. 

Quorum. 

15. No business shall be transacted at a meeting of the 
Advisory Committee, whether ordinary or emergency, unless at 
least five members empowered to vote are present : 

Provided that if at any meeting less than five such members 
attend, the Chairman may adjourn the meeting to a date not 
less than seven days later, informing the members present and 
notifying other members that he proposes to dispose of the 
business at the adjourned meeting irrespective of there being a 
quorum, and it shall thereupon be lawful to dispose of the 
business at such adjourned meeting irrespective of the number 
attending. 

Recommendation by majority. 

16. (1) Every question at a meeting of the Advisory Com- 
mittee shall be decided by a majority of votes of the members 
present and voting on that question but the minority shall in 
all oases have the right of requiring their dissent to be noted. 

(2) Every question referred to the members for opinion 
shall, unless the Chairman in pursuance of sub-rule (2) of rule 
11, reserves it for consideration at a meeting, be decided in ac- 
cordance with the opinions of the majority recording opinions 
within the time allowed. 
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(3) In the case of an equal division of votes or opinions, 
the Chairman shall exercise an additional vote or opinion. 

Minutes of meetings. 

17. (1) The proceedings of each meeting of the Advisory 
Committee shall be circulated to all members present in India 
and thereafter recorded in a minute book, which shall be kept 
for permanent record. 

(2) The record of the proceedings of each meeting shall 
be signed by the Chairman. 

Staff of the Advisory Committee. 

18. (1) Subject to budget provision, and the provisions of 
rule 21, the Chairman may appoint technical and secretariat 
staff to assist him in carrying out his duties, may fix the scale 
of establishment and the salaries and allowances of officers and 
servants employed by him and may require security to be taken 
from them in such instances and to such amount as he thinks 
fit. 

Provided that the appointment of a person to any post on 
a salary exceeding Rs. 500 a month shall require the previous 
sanction of the Central Government. 

(2) Every person drawing a salary of Rs. 200 a month or 
over shall be entitled to appeal to the Central Government from 
an order passed by the Chairman imposing upon him the penal- 
ty of dismissal. 

(3) All persons employed on a monthly basis and paid 
from the Fund shall be Government servants and subject to 
the usual rules of Government service. 

(4) The Chairman may -authorise the technical and se- 
cretariat staff to give technical and secretariat assistance to 
any Sub-Committee of the Advisory Committee or any other 
authority exercising executive or advisory functions in connec- 
tion with the Ordinance or to any person expending grants 
obtained from the fund. 

Secretariat of the Advisory Committee. 

19. (1) The executive of the Committee shall be the 
Chairman, the Vice-Chairman and the Secretary. 

(2) The headquarters of the Secretariat shall be situated 
in or adjacent to the Bengal/Bihar coalfields; 

(3) The Vice-Chairman and Secretary shall carry out the 
routine duties and such other duties as may be specified by the 
Chairman and exercise such of his powers as he may delegate; 

(4) The Secretary may be either whole time or part time 
and if part time may be an officer of the Mines Department. 



LABOUR and factory legislation 


987 


Budget. 

20. The annual budget of the Fund as prepared by the 
Committee's Executive in consultation with the Finance sub- 
committee shall be considered by the Advisory Committee in 
January of each year. Thereafter the budget as finally approv- 
ed by the Advisory Committee shall be forwarded for sanction 
to the Central Government. It shall be opened to the Central 
Government to make such alterations in the budget as are con- 
sidered suitable before according sanction. 

Schemes of expenditure. 

21. (1) The Chairman shall have, subject to provision in the 
sanctioned budget, power to incur expenditure on administra- 
tive staff and sanctioned welfare schemes up to the extent of 
the financial provision. 

Provided that — 

(1) he shall have no power to sanction the creation of a 
post on a salary of more than Rs. 500 per mensem and 
shall have only such powers of reappropriation as may 
be approved by the Central Government after consider- 
ing the advice of the Advisory Committee ; 

(if) he shall have no power to incur expenditure on a 
scheme that has not been sanctioned by the Central 
Government if the cost of such a scheme exceeds Rs. 
20,000 non-recurring or Rs. 2,50o recurring. 

(2) The Chairman may, with the concurrence of the ap- 
propriate Sub-Committee, approve any new scheme costing less 
than Rs. 20 00CP non-recurring and Rs. 2 500 recurring. All 
other new schemes will require the sanction of the Central 
Government which should be applied for by the Chairman after 
taking the advice of the Advisory Committee. 

Where Government do not approve of a new scheme for- 
warded by the Chairman they sha 7 l inform the Chairman as 
early a date as possible, preferably within 3 months and the 
Chairman shall inform the Advisory Committee or if the matter 
concerns only a particular coalfield the appropriate sub-com- 
mittee. 

Contingent expenditure. 

22. The Chairman may sanction, without reference to the 
Advisory Committee, expenditure on contingencies, supplies and 
services and purchase of articles required for the working of 
the office of the Advisory Committee subject to budget provision 
and to the condition that the expenditure on any single object 
does not exceed Rs. 500. 
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Sub-Committees. 

23. (1) The Advisory Committee shall elect sub-Commit- 
tees to carry out certain functions of the Committee, namely: — 

(i) A Finance Sub-Committee, composed of five members 
to frame schemes of expenditure, and advise generally 
on the budget, on the accounts and in regard to all 
expenditure debitable to the Fund; 

(ii) A Works Sub-Committee, composed of five members 
to consider all major projects the cost of which is to be 
met from the Fund; 

(iii) Separate Coalfield sub-committees composed of five 
members each for each of the main coalfields in Bengal, 
Bihar, the Central Provinces and Berar and Assam to 
consider and advise on all matters relating to expendi- * 
ture from the Fund in their respective coal-fields. 

(2) Subject to sub-rule (4), the Vice-Chairman shall be 
the Chairman of the Finance sub-committee and the Works 
sub-committee, and a member of the Committee concerned with 
the particular coalfield shall be the Chairman of the particular 
coal-field sub-committee. The Vice-Chairman shall be entitled 
to attend any meeting of such Committee. 

(3) All members of the Coalfield sub -committees except 
one and all members of the Finance and Works sub-committees 
except the Vice-Chairman shall be non-official and included in 
each sub-committee there shall be equal representation of the 
colliery owners and workmen employed in the coal-mining 
industry. 

(4) Notices of a meeting of a sub-committee shall be sent 

to the Chairman of the Advisory Committee who may attend 
and preside at any meeting if he so desires, and when he does 
so attend, shall be entitled to vote on any question coming be- 
fore the sub-committee. * 

(5) The Finance sub-committee and the Works sub-com- 
mittee shall be composed of members of the Advisory Commit- 
tee but the coalfield sub-committees may be composed of mem- 
bers not being members of the Advisory Committee but ap- 
proved by the Advisory Committee. 

(6) The meetings and proceedings of every sub-committee 
shall be governed by the provisions herein contained for regu- 
lating the meetings and proceedings of the Advisory Committee 
in so far as the same are applicable thereto. 

Remuneration of members. 

24. Each non-official member, including a non-official 
member co-opted under rule 6, shall be paid Rs. 10 for each 
meeting of the Advisory Committee or Sub-Committee attended 
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by him, subject to a maximum of Rs. 30 for any one calendar 
month, and travelling expenses subject to the condition that 
they shall not exceed 1 y 2 first class railway fare each way. 

Other matters to be considered by Advisory Committee. 

2-5. The Advisory Committee shall, besides carrying out its 
statutory duties, consider any matters referred to it by the 
Central Government for advice. It shall also consider the bud- 
get and any matters that may be laid before it by the Chairman 
and there shall be an obligation on the Chairman to place be- 
fore the Advisory Committee any matter at the request of not 
less than five members. 

Advisory Committee to be informed of expenditure. 

26. A memorandum detailing any grants made or expendi- 
ture incurred from the fund since the last meeting shall be 
laid before each metting of the Advisory Committee. 

Recovery of excise duty. 

27. (1) The duty of excise imposed under section 3 of 
the Ordinance on coal and coke shall, when such coal or coke 
is despatched by rail from collieries, be collected by the Railway 
Administrations concerned by means of a surcharge on freight, 
and such duty of excise shall be recovered. 

(a) from the consignor, if the freight charges are being 
pre-paid at the forwarding station ; 

(b) from the consignee, if the freight charges are collect- 
ed at the destination of the consignment ; 

(c) from the party paying the freight if the consignment 
is booked on the “weight only” system. 

(2) In calculating the amount of duty of excise payable 
on any one consignment any fractions of an anna shall be 
rounded off to the nearest anna. 

Declaration of consignment. 

28. All consignments of coke from collieries or coke plants 
tendered for despatch by rail shall be accompanied by a decla- 
ration advice note in which the consignor or his agent shall 
describe the consignment as either “soft coke” or “hard coke” 
according to the nature of the consignment. 

Weight for charge. 

29. For the purpose of the levy of the excise duty the ac- 
tual weight of a consignment rounded off to the nearest ton, 
shall be taken into account. 

Remittance of Excise duty. 

30. (1) The total amount of excise duty collected by each 
Railway Administration less — 

(a) refunds and write-offs, authorised by the Railway Ad- 
ministration under Rule 31, 
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(&) a deduction of such percentage as the Central Govern- 
ment may by notification in the Official Gazette fix, 
towards the cost of collection, 

shall, under advice to the Accountant General, Bengal be re- 
mitted quarterly to the Reserve Bank of India at Calcutta to 
the credit of the Central Government. 

(2) An amount equivalent to the amount of excise duty 
credited to Central Revenues under sub-rule (1) shall be trans- 
ferred to the Fund in a special account under the Central Gov- 
ernment. 

(3) The amount of the excise duty remitted during a 
financial year by a Railway Administration under sub-rule (1) 
shall be certified as soon as possible after the close of financial 
year by such officer or officers as the Central Government may 
appoint in this behalf. 

(4) The certificates under sub-rule (3) shall be sent to 
the Central Government and copies thereof to the Accountant 
General, Bengal, by the officers concerned. 

Refunds and recoveries. 

31. (l) When the amount of the excise duty due under 
these rules has not been collected either wholly or in part or 
where the amount collected is in excess of the amount due, the 
Railway Administration shall deal with the under-charge or 
over-charge, as the case may be, on the same principles as apply 
to underchages and overcharges in regard to railway freight 
charges. 

(2) When it is proved to the satisfaction of the Centnal 
Government or any person authorised in this behalf by the 
Central Government, that any coal on which the duty of excise 
under section 3 of the Ordinance had previously been collected 
has been used in the manufacture of any coke on which also 
the duty has been collected, the Central Government or the 
person authorised in this behalf by the Central Government 
may order refund of an amount equal to the duty collected on 
such coal to the person from whom such duty was collected. 

Conditions of grants. 

32. (1) In each case in which a grant is made by the 
Central Government from the Fund to a Provincial Government 
a local authority or the owner, agent or manager of a coal mine 
in aid of any scheme approved by the Central Government for 
any purpose for which the Fund may be utilised, the Central 
Government shall impose such conditions as it may consider 
necessary for ensuring — 

(a) that the work for which the grant is made is duly and 
promptly executed and the money is actually utilised 
for the purpose for which it is granted ; 
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(b) that the data on which the grant is calculated are in 
accordance with facts ; 

(c) that any particulars which the Central Government 
may from time to time require for the proper discharge 
of its responsibilities are duly and promptly supplied. 

(d) that all necessary facilities are accorded for any in- 
spections by persons duly authorised by the Central 
Government, for the purposes of clause (o) or for 
checking the correctness of any information that may 
have been supplied under clause (c) or for the collec- 
tion of any such information. 

(e) that proper accounts of the money granted are kept 
and are submitted to audit by such persons as the Cen- 
tral Government may authorise in this behalf. 

(2) Before making a grant from the Fund to a local autho- 
rity or the owner, agent or manager of a coal mine, the Central 
Government shall require such local authority or owner, agent 
or manager to execute a bond for the fulfilment of conditions 
imposed by the Central Government unde sub-rule (1). 

(3) It shall be a condition of every bond executed under 
sub-rule (2) that in the event of the local authority, owner, 
agent, or manager of the mine violating any condition impos- 
ed under sub-rule (1), such local authority, owner, agent or 
manager shall be liable to pay to the Central Government such 
sum or sums as may be specified in the bond, at the discretion 
of that Government with due regard to the circumstances of 
each case. 

Statement of accounts. 

33. The accounts of the Fund shall be maintained and 
audited in the same way as any other Fund administered by the 
Central Government. 

Statistics and other information to be furnished. 

34. (1) The owner, agent or manager of a coal mine shall 
furnish sudh statistics or other information as the Central 
Government may by written order require for the purposes of 
the Ordinance in such form or manner and within such time as 
it may specify in the order. 

(2) Any owner, agent or manager of a coal mine, who 
without reasonble excuse fails duly to furnish the statistics or 
other Information required by the Central Government under 
sub-rule (1), or furnishes statistics or other information con- 
taining a statement, entry or detail which is not to the best of 
his knowledge or belief true, shall be punishable with fine which 
may extend to five hundred rupees. 
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NOTIFICATON. 

1 No. 7. — In pursuance of sub-section (2) of section 95 of the 
Government of India Act, 1935, the Governor General in his 
discretion is pleased to direct that the Coal Mines Labour Wel- 
fare Fund Ordinance, 1944 (Ordinance No. VIE of 1944), shall 
apply to British Baluchistan subject to the modification that in 
the said Ordinance all references to a Provincial Government 
shall be construed as reference to the Chief Commissioner of 
British Baluchistan. 


The Coal Production Fund Ordinance, 1944 

ORDINANCE No. XXXIX of 1944 

An Ordinance to constitute a fund for the financing of 
activities for the improvement of production, marketing and distribu- 
tion of coal and coke. 

WHEREAS an emergency has arisen which makes it 
necessary to constitute a fund for the financing of activities 
for the improvement of production, marketing and distri- 
bution of coal and coke ; 

NOW, THEREFORE, in exercise of the powers confer- 
red by section 72 of the Government of India Act, as set 
out in the Ninth Schedule to the Government of India Act, 
1935 (26 -Geo. 5, c. 2), the Governor General is pleased to 
make and promulgate the following Ordinance : — 

Short title, extent and commencement. 

1. (1) This Ordinance may be called the Coal Pro- 
duction Fund Ordinance, 1944. 

(2) It extends to the whole of British India. 

(3) It shall come into force at once. 

Imposition and collection of Excise and Customs Duties. 

2. (1) With effect from such date as the Central 
Government may, by notification in the Official Gazette, 
appoint in this behalf there shall be levied and collected as 
a cess for the purposes of this Ordinance, on all coal and 
coke despatched from collieries in British India a duty of 
excise at such rate, not exceeding one rupee and four 


%1 Vide G. of I. Gaz. Part I, sec. 1, p. 192 of 19/2/44. 
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annas per ton, as may from time to time be fixed by the 
Central Government by notification m the Official Gazette; 

Provided that the Central Government may, by noti- 
fication in the Official Gazette, exempt from liability to the 
duty of excise any specified class or classes of coal or coke, 

(2) During the period in which a duty of excise is be- 
ing levied under sub-section (1), the Central Government 
may, by notification in the Official Gazette, levy and col- 
lect as a cess for the purposes of this Ordinance, a duty of 
customs on all coal and coke brought into British India 
from any foreign country or from the territory of any 
Indian State, at a rate equivalent to the rate of the duty 
of excise levied under sub-section (1) : 

Provided that the duty of customs shall not be levied on 
any class or classes of coal or coke for the time being ex- 
empted from liability to the duty of excise under the pro- 
viso to sub-section (1). 

(3) A duty levied under this section shall be in addi- 
tion to any other duty of excise or customs for the time 
being leviable under any other law. 

(4) The duties imposed by this section shall, subject 
to and in accordance with the rules made under this Ordi- 
nance in this behalf, be collected on behalf of the Central 
Government by such agencies and in such manner as may 
be prescribed by the rules. 

The Coal Production Fund. 

3. (1) The proceeds of the duties imposed by section 

2 shall be credited to a fund to be called the Coal Produc- 
tion Fund (hereinafter referred to as the Fund). 

(2) The Fund shall be applied by the Central Govern- 
ment to meet expenditure incurred on measures which in 
the opinion of the Central Government it is necessary or 
expedient to take for the improvement of production, mar- 
keting or distribution of coal or coke. 

(3) Without prejudice to the generality of sub-section 
(2), the Fund may be utilised to defray — 

(a) the cost of administering the Fund ; 

(b) the salaries and allowances, if any, of Inspectors 
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Mid other officers who may be appointed to super- 
vise or carry out the activities financed from the 
Fund ; 

(c) the grant of bonuses to colliery owners for increas- 
ed output of coal ; 

( d ) the deficit, if any, on any scheme for establishing 
and maintaining labour camps in coalfields under 
the supervision of the Central Government for the 
purpose of providing such labour for work in coal 
mines and for providing for the transport of colli- 
ery labour to and from york ; 

(e) the deficit, if any, on any scheme for the procure- 
ment and sale of colliery stores and equipment ; 

(f) the grant to a Provincial Government, a local au- 
thority or the owner, agent or manager of a coal- 
mine of money in aid of any scheme approved by 
the Central Government for the improved produc- 
tion, marketing or distribution of coal or coke ; 

{g) the cost of administering any system of control for 
the time being in force of the production, market- 
ing or distribution of coal or coke ; 

(h) any other expenditure which the Central Govern- 
ment directs to be defrayed from the Fund. 

(4) The Central Government shall have power to de- 
cide whether any particular expenditure is or is not debit- 
able to the Fund, and its decision shall be final. 

(5) The Central Government shall publish annually 
in such form and manner as may be prescribed by rules an 
account of all sums received into and paid out of the Fund. 

Appointment and powers of officers. 

4. (1) The Central Government may appoint Inspec- 
tors and other officers to supervise or carry out the activi- 
ties financed from the Fund. 

(2) Any officers so appointed shall be deemed to be 
public servants within the meaning of section 21 of the 
Indian Penal Code. 

(3) Any Inspector may, with such assistance if any 
as he thinks fit, enter at any reasonable time any place 
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which he considers it necessary to enter for the purpose of 
supervising or carrying out the activities financed from the 
Fund, and may do therein anything necessary for the pro- 
per discharge of his duties. 

Power to make rules. 

5. (1) The Central Government may, by notification 

in the Official Gazette, make rules to carry into effect the 
purposes and the provisions of this Ordinance. 

(2) Without prejudice to the generality of the fore- 
ing power, rules made under this section may provide for — 

(a) the manner in which the duties imposed by this 
Ordinance shall be collected, the persons who shall 
be liable to make the payments, the making of re- 
funds, remissions and recoveries, the deduction by 
collecting agencies of. a percentage of the realisa- 
tions to cover the cost of collection, and the pro- 
cedure to be followed in remitting the proceeds to 
the credit of the Central Government; 

(b) the conditions governing the grant of bonuses 
from the Fund under clause (c) of sub-section (3) 
of section 3 ; 

(c) the conditions governing the grant of money from 
the Fund to a Proyincial Government, a local 
authority or the owner, agent or manager of a 
coal mine ; 

(d) the duties of the officers appointed to supervise or 
carry out the activities financed from the Fund ; 

(e) the form of, and the manner of preparing, the ac- 
count referred to in sub-section (5) of section 3 ; 

(/) the furnishing by owners or agents or managers of 
coal-mines of statistical or other information, and 
the punishment by fine of failure to comply with 
the requirements of any rule made under this 
clause. 


«o 
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The Coal Production Fund Rules, I 944 

NOTIFICATION. 

No. 1627. In exercise of the powers conferred by section 5 
of the Coal Production Fund Ordinance 1944 (No. XXXIX of 
1944), the Central Government is pleased to make the following 
rules 


COAL PRODUCTION FUND RULES, 1944. 

Short title and extent. 

1. (l) These rules may be called the Coal Production 
Fund Rules, 1944. 

(2) They extend to the whole of British India, including 
those excluded or partially excluded areas to which the Coal 
Production Fund Ordinance, 1944 has been, or may hereafter be 
applied. 

Definitions. 

2. In these rules,— 

(a) “Ordinance* 1 means the Coal Production Fund Ordi- 
nance, 1944 ; 

( b ) “ Fund ” means the Coal Production Fund; 

Recovery of excise duty. 

6. (1) The duty of excise imposed under sub-section (1) 
of section 2 of the Ordinance on coal and coke shall, when such 
coal or coke is despatched by rail from collieries or coke plants, 
be collected by the Railway Administrations concerned by means 
of a surcharge on freight, and such duty of excise shall be 
recovered — 

(a) from the consignor if the freight charges are being pre- 
paid at the forwarding station ; 

(b) from the consignee if the freight charges are collected 
at the destination of the consignment ; 

(c) from the party paying freight if the consignment is 
booked on the “Weight only” system. 

(2) In calculating the amount of duty of excise payable on 
any one consignment, fractions of an anna shall be rounded 
off to the nearest anna* 

Weight for charge. 

4. For the purpose of the levy of the excise duty, the actual 
Weight of a consignment rounded off to the neatest ton shall be 
taken into account 
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Remittance of excise duty. 

5. (l) The total amount of excise duty collected by each 
Railway Administration less — 

(a) refunds and write-offs, authorised by the Railway 
Administration under rule 6, . 

(b) a deduction of such percentage as the Central Govern- 
ment may by notification in the Official Gazette fix, 
towards the cost of collection of excise duty by the 
Railways, 

shall be credited by the Railway Administration concerned to 
the Controller of Coal Accounts who will credit it to the Fund. 

(2) The amount of the excise duty remitted during a finan- 
cial year by a Railway Administration under sub-rule (1), shall 
be certified as soon as possible after the close of the finan- 
cial year by such officer or officers as the Central Government 
may appoint in this behalf. 

(3) The certificates under sub-rule (2) shall be sent to the 
Central Government and copies thereof to the Controller of 
Coal Accounts by the officers concerned. 

Refunds and recoveries. 

6. (1) Where the amount of the excise duty due under 
these rules has not been collected either wholly or in part or 
where the amount collected is in excess of the amount due, the 
Railway Administration shall deal with the undercharge or 
overcharge, as the case may be, on the same principles as 
apply to undercharges and overcharges in regard to railway 
freight charges. 

(2) When it is proved to the satisfaction of the Central 
Government, or any person authorised in this behalf by the 
Central Government, that any coal on which the duty of excise 
under sub-section (1) of section 2 of the Ordinance had pre- 
viously been collected, has been used in the manufacture of 
any coke on which also the duty has been collected, the Central 
Government or the person authorised in this behalf by the 
Central Government may order refund of an amount equal to 
the duty collected on such coal to the person from whom such 
duty was collected. 

Conditions of grants. 

7. (1) In each case in which a grant is made by the Cen- 
tral Government from, the Fund to a Provincial Government, a 
local authority or the owner, agent or manager of a Coed mine 
in aid of any scheme approved by the Central Government for 
any purpose for which the Fund may be utilised, the OSfittal 
Government snail impose such conditions as It may ca rnt d er 
necessary for ensuring — 
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(a) that the work for which the grant is made is duly and 
promptly executed and the money is actually utilised 
for the purpose for which it is granted ; 

(b) that the data on which the grant is calculated are in 
accordance with .facts ; 

(c) that any particulars which the Central Government 
may from time to time require for the proper discharge 
of its responsibilities are duly and promptly supplied ; 

( d ) that all necessary facilities are accorded for any ins- 
pections by persons duly authorised by the Central 
Government, for the purposes of clause (a) or for 
checking the correctness of any information that may 
have been supplied under clause (c) or for the collec- 
tion of any such information ; 

(e) that proper accounts of the money granted are kept 
and are submitted to audit by such persons as the Cen- 
tral Government may authorise in this behalf ; 

(2) Before making a grant from the Fund, to a local 
authority or the owner, agent or manager of a coal mine, the 
Central Government shall require such local authority or owner, 
agent or manager to execute a bond for the fulfilment of the 
conditions imposed by the Central Government under sub-rule 
( 1 ). 

(3) It shall be a condition of every bond executed under 
sub-rule (2) that in the event of the local authority, owner, 
agent or manager of the mine violating any condition imposed 
under sub-rule (1), such local authority owner, agent or manager 
shall be liable to pay to the Central Government such sum or sums 
as may be specified in the bond, at the discretion of the Central 
Government, with due regard to the circumstances of each case. 

Statistics and other information to be furnished. 

8. (1) The owner, agent or manager of a coal mine shall 
furnish such statistics or other information as the Central Gov- 
ernment may by written order require for the purposes of the 
Ordinance in such form or manner and within such time as it 
may specify in the order. 

(2) Any owner, agent or manager of a coal mine, who 
without reasonable excuse, fails duly to furnish the statistics 
or other information required by the Central Government under 
sub-rule (1), or furnishes statistics or other information containing 
a statement, entry or detail which Is not to the best of his know*' 
ledge or belief true, :sball be punishable with fine which may 
extend to five hundred rupees. 
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The Essential Services (Maintenance) 
Ordinance, 1941 

1 ORDINANCE No. XI of 1941 

An Ordinance to make provision for the maintenance of 
certain essential services. 

WHEREAS an emergency has arisen which renders it 
necessary to make provision for the maintenance of certain 
essential services ; 

NOW, THEREFORE, in exercise of the powers confer- 
red by section 72 of the Government of India Act as set out 
in the Ninth Schedule to the Government of India Act, 
1935, the Governor General is pleased to make and promul- 
gate the following Ordinance : — 

Short title, extent and commencement. 

1. (1) This Ordinance may be called the Essential 
Services (Maintenance) Ordinance, 1941. 

(2) It extends to the whole of British India. 

(3) It shall come into force at once. 

Interpretation. 

2. In this Ordinance, unless there is anything repug- 
nant in the subject or context, “ employment ” includes 
employment of any nature and whether paid or unpaid. 

Employment to which this Ordinance applies. 

3. This Ordinance shall apply to all empoyment un- 
der the Crown and to any employment or class of employ- 
ment which the Central Government or a Provincial Govern- 
ment, being of opinion that such employment or class of 
employment is essential for securing the defence of Bri- 
tish India, the public safety, the maintenance of public 
order or the efficient prosecution of war, or for maintain- 
ing supplies or services necessary to the life of the com- 
munity, may by notification in the Official Gazette, declare 

1 Vide G. of I. Gas. Extraordinary of 20/12/41. 




95ft LABOUR AND FACTORY LEGISLATION 

to bo an employment or class of employment to which 
this Ordinance applies. 

Power to order persons engaged in certain employments 
to remain in special areas. 

4. (1) In respect of any employment under the 
Crown, the Government under which the person or per- 
sons concerned are employed or an officer authorised in 
this behalf by that Government 1 and in respect of any 
employment or class of employment declared under sec- 
tion 3 to be an employment or class of employment to 
which this Ordinance applies, the Government making the 
declaration or an officer authorised in this behalf by that 
Government, may by general or special order, direct that 
any person or persons engaged in such employment shall 
not depart out of such area or areas as may be specfied in 
such order. 

(2) An order made under sub-section (1) shall be 
published in such manner as the Government or officer 
making the order considers best calculated to bring it to 
the notice of the persons affected by the order. 

Offences. 

5. Any person engaged in any employment or class 
of employment to which this Ordinance applies who — 

(<*) disobeys any lawful order given to him in the 
course of such employment, or 

(b) without reasonable excuse abandons such employ- 
ment or absents himself from work, or 

(c) departs from any area specified in an order under 
sub-section (1) of section 4 without the consent of 
the authority making that order, 

and any employer of a person engaged in an employment 
or glass of employment declared under section 3 to be an 
employment or class of employment to which this Ordi- 
nance applies, who without reasonable cause — 

(i) discontinues the employment of such person, or 

(ii) by closing an establishment in which such person 

1 Words “In respect Government 1 * added vide Ordinance N<i. XXVI of 1948, G. 

of I. Gaz. Extraordinary of 28-5-48* 
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is engaged, causes the discontinuance of his em- 
ployment. 

is, guilty of an offence under this Ordinance. 

1 Explanation. 

1. The fact that a person apprehends that by conti- 
nuing in his employment he will be exposed to increased 
physical danger is not a reasonable excuse within the 
meaning of clause (b). 

2. A person abandons his employment within the 
meaning of clause (b) who, notwithstanding that it is an 
express or implied term of his contract of employment that 
he may terminate his employment on giving notice to his 
employer of his intention to do so, so terminates his em- 
ployment without the previous consent of his employer. 

Regulation of wages and conditions of Service. 

6. The Central Government or 2 * * * a Provincial 
Government may make rules regulating or empowering a 
specified authority to regulate the wages and other condi- 
tions of service of persons or of any class of persons engag- 
ed in any employment or class of employment declared 
under section 3 to be an employment or class of employ 
moot to which this Ordinance applies. 

(2) When any such rules have been made or when 
any directions regulating wages or conditions of service 
have been given by an authority empowered by such rules 
to give them, any person failing to comply therewith is 
guilty of an offence under this Ordinance. 

Penalties and procedure. 

7. (1) Any person found guilty of an offence under 
this Ordinance shall be punishable with imprisonment for 
a term which may extend to one year and shall also be 
liable to fine. 

Where the person accused of an offence under 
this Ordinance is a company or other body corporate, every 

1 Explanations added vide Ordinance No. NXVI of 19^2, G. off., Qax. Bxfer* pp» 749-71# 
of 28-5-4*. 

2 Words omitted, Ibid. 
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director, manager, secretary or other officer thereof shall, 
unless he proves that the offence was committed without 
his knowledge or that he exercised due diligence to pre- 
vent the commission of the offence, be liable to the punish- 
ment provided for the offence. 

(3) No Court shall take cognizance of any offence 
under this Ordinance except upon complaint in writing 
made by a servant of the Crown 1 authorised in this behalf 
by the Central or a Provincial Government. 

2(4) Notwithstanding anything contained in the Code 
of Criminal Procedure, 1898, an offence under this Ordi- 
nance shall be cognizable. 

Bar of legal proceedings 

8. No suit, prosecution or other legal proceeding shall 
lie against any person for anything which is in good faith 
done or intended to be done under this Ordinance or the 
rules made thereunder. 

Effect of orders, rules, etc., made under this Ordinance. 

9. Nothing contained in this ordinance or in any de- 
claration or order made thereunder shall have effect in de- 
rogation of any provision of law for the time being in force 
imposing upon a person engaged in an employment or class 
of employment to which this Ordinance applies any liabi- 
lity to be called up for national service or to undertake 
employment in the national service. 

NOTIFICATIONS. 

In exercise of the powers conferred by section 3 of the 
Essential Services (Maintenance) Ordinance, 1941 (Ordinance 
No. XI of 1941), the Central Government or the Provincial Gov- 
ernment, being of the opinion that classes of employment spe- 
cified in the schedu’e below are essential for securing the Defence 
of British India and the efficient prosecution of the Wax and 
for maintaining supplies and services necessary for the life 
of the community, have declared them the employments to 
which the Ordinance applies. 

1 Words “Servant of the Crown “ subs, for “person 1 * vide Ordinance No. n of IMS. G 
of I. Gas. Extra, of 9/1/48. 

2 Sub-see. 4, added vide Ordinance No. XXVI of 1942, G. of I. Gaz. of 28/5/48* 

8 Sec. 9 subs, vide Ordinance No. XXXVIII of 1942. 
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SCHEDULE. 

(1) The Bombay Port Trust. 

(2) The Municipal Corporation of the City of Bombay. 

(3) Ti>e Bombay Electric Supply and Tramways Com- 
pany, Limited. 

(4) The Bombay Telephone Company, Limited. 

(5) Kerosene Installation of the Burmah-shell Oil Stor- 
age and Distributing Company of India Limited at 
Sewree, Bombay. 

(6) Benzine Installations of the Burmah-shell Oil Stor- 
age and Distributing Company of India Limited at 
Sewree, Bombay. 

(7) Fuel Oil Installations of the Burmah-shell Oil Stor- 
age and Distributing Company of India Limited at 
Wadi Bunder, Bombay. 

(8) Installation of the Burmah-shell Oil Storage and 
Distributing Company of India, Limited at the Air- 
craft Service Station, Juhu (Bombay Suburban Dis- 
trict.) 

(9) Petrol Installation of the Standard Vacuum Oil Com- 
pany, Limited at Wadala, Bombay. 

(19) Kerosene Installation of the Standard Vacuum Oil 
Company, Limited at Sewree, Bombay. 

(11) Mazagaon Black Oil Installation of the Standard Va- 
cuum Oil Company, Limited at Hay Bunder, Bombay. 

(12) Petrol Installation of Caltex (India) Limited at Wadala, 
Bombay. 

(13) Kerosene Installation of Caltex (India) Limited at 
Sewree, Bombay. 

(14) Diesel Oil Installation of Caltex (India) Limited at 
Hay Bunder, Bombay. 

(15) Any employment in connection with the regulation, 
construction, maintenance or operation of a Federal 
railway, not being employment under the Crown 
(G. of 1178/S.M./41.) 

(16) Any employment in connection with the regulation, 
maintenance or operation of the British Overseas 
Airways Corporation and the Indian National Air- 
ways Limited. 

(17) Employment under the Fire Salvage Association of 
Bombay Limited in connection with Salvage and pro- 
tection of property damaged by enemy action or 
otherwise, including property insured by Govern- 
ment against War-risks. 

(18) Any employment under an Oil Company in connec- 
tion with refuelling of aircraft belonging to the Royal 
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Air Force. The Indian Air Force, United States Army 
Air Force, or the Chinese Air Force. 

(19) Employment as shore Stall attending to the s.s. 

“ Chandravati ” and the s.s. “San Francisco Xavier” 
at the Ferry Wharf at Bombay. 

(20) Employment as shore Staff at the Port of Rewas and 
as crew on boats engaged for the purpose of embark- 
ing and disembarking passengers at the said Port. 

(21) Employment as shore Staff at the Port of Dharmtar 
and as crew on boats engaged for the purpose of env- 
barking and disembarking passengers at the said Port. 

(22) Employment as Officers and Crew under the Bombay 
Steam Navigation Company, Limited, and the Indian 
Co-operative Navigation and Trading Company, 
Limited. 

(23) Employment as Officers and Crew under the Mazagon 
Dock Limited. 

(24) Employment under the Indian Radio and Cable Com- 
munications Company, Limited in connection with their 
Communication Services. 

(25) The Bombay Gas Company, Limited. 

(26) Kerosene installation of the Indo-Burma Petroleum 
Company, Limited, at Sewree, Bombay. 

(27) Petroleum Installations of the Indo-Burma Petroleum 
Company Limited, at Wadala, Bombay. 

(28) Tata Hydro Electric Power Supply Company, 
Limited. 

(29) Andhra Valley Power Supply Company, Ljpoited. 

(98) Tata Power Company, Limited. 

(31) The Reserve Bank of India, Bombay. 

(32) The Imperial Bank of India, Bombay. 

(33) The Poona. City Municipality. 

(34) The Poona Suburban Municipality. 

(35) The Cantonment Boards, Poona. 

(96) The Cantonment Boards, Klrkee. 

(37) The Poona Electric Supply Company, Poona. 

(98) The Imperial Bank of India, Poona. 

(39) The Selur Jubilee Motors, Limited, Poona. 

(40) The Telegraph Department, Poona. 

(a) The Telegraph Engineering ; 

(8> The Telegraph Traffic. 

(4D The Telephone Department, Poona. 

(42) The Burma Shell combined Depot, Poona. 

(43) The Burma Shell Office, Poona. 

(44) The Explosives Magartnee of Angle-thai Corporation, 
Limited at Trombay. 

(45) The Drum Factory of the Itms Company (China) 
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Limited at Wadi Bunder, Bombay. 

(46) The Caltex (Ipdia) Limited Petrol & Diesel Oil De- 
partment, Poona. 

(47) The Standard Vacuum Oil Company Petrol Depot, 
Poona. 

(48) The General Manager’s Office, Burmah Shell Oil 
Storage & Distributing Company of India, Limited, 
Bombay. 

(49) Branch Office, Burmah Shell Oil Storage and Distri- 
buting Company India, Limited, Bombay. 

(50) Bombay General Office of Caltex (India) Limited. 

(51) Bombay District Office of Caltex (India) Limited. 

(52) Bombay Territory Office Standard Vacuum Oil Com- 
pany, Limited. 

(53) General Management’s Office Standard Vacuum Oil 
Company, Limited at Indian Mercantile Chamber 
and Imperial Chamber Ballard Estate, Bombay. 

(54) Manager’s Office, Indo-Burma Petroleum Company, 
Bombay. 

(55) Municipal Committee, Ahmedabad. 

(56) Bandra Municipality. 

(57) Employment in connection with the maintenance, 
working or management of the undertaking for the 
supply of Electricity in the area of supply referred 
to in clause 4 of the Hubli Electric license, 1924. 


The Factories (Control of Dismantling) 
Ordinance, 1943* 

ORDINANCE No. XXXI of IMS. 

4n Qniimnfi* to oontrol ths dismantling of factories. 

WHEREAS an emergency has arisen which makes it 
necessary to control the dismantling of factories ; 

NOW, THEREFORE, in exercise of the powers confer- 
red by Sec. 72 of the Government of India Act, as set out 
in the 9th Schedule to the Government of India Act, 1935 
(2l6 Geo. 5, c. 2), the Governor General is pleased to make 
and promulgate the following Ordinance : — 


* Vide G. of B. Gu. Port IV p. 18S to 181 of 28-9-08. 
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Short title, extent and commencement. 

1. (1) This Ordinance may be called the Factories 
(Control of Dismantling) Ordinance, 1943. 

(2) It extends to the whole of British India. 

(3) It shall come into force at once. 

Definitions. 

2. In this Ordinance, unless there is anything repug- 
nant in the subject or context, — 

(a) “ to dismantle ” a factory means to remove from 
its position the machinery or part of the machi- 
nery of the factory, where by such removal the 
factory is rendered wholly or partly useless for its 
purpose ; but does not include any temporary re- 
moval of the machinery or part of the machinery 
for purposes such as adjustment, cleaning and re- 
pairs ; 

(b) “ factory ” means a factory as defined in clause (j) 
of sec. 2 of the Factories Act, 1934 (XXV of 1934), 
but includes also any premises which were at any 
time after the commencement of this Ordinance a 
factory as so defined ; 

(c) “ machinery ” has the meaning assigned to that 
word in clause ( k ) of Section. 2 of the Factories 
Act, 1934 (XXV of 1934). 

Dismantling a factory. 

3. (1) No person shall, without the written permis- 
sion of the Central Government or of an officer., authorised 
in this behalf by the Central Government dismantle any 
factory or remove from a factory any spare parts kept for 
maintaining the machinery of the factory in order. 

(2) Whoever contravenes any of the provisions of 
sub-sec. (1) shall be punished with imprisonment which 
may extend to two years or with fine or with both. 

Offences by corporations. 

4. If the person contravening any of the provisions of 
sub-section (1) of Sec. 3 is a company or other corporate 
body, every director, manager or secretary or other officer 
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or agent thereof, shall, unless he proves that the contra- 
vention took place without his knowledge or that he exer- 
cised all due diligence to prevent such contravention, be 
deemed to be guilty of such contravention. 

Powers of entry, examination, taking evidence, etc. 

5. (1) Subject to any rules made by the Central Gov- 
ernment any officer authorised in this behalf by that Gov- 
ernment, may, if he has reason to believe that any person 
has contravened any of the provisions of sub-sec. (1) of 
sec. 3 within the local limits for which he is so authorised, 

(a) enter with such assistants (if any), being persons 
in the service of the Crown as he thinks fit, any 
place ; z 

(b) make such examination of the place and of any 
machinery, books or documents therein and take 
on the spot or otherwise such evidence of any per- 
sons as he may deem necessary for carrying out 
the purposes of this Ordinance ; and 

(c) exercise such other powers as may be necessary 
for carrying out the purposes of this Ordinance : 

Provided that no one shall be required under, this section 
to answer any question or give any evidence tending to 
criminate himself. 

(2) Whoever wilfully obstructs an officer authorised 
under sub-sec. (1) in the exercise of any power conferred 
by that sub-section or fails to produce on demand any book 
or document in his custody or to comply with any demand 
for information, or knowingly or recklessly makes to such 
officer a statement false in a material particular shall be 
punishable with imprisonment for a term which may ex- 
tend to two years or with fine or with both. 

Cognizance of offences. 

6 . No prosecution for any offence under this Ordi- 
nance shall be instituted except by or with the previous 
sanction of the Central Government or the officer authoris- 
ed by the Central Government for the purposes of sub-sec. 
(1) of sec. 3. 
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Btt of legal proceedings. 

7. No suit, prosecution, or other legal proceeding shall 
He against any person for anything which is in good faith 
done, or intended to be done, under this Ordinance. 

Power tp make rules. 

8. (1) The Central Government may make rules for 
carrying out the purposes of this Ordinance. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power such rules may provide — 

(a) for the procedure for the grant of the permission 
referred to in sub-sec. (1) of sec. 3. 

(b) for an appeal against a refusal to grant the per- 
mission referred to in sub-sec. (1) of sec. 3 when 
such refusal is by an officer authorised in pursu- 
ance of that section, and 

(c) for regulating the manner in which officers autho- 
rised under sub-sec. (1) of sec. 5 shall exercise 
their powers 


RULES. 

No. F. 70-ID (40/43, dated New Delhi, the 6th November 1943. 

In exercise of the powers conferred by section 8 of the Fac- 
tories (Control of Dismantling) Ordinance, 1943, the Central 
Government is pleased to make the following rules, namely: — 

1. These Rules may be called the Factories (Control of Dis- 
mantling) Rules, 1943. 

2. In these Rules— 

(a) “ the Ordinance ” means the Factories (Control of Dis- 
mantling) Ordinance, 1943 ; 

(b) “ sanctioning authority ” means an officer authorised for 
the purposes of sub-section (1) of section 3 of the Ordi- 
nance, that is to say, — 

(i) The Textile Commissioner and the Chief Controller, 
Raw Materials and Stores, Cotton Textile Director- 
ate, in relation to factories engaged in the manu- 
facture of cotton textile goods and starch. 

(if) the Controller General, Civil Supplies, in all other 

cases. 

3. (1) Any person desiring to dismantle any factory of 
to remote from & factory any spare parte kept for maintaining 
the machinery of the factory in order may apply ih writing to 
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the appropriate sanctioning authority for the permission requir- 
ed by sub-section (1) of section & of the Ordinance. 

(2) In such application the applicant shall state correctly, 
the following particulars, namely:— 

(1) Name and address of the factory which it is desired to 
dismantle or from which it is desired to remove spare 
parts. 

(if) Products manufactured in the factory. 

Hit) Details of the machinery concerned. 

iiv) Place to which it is proposed to move the machinery 
or spare parts. 

(i>) Full reasons for making the application. 

(vi) Such further particulars as the appropriate sanction- 
ing authority may, by general or special order, require. 

4. (1) On receipt of an application under rule 3, the san- 
ctioning authority shall, after making such enquiry, if any, as 
may be considered necessary either reject the application or 
grant in writing the permission sought : 

Provided that in any doubtful case the sanctioning autho- 
rity may submit the application for the orders of the Central 
Government. 

(2) If the sanctioning authority rejects an application, he 
Shall inform the applicant without delay. 

5. Where the sanctioning authority rejects an application, 
the applicant may, within thirty days from the receipt of the 
order rejecting te application, present an appeal to the Central 
Government, addressed to the Secretary, Industries and Civil 
Supplies Department. 

6. The orders of the Central Government passed on an 
application submitted to it under the proviso to sub-rule (1) of 
rule 4 or on an appeal made under rule 5 shall be final. 

7. Every officer authorised for the purposes of sub-section 
(1) of section 5 of the Ordinance may exercise the powers under 
that sub-section at any reasonable time by day or night, but 
not so as unreasonably to impede or obstruct the work being 
carried on in the place. 

8. The occupant of any place entered in exercise of the 
powers conferred under sub-section (1) of section 5 of the Ordi- 
nance, or some person in his behalf, shall in every case be per- 
mitted to accompany the officer while he is exercising his 
powers under the said sub-section, and shall upon request be en- 
titled to receive a copy of any evidence recorded in pursuance 
ot that tub tuition 
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THE FACTORIES (CONTROL OF DISMANTLING) 
ORDINANCE, 1943. 

NOTIFICATION. 

No. 7541/344. — The following notification by the Government 
of India, Department of Industries and Civil Supplies, is repub- 
lished : — 

No. F. 70-ID (40) /43 (I), dated New Delhi, 6th November 1943. 

In pursuance of sub-section (1) of section 3 of the Factories 
(Control of Dismantling) Ordinance 1943, the Central Govern- 
ment is pleased to authorise for the purposes of the said sub- 
section — 

(a) the Textile Commissioner and the Chief Controller, Raw 
Materials and Stores, Cotton Textile Directorate in re- 
lation to factories engaged in the manufacture of cotton 
textile goods and starch, and 

(b) the Controller General, Civil Supplies, in all other cases. 

(Vide G. of B. Gaz. Part IVC. p. 1053 of 18-11-43) 


THE FACTORIES (CONTROL OF DISMANTLING) 
ORDINANCE, 1943. 

No. 7541/34. — The following notification by the Government 
of India, Department of Industries and Civil Supplies, is repub- 
lished : — 

No. F. 70-ID (40)/43 (II), dated New Delhi, 6th November 1943. 

In pursuance of sub-section (1) of section 5 of the Factories 
(Control of Dismantling) Ordinance, 1943, the Central Govern- 
ment is pleased to authorise for the purposes of the said sub- 
section, the officers specified in the first column of the table 
hereto annexed within the local limits specified in the corres- 
ponding entry in the second column of the said table:— 

TABLE. 


1. The Controller General, 

Civil Supplies 

2. Deputy Controllers General, 

Civil Supplies 

3. Assistant Controllers 

General, Civil Supplies . . 

4. Inspectors of Civil Sup- 

plies 


2 

The whole of British India. 

Within the local limits of their 
jurisdiction as defined in the 
orders, by which they are 
appointed. 


(Vide G. of B. Gaz. Part IVC..p. 1053 of 18-11*43)^ 
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The Industrial Statistics Act 1942 1 

INDIA ACT No. XIX of 1942. 

An Act to facilitate the collection of statistics of certain kinds 
relating to industries. 

WHEREAS it is expedient to facilitate the collection of 
statistics of certain kinds relating to industries ; it is here- 
by enacted as follows : — 

Short title, extent and commencement. 

1. (i) This Act may be called the Industrial Statistics 
Act, 1942. 

(ii) It extends to the whole of British India. 

(Hi) It shall come into force in a Province on such date 
as the Provincial Government 2 may, by notifica- 
tion in the Official Gazette, appoint in this behalf 
for such Province. 

Definition. 

2. In this Act “ prescribed ” means prescribed in rules 
made under this Act or in any form prescribed by those 
rules. 

Collection of statistics. 

3. (i) The Provincial Government may, by notification 
in the Official Gazette, direct that statistics shall 
be collected relating to any of the following mat- 
ters, viz., 

(a) any matters relating to factories ; 

( b ) any of the following matters in so far as they 
relate to welfare of labour and conditions of 
labour, viz., 

(i) prices of commodities ; 

(ii) attendance ; 

(iii) living conditions, including housing, 
water supply and sanitation ; 

(iv) indebtedness ; 

1 Brought into froc in Bombay Province from 1st March 43, vide. G. of B. Gaz. Part IVA 

p. 86 of 1-8-48. - 

2 Vide G. of B. Gaz. P&rt IV p. 168-66 of 29-4-42. 

01 
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(w) rents of dwelling houses ; 

(in) wages and other earnings ; 

(mi) Provident and other funds provided for 
labour ; 

(viii) benefits and amenities provided for 
labour ; 

, ( ix ) hours of work ; 

' ' (x) employment and unemployment ; 

(xi) industrial and labour disputes, 
and thereupon the provisions of this Act shall 
apply to the collection of these statistics. 

(ii) In clause (a) of sub-section (i) “ factory ” 
means a factory as defined in clause (j) of sec- 
tion (2) of the Factories Act i934 (XXV of 
1934), or any premises deemed to be a factory 
in pursuance of a declaration made under sub- 
section (1) of Section 5 of that Act. 

Appointment of Statistics Authority. 

4. The Provincial Government may appoint an officer 
to be the Statistics Authority for the purposes of the col- 
lection of any statistics under this Act. 

Power of Statistics Authority to call for returns and 
information. 

5. (1) The Statistics Authority may serve or cause 
to be served on any person a notice requiring him to fur- 
nish at such intervals and in such form and with such par- 
ticulars as may be prescribed, such information or returns 
relating to any matter in respect of which statistics are to 
be collected and to such authority or person and in such 
manner and at such times as may be prescribed. 

(2) The notice referred to in sub-section (1) may be 
served by post. 

Right of Access to record or document. 

6. The statistics authority or any person authorised 
by him in writing in this behalf shall, for the purposes of 
collection of any statistics under this Act, have access to 
any relevant record or document in the possession of any 
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person required to furnish any information or return under 
this Act, and may enter at any rea&nable time any pre- 
mises wherein he believes such record or document to be, 
and may ask any question necessary for obtaining any in- 
formation required to be furnished under this Act. 

Restrictions on the publication of returns and information. 

7. (1) No individual return, and no part of an indi- 
vidual return, made and no information with respect to any 
particular undertaking given, for the purposes for this Act 
shall, without the previous consent in writing of the owner 
for the time being of the undertaking in relation to which 
the return or information was made or given or his autho- 
rised agent, be published in such manner as would enable 
any particulars to be identified as referring to a particular 
undertaking. 

(2) Except for the purposes of a prosecution under 
this Act or under the Indian Penal Code (XLV of 1860), no 
person not engaged in connection with the collection of sta- 
tistics under this Act shall be permitted to see any indivi- 
dual return or information referred to in Sub-section (1), 

Penalties. 

8. If any person required to furnish any information 
or any return : — 

(a) wilfully refuses or without lawful excuse neglects 
to furnish such information or return as required 
under this Act, or 

(b) wilfully furnishes or causes to be furnished any 
information or return which he knows to be false, 
or 

(c) refuses to answer or wilfully gives false answer to 
any question necessary for obtaining any informa- 
tion required to be furnished under this Act, or if 
any person impedes the right of access to relevant 
records and documents or the right of entry con- 
ferred by section (6), 

he shall for each such offence be punishable with fine which 
may extend to Rs. 500, and in case of a continuing offence 
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to a further fine which may extend to Rs. 200 for each day 
after the first during which the offence continues ; and in 
respect of false information, returns or answers the offence 
shall be deemed to continue until true information or a true 
return or answer has been given or made. 

Penalty for improper disclosures of information or returns. 

9. If any person engaged in connection with the col- 
lection of statistics under this Act wilfully discloses any 
information or the contents of any return given or made 
under this Act otherwise than in the execution of his duties 
under this Act or for the purposes of the prosecution of an 
offence under this Act or under the Indian Penal Code 
(XLV of 1860), he shall be punishable with imprisonment 
for a term whch may extend to six months, or with fine 
which may extend to Rs. 1,000/-, or with both imprison- 
ment and fine. 

Cognizance of offence. 

10. No prosecution under section (8) shall be institut- 
ed except by or with the sanction of the statistics authority 
and no prosecution under section (9) shall be instituted 
except by or with the sanction of the Provincial Govern- 
ment. 

Power of the Central Government to give directions. 

11. The Central Government may give directions to a 
Provincial Government as to the carrying into execution 
of this Act in the Province. 

Power of Provincial Government to make rules. 

12. (1) The Provincial Government may, subject to 
the condition of previous publication by notification in the 
Official Gazette, make rules for carrying out the purposes 
of this Act. 

(2) Without prejudice to the generality of the fore- 
going powers, rules may be made under this section regu- 
lating exercise of the right of access to documents and the 
right of entry conferred by section (6). 
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Industrial Statistics Act, 1942 

RULES, 1944 

No. 419/33. — In exercise of the powers conferred by section 
12 of the Industrial Statistics Act 1942 (XIX of 1942), the Govern- 
ment of Bombay is pleased to make the following rule for 
carrying out the purposes of the said Act, namely 

The Statistics authority may serve or cause to be served on 
any person connected with a factory a notice in writing requir- 
ing such person to furnish to him annually on or before the 
30th April in each year a return in accordance with the Form 
appended to this rule containing the particulars specified in the 
Form. 

Explanation. 

In this rule statistics authority shall mean the officer ap- 
pointed by the Government of Bombay to be the statistics 
authority under section 4 of the Industrial Statistics Act, 1942 
for the purposes of the collection of statistics relating to any 
matter connected with the production of any articles or things 
in factories in the Province of Bombay. 

C. I. I. S. Serial No (Confidential) 


FORM. 

Name under which Establishment is working 

Nature of Industry 

Year of starting the Establishment 

Address where Goods are manufactured or produced 

Note: — In accordance with section 5 (l) of the Industrial 
Statistics Act, 1942 (XIX of 1942), and Bombay Govern- 
ment Notifications No. 4190/33 dated 6th April 1943, it is 
obligatory on all Industrial Establishments to which the 
Factories Act, 1934, applies to supply the Industrial Sta- 
tistics Authority the information called for in this form. 
Under section 7 (i) of the said Act, all information sup- 
plied is to be treated as strictly confidential. 
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GENERAL INSTRUCTIONS. 

The following notes outline the general instructions regard- 
ing the manner in which Returns are to be completed : — 

Cl) Returns are required for statistical purposes only, and, 
accordingly, while the figures should be substantially 
accurate, absolute exactness, such as is essential in 
business accounts, is not required. If exact figures can- 
not be furnished, the best estimates practicable should 
be given, and attention drawn to this fact. 

(2) Returns shall be made for the official year (April- 
March) but if that is not the year adopted for accounts, 
the statistics may refer to and give particulars of the 
months of the accounting years. 

(3) In factories where more than one industry is carried on 
by the same person, A SEPARATE return should be for- 
warded for each industry. Any additional forms requir- 
ed will be sent on application to this department. 

(4) Where necessary, additional sheets of the same size 
may be employed for giving the particulars required, 
especially, in No. 1, Sections n and III below. 

SECTION I. 

General 


A. BLOCK ACCOUNT. 

(Fixed Assets). 

1. The present book value of 

land. 

2. The present book value of 
buildings, or if premises 
are hired, annual rent 
paid. 

3. (a) The present book value 

of machinery, tools and 
plant used. 

(b) Other fixed Assests 
TOTAL BLOCK CAPITAL 

* Statistics should refer to the closing day of the Accounting Year. 

1. Under this heading, the return should give the purchase value of the site on which the 
factory is erected and the cost of the improvements made on the site. If the land is not pur* 
chased, but is leasehold, the present book value of the lump sum consideration originally paid 
should be shown. 


(Capital)* 


Year Reviewed 

For the year ending the 81st March 

Total vain* of Accumulated Present value 
Block Accost, depredatcpn after siting 
i.e„ original co.t. wnt ^ te off to <*£&■ 

2 3 
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B. WORKING CAPITAL. 

4. Value of stock of raw mate- 

rials 

5. Value of stock of finished 

and partly finished goods 

6. Miscellaneous • . 

7. Cash in hand and at the 

Bank. 


TOTAL WORKING CAPITAL 


C. NON-PRODUCTIVE 
ASSETS. 

8. Investments in securities, 
shares and bullions. 

9. Goodwill, if any, actually 

paid 

TOTAL NON-PRODUCTIVE 
CAPTAL 


TOTAL CAPITAL INVESTED 
(TOTAL OF A, B, and C) 


2. Under this heading should be shown the cost of erecting 
and improving the factory building. Where the balance Sheet 
gives the present value of the building after providing for de- 
preciation, it should be shown in the last column, and the 
amount written off as depreciation should be given separately 
in column No. 2. In other cases, the value of the block as shown 
in the Balance Sheet should only be given in the last column. 
If, however, the building or the site has been hired, the monthly 
or the annual rent paid for both or either should be shown and 
attention drawn to this fact. 

3. Instructions as regards 3 (a) and (b) are the same as 
for 2 above. 

(b) Other Fixed Assests should include Furniture, Fixtures 
and Fittings, Trade Marks, Patterns and Patents, Rail- 
way sidings, etc. 

6. Misellaneous. 

This item should be the net balance (plus or minus as 
the case may be) of (A) outstanding amount (debts) due to be 
collected, the advance made against goods or to employees, and 
the Bills of Exchange received after deducting (B) liabilities to 
outsiders (credits) on account of expenses, goods supplied tem- 
porary loans or borrowings and acceptances Ci.e., Bills of Exchange 
payable). 
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SECTION II. 

Industrial Production. 

Year Reviewed. 

For the year ending the 31st March. 
Description. Quantity Net Selling 

(Unit). Value. 

Rs. 

1. Quantity and value of all varieties of princi- 
pal products manufactured out of materials 
purchased by the firm : 

(a) 

(b) 

(c) 

( d ) 

(e) 

(/) 

( 9 ) 

2. Bye -Products. 

3. Amount charged for work done for other 
firms and customers on materials supplied 
by them. 

4. Total net selling value of goods made. 


1. PRODUCTS MANUFACTURED.— All items should be 
shown separately. In addition, the different quantities (in their 
units) of the different varieties of goods produced in each indus- 
try should be carefully described. It should be noted that units 
used for measuring different kinds of goods may vary greatly 
in the same industry. It is essential, therefore, that the value 
of the units employed should be stated as precisely as possible. 

In the case of cotton spinning and weaving mills, the parti- 
culars of manufactured goods should be given in the form adopt- 
ed for submitting Returns under the Cotton Industries (Stati- 
stics) Act, 1926. Establishments in the Province of Bombay 
which are already supplying monthly statistics of the quantity 
and description of goods manufactured to the office of the Direc- 
tor of Commercial Intelligence and Statistics, Calcutta, should 
supply them in the form adopted for that office. 

VALUATION OF OUTPUT.— The values to be shown should 
be the net selling values charged to customers for all deliveries 
of goods within the year of Return, plus the book value (i.e., 
cost price) of stocks at the end and less that of stocks at the 
beginning of the year. In determining the net selling value, 
firms should deduct from the amounts charged to customers 
such items as discounts, payment to transport firms, railway 
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companies, and to such other firms and companies for carriage 
outwards and add excise duty payable where necessary. In 
other words, the goods should be valued at the stage of delivery 
at which they pass out of the hands of the producing firm. It 
should be noted that total production refers to Goods MANU- 
FACTURED OR PRODUCED during the 12 months under con- 
sideration and must NOT be confused with sales effected during 
the period. 

2. In order to get the total value of its output, the return 
should state here separately the amount received by it for work 
done for other firms and customers. 

SECTION III. 

Raw' Materials. 


YEAR REVIEWED 
For the year ending the 21st March. 
Indian. Imported. Total. 


Quantity Cost 

Quantity 

Cost Quantity 

Cost 

unit. Rs. 

unit. 

Rs. unit. 

Rs. 

What are the basic 





raw materials (Indian 
and Imported) used 
for production of ar- 
ticles in Section II 
above. Specify the 
quantity and cost at 
Factory or Works. 

(a) 

(b) 

(c) 

( d ) 

(e) 

(/) 

2. Consumable Stores and 
accessories. 

1. RAW MATERIALS. — Raw materials are only such arti- 
cles as undergo transformation into finished products by the 
manufacturing process at any given establishment. The table 
should give particulars of all the principal materials purchased 
(excepting goods and stores used in the production of power 
for which see Section IV below), which were actually used by the 
factory during the 12 months in the production of those ma- 
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nufactured articles shown above in Section II, Materials pur- 
chased during the period, which were not used in manufacture 
should not be included but materials purchased prior to the 
period, which were used, should be included. 

VALUE OF RAW MATERIALS. — The cost should be that 
paid by the factory to the supplier of raw materials plus any 
payments made for carriage of materials to factory premises, 
Customs duty. Octroi, and other charges. Only the total pur- 
chase value of the raw materials, and not the cost price of each 
unit of the materials, is -required. Where raw materials are 
produced by the factory itself, the cost of raw materials con- 
sumed as appearing in the manufacturing of trading account 
should be shown. 

Distinction between Indian and Imported goods should be 
shown where possible; in other cases, the total amount should 
be shown in the last column. 

2. Acessories are all such articles utilized besides the basic 
raw materials in the manufacturing process, e.g., bobins and 
shuttles in cotton mills. 


SECTION IV 

Power Machinery And Cost of Energy 

Particulars of Prime Movers, Electric Generators and 
, Electric Motors. 

YEAR REVIEWED 

For the year ending the 
31st March. 

POWER EQUIPMENT Used in the In reserve 

year. or idle. 

B.H.P. B.H.P. 

a) PRIME MOVERS (Driving the works direct mechanically) — 
Steam 

Reciprocating Engines 
Turbines 

(a) PRIME MOVERS (Driving the works di- 
rect mechanically) — contd. 

Internal Combustion — 

Gas Engines 

Petrol, Kerosene or other light oil Engines 
Heavy oil Engines 
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Water Engines 
Other Engines 


Total . . 


TOTAL OF PRIME MOVERS INSTALLED 


(b) ELECTRIC GENERATOR DRIVEN BY— 

Steam — 

Reciprocating Engines 

Turbines 

Internal Combustion — 

Gas Engines 

Petrol, Kerosene or other light oil Engines. 

Heavy oil Engines 

Water Engines 

Other Engines 


Total 


TOTAL OF ELECTRIC GENERATORS IN- 
STALLED 


CONVERSION PLANT 

K. W. K. W. 

(Where electrical energy is received from 
other Works under same ownership or is pur- 
chased and converted to a lower pressure A.C. 
or to D.C.). 

Transformers for L.T.A.C. Supply — Capacity 
in K.W. at Unity P.F. 

Motor Generator Sets, A.C./D.C. Capacity 

in K.W. 

Rotary Converters, A.C./D.C. — Capacity 

in K.W. 

Rectifiers, A.C./D.C. — Capacity in K.W. .. 


Total . . 


TOTAL of CONVERTING PLANT INSTALLED 


K. W. K. W. 
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ELECTRICT MOTORS— 

(a) DRIVEN BY ELECTRICITY GENERAT- 
ED in same works 

(b) DRIVEN BY ELECTRICITY GENERAT- 
ED in other works under same ownership 

<C> DRIVEN BY ELECTRICITY PURCHAS- 
ED .. .. 


Total . . 

TOTAL OF ELECTRIC MOTORS INSTALLED 
ENERGY COSTS 


As. ps. As. ps 

(a) Operating cost per B.H.P. Hr. Mechanical 

energy generated by Ptrtone Movers on 
the premises. 

(b) Operating cost per K.W.H. (Unit) electrical 
energy generated on premises. 

(c) Cost per K.W.H. received from other works 
under same ownership 

( d ) Cost per K.W.H. purchased 


3. CONSUMPTION OF ENERGY. 

(a) Mechanical Energy used on the 

premises B.H.P. Hr. . . 

Electrical energy used on the 
premises 

(b) Generated on the premises K.W.H... 

(c) Received from other works under 

same ownership K.W.H. . . 

(d) Purchased K.W.H... 


YEAR REVIEWED. 

For the year end- 
ing the Slst March. 


TOTAL ELECTRICAL ENERGY USED K.W.H... 


1. POWER EQUIPMENT. — Returns should give particulars 
of the Prime Movers, Electric Generators and Electric Motors 
(exclusive of Motor Generators, Converters and Transformers) 
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in their works classifying the Prime Movers by kinds, the Elec- 
tric Generators according to the kind of Prime Mover by which 
they are driven and the Electric Motors according as they are 
driven by purchased electricity or by electricity generated in 
the factory's own works. For Prime Movers, returns should 
state the total EFFECTIVE horsepower; for generators, the total 
kilowatt capacity ; and for Electric Motors, the total rated horse 
power ; obsolete engines, engines of motor vehicles and locomo- 
tives should not be included. 

In recording the particulars of engines in their works, re- 
turns should show separately those ordinarily in use in the year 
under review and those in reserve or idle. These terms are in- 
tended to cover respectively engines in use for the greater part 
of the year, even though not working to their full capacity, and 
engines not in use, or only in use occasionally or during period 
of breakdown to machinery ordinarily in use during the year 
under review. 

2. ENERGY COST. — This should include the cost of fuel 
lubricating oil and other stores repairs, maintenance, water, 
supervision, inspection and fixed charges, i.e., interest at 4 per 
cent, on the entire equipment and depreciation allowed under 
the Indian Income-tax Act, H922, as also the wages and Salaries 
of Power House Staff employed in generating power. 

3. CONSUMPTON OF ENERGY.— Returns should state the 
total quantity of electrical energy used in the year distinguish- 
ing electrical energy generated in the factory's own works from 
electrical energy purchased. 

A power producing concern should not fill up this section 
but Section H above. 


SECTION V 

(A.) Industrial Employment 

Salaries paid Wages paid 

No. of Adminis- to Adminis- No. of Indus- to Industrial Total 

Year trative Staff trative staff trial employ- employees Total amount 

(Monthly rated) during ees (Daily during Staff paid 

12 months rated) 12 months 

For the year ending 
the 31st March 

Adults 

Male 

Female 

Adolecents 

Children 


Total 
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For the year ending 31st March. 
One Shift. Two Shifts. Three Shifts. 

*Number of days worked in the year : — 

January 

February 

March 

April 

May 

June 

July 

August 

September 

October 

November 

December 


*See Note No. 2 of General Instructions. 

A. 1. ADMINISTRATIVE STAFF. — Particulars required re- 
fer both to the factory as also to the administrative office which 
directs the factory. 

2. NUMBER OF PERSONS EMPLOYED.— 

(a) “ Adult ” means — a person who has completed his 17th 
year of age. 

(b) ‘‘Adolescent” means — a person who has completed his 
15th year but not his 17th year of age. 

(c) “Child” means— a person who has not completed his 
15th year of age. 

3. Salaries should include all payments made by the em- 
ployers whether as allowances, bonuses or contributions to a 
provident fuxid or payment of income-tax. Wages should include 
bonuses and payment of overtime and similar payments. 

8. Where only a few departments are working two or three 
shifts, their particulars, including the number employed, should 
be indicated. 

Dated the day of 194 . 


(Signed) 

(To be signed by the Managing Agent or any other principal 
officer of the factory). 

To— The Statistics Authority, 

Old Custom House Yard, Fort, BOMBAY. 
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The Industrial Statistics Acts, 1942 

NOTIFICTIOtfS. 

No. 4190/33 (a) In exercise of the powers conferred by 
Clause (a) of Sub-section (1) of Section 3 of the Industrial Sta- 
tistics Act, 1942 (XIX of 1942) the Government of Bombay is 
pleased to direct that statistics shall be collected relating to 
any matter connected with the production of any articles or 
things in factories in the Province of Bombay. 

(Vide G. of B. Gaz. Part IVA p. 53 of 8-4-43., 

No. 490/33 (b). — In exercise of the powers conferred by sec- 
tion 4 of the Industrial Statistics Act, 1942 (XIX of 1942) the 
Government of Bombay is pleased to appoint the Director of 
Industries, Bombay to be the Statistics authority for the pur- 
poses of the collection of statistics relating to any matter con- 
nected with the production of any articles or things in Factories 
in the Province of Bombay. 

(Vide G. of B. Gaz. Part IVA p. 53 of 8-4-43., 


Labour Recruitment Control Order, 1944 

New Delhi, the 18th November 1944. 

No. L-MP. 14/104. — In exercise of the powers confer- 
red by sub-rule (2) of rule 81 of the Defence of India Rules, 
the Central Government is pleased to make the following 
Order: — 

1. (1) This Order may be called the Labour Re- 
cruitment Control Order, 1944. 

(2) It extends to the whole of British India. 

(3) It shall come into force on the 18th of December 
1944. 

2. In this Order, unless there is anything repugnant 
in the subject or context, 

(1) “ Contractor ” includes any person who supplies, 
or agrees to supply, labourers to another person or to Gov- 
ernment ; 

(2) “ Controlled district ” means any of the following 
districts, namely : — 
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Bankura 

Birbhum j- In Bengal. 

Burdwan 

Manbhum 

Hazaribagh In Bihar. 

Santal Parganas 
Bilaspur 

Raipur . In the Central Provinces 
Drug 

(3) “ Controller ” means, in relation to any controlled 
district, the District Magistrate of that district and includes 
any other officer authorised by the Provincial Government 
or the District Magistrate to perform all or any of the 
functions of the controller under this Order ; 

(4) “ form ” means a Form appended to this Order ; 

(5) “ labourer ” means a person working on wages 
not exceeding three rupees a day, but does not include a 
clerk, domestic servant, or mechanic. 

(6) “ to recruit labour ” means the engagement in 
any controlled district of labourers for employment on any 
work outside that district but does not include recruitment 
for enlistment in the armed forces. 

3. No contractor or other employer of labour shall by 
himself or another recruit labour in any controlled district 
except under and in accordance with the terms of a valid 
licence in Form A issued by the Controller of that district. 

4. There shall be payable in respect of every licence 
in Form A a licence fee of rupees ten. 

5. Every application for a licence in Form A shall be 
made to the Controller in Form B giving all the particulars 
called for therein. 

6. A Controller may in his discretion accept or reject 
any application for a licence : 

Provided that if he rejects any such application, he 
shall record in writing his reasons for doing so and com- 
municate them to the applicant. 

7. A controller may in his discretion cancel or sus- 
pend any licence in Fom A granted by him : - 
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Provided that he shall record in writing his reasons 
for doing so and communicate them to the licensee. 

8. Any person whose application for a licence has 
been rejected under clause 6 or whose licence has been 
cancelled or suspended under clause 7 may within 30 days 
of the dJrte on which the Controller’s order is communicat- 
ed to him, appeal against that Order to such authority as 
may be specified by the Central Government in this behalf 
and the decision of that authority on such appeal, and sub- 
ject only to that decision the Controller’s order, shall be 
final. 

9. Every person holding a licence in Form A shall 
submit to the Controller concerned a monthly return in 
Form C, giving all the particulars called for therein so as 
to reach the Controller not later than the 10th day of each 
month, and shall also furnish him with such further infor- 
mation as he may require from time to time. 

FORM ‘ A ’ 

(See Clause 3) 

Licence under the Labour Recruitment Control Order, 

1944 (Full name and address) 

is hereby licensed to recruit labour in the district 

to the extent and for the works specified below: — 

Number of labourers that may be 
recruited during 

Name of the period any calendar 
work. of licence month. 

1 . 

2 . 

3. * 

4. ' 

: This licence shall be valid for a period of six months 

from the date given below ; unless it is cancelled earlier by 
order of the Controller. 


(Signature and designation of Controller) 
(Place and date). 


62 
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FORM ‘fl’ 

(See Clause 5) 

Application for licence under the Labour Recruitment 
Control Order, 1944. 

1. Name of applicant. 

2. Father’s name. 

3. Residence. 

4. Name and location of work(s) for which labour is 
proposed to be recruited and number of labourers 
proposed to be recruited in respect of each work. 

5. Terms of remuneration and employment of labour- 
ers proposed to be recruited. 

6. Number and date of any previous licence held in 
the same district. 

Signature 

FORM ‘ C ’ 

(See Clause 9) 

Return for the month 194 

Under the Labour Recruitment Control Order 1944. 

1. Name in full of licensee. 

2. Number and date of licence. 

3. Designation of the Controller issuing the licence. 

4. Number of labourers recruited during the month 
under the licence. 

5. Work or Works and their location for which labour 
was engaged showing separate particulars. 

6. Number and date of my previous licence held in 
the 
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The Mines Maternity Benefit, Act, 1941* 

INDIA ACT No. XIX OP 1041 

An Act to regulate employment of women in mines for a 
certain period before and after child birth and to provide for pay- 
ment of maternity benefit to them. 

WHEREAS it is expedient to regulate the employment 
of women in mines for a certain period before and after 
child birth and to provide for payment of maternity bene- 
fit to them ; 

It is hereby enacted as follows : — 

Short title, extent and commencement. 

1. (i) This Act may be called the Mines Maternity 
Benefit Act, 1941. 

(ii) It extends to the whole of British India. 

(iii) It shall come into force on such date as the Cen- 
tral Government may, by notification in the Official 
Gazette, appoint. 

Definitions. 

2. In this Act, unless there is anything repugnant in 
the subject or context, 

(o) “child ” includes a still born child ; 

(b) “Chief Inspector,” “ Inspector,” “ employment,” 
“ mine,” “ owner ” have the meanings assigned 
respectively, to these expressions in section 3 of 
tRe Indian Mines Act, 1923 ; 

(c) “ manager ” means the manager of the mine ap- 
pointed in accordance with provisions of the 
Indian Mines Act, 1923 ; 

(d) “maternity benefit” means the payment referred 
to in section 5 ; 

(e) “prescribed” means prescribed by rules made 
under this Act. 

Prohibition of employment of, and work by, women during 
certain period. 

3. No owner or manager of a mine shall knowingly 
employ a woman and no woman 6hall engage in employ- 


• In G. «t B. Oh. Pwt IV C. ». Ml-**7 «f 11-1*41. 
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ment in any mine during the four weeks following the day 
on which she is delivered of a child. 

Bight to obtain leave of absence for pregancy and after 
delivery. 

4 . (i) if any woman employed in a mine who is preg- 

nant gives notice either orally or in writing in 
the prescribed form to the manager of the mine 1 
that she expects to be delivered of a child with- 
in one month from the date of such notice, the 
manager shall permit her if she so desires to 
absent herself from work up to the date of 
her delivery and such absence shall be treated 
as a period of authorised absence of leave ; 

Provided that the manager may, on undertaking to de- 
fray the cost of such examination, require the woman to 
be examined by a qualified medical practitioner or mid- 
wife, and if the woman refuses to submit to such examina- 
tion or if certified after such examination as not pregnant 
or. not likely to be delivered of a child within one month, 
he may refuse such permission. 

(ii) Any woman employed in a mine who is deli- 
vered of a child shall be permitted by the ma- 
nager to absent herself from work for a period 
of 4 weeks from the date of her delivery, and 
her absence during such period shall "be deem- 
ed to be authorised absence of leave if within 
seven days of her delivery she has given or 
sent to the manager notice of the delivery and 
of the date of the delivery. 

Bight to and liability for payment of maternity benefit. 

5. Every woman employed in a mine who has been 
continuously employed in that mine or mines belonging tp. 
the owner of that mine for a period not less than 6 months 
preceding the date of her delivery shall if she complies yrith 
the conditions imposed by this Act be entitled to receive 
and the' owner of the mine shall be liable to make to her, 
in accordance with the provisions of this Act, a payment 
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at the rate of 8 annas a day for every day 1 during 4 weeks 
immediately preceding and including the day of her deli- 
very and for each of the four weeks following her delivery. 

Provided 2 that no such jpayment shall be made for 
any day on which she attends work and received payment 
therefore during the four weeks preceding her delivery. 
Explanation. 

Period of casual absence as defined by rules made un- 
der section 15 or authorised absence on account of illness 
or leave shall count as employment in determining whe- 
ther employment has been continued. 

Payment of bonus. 

6. (i) The Central Government may by rules made 

under section 15 provide that the woman en- 
titled to maternity benefit under this Act shall, 
if at the time of her delivery she utilised the 
services of a qualified mid-wife or other train- 
ed person receive in addition to the maternity 
benefit due to her, bonus not exceeding in 
amount Rs. 3. 

Provided that she shall not receive such 
bonus if at the place chosen by her for her con- 
finement she would have been entitled free of 
charge to the services of a qualified mid-wife 
or other trained person provided by the owner 
of the mine. 

(ii) Such rules may further provide for the deter- 
mination by the Provincial Government of the 
amount of the bonus, and of the qualification 
which shall be possessed by a qualified mid- 
wife and other trained person for the purpose 
of this section. 

Notice of delivery to be given to Manager. 

7. A woman entitled to maternity benefit under this 
Act, unless she has given the notice referred to in sub-sec- 
tion (1) of section 4, shall on. being delivered of a child 
give notice of her delivery in the prescribed manner to the 

1 Words “on which she is absent from work owing to her confinement” were omitted ride 
India Aet No. XVIII of 1048. 

2 proviso added Ibid. 
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manager before the expiry of 7 days from the date of her 
delivery, and shall before the expiry of six months from 
such date furnish proof of the prescribed nature to the 
manager both of her delivery and of the date of her deli- 
very; ' 1 

•Provided that a woman giving notice under section 4 
or this section may therein nominate a person for the pur- 
poses of sub-section (2) of section 9. 

Payment of Maternity Benefit. 

8. (i) Where a woman entitled to maternity benefit 

has given the notice referred to in sub-section 
(1) of section 4 and has obtained permission to 
absent herself from work up to the date of her 
delivery, the manager shall either at once or 
within 3 days pay to her maternity benefit for 
4 weeks in advance. 

(ii) a woman entitled to maternity benefit who has 
been delivered of a child shall, on furnishing 
the proof referred to in section 7, 

(a) if she has received an advance payment under sub- 
section (1) be paid the balance of the maternity 
benefit due to her at the end of the fourth week 

• from the date of her delivery or within 3 days of 
the furnished proof, whichever date is later ; 

(b) if she has received no such advance payment, 

(i) if the proof is furnished before the end of the 
fourth week from the date of delivery, be 
paid at once or within 3 days so much of the 
maternity benefit as is then due to her, and be 
paid balance at the end of the said fourth 
week; 

(ii) if the proof is furnished after the end of the 
fourth week from the date of delivery, be paid 
at once or within 3 days the whole amount of 
the maternity benefit due to her. 

Disposal of Maternity Benefit in case of death of woman 
entitled to receive it 

9. If a woman entitled to maternity benefit who has re* 
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ceived an advance under sub-section (1) of section 8 dies 
before being delivered of the child, the advance shall not 
be recoverable. 

(2) If a woman entitled to maternity benefit having 
been delivered of a child dies before payment of the mater- 
nity benefit, or, where an advance under sub-section (1) 
of section 8 has been made, of the balance of the maternity 
benefit due to her is made, the amount due to her up to 
date of her death shall, on the prescribed proof of the birth 
and date of the birth of the child and of the death and date 
of death of the woman being furnished at any time before 
the expiry of six months from the date of the delivery, be 
paid if the child is living to the person who undertakes the 
care of the child and if the child is not living to the person 
nominated by her under the proviso to section 7 or if she 
has made no such nomination to the legal representative 
of the deceased woman. 

Prohibition of dismissal during or on account of absence 
from work owing to confinement. 

10. (1) When a woman absents herself from work 
in accordance with section 3, or has obtained permission to 
absent herself in accordance with section 4, it shall be un- 
lawful for the manager to dismiss her during or on account 
of such absence, to give notice of dismissal on such a day 
that the notice will expire during such absence. 

(2) The dismissal of a woman at any time within six 
mdnths before she is delivered of a child if the woman but 
for such dismissal would have been entitled to maternity 
benefit under this Act, shall not have the effect of depriving 
her of that maternity benefit if the Chief Inspector is 
satisfied that her dismissal was without sufficient cause. 

Power of Chief Inspector or Inspector to direct payment to 
be made. 

11. (1) Any woman claiming that maternity benefit 
to which she is entitled under this Act and any person 
claiming that a payment due under sub-section (2) of sec- 
tion 9 is improperly withheld may make a complaint to 
the Chief Inspector or any Inspector. 



084 LABOUR AND FACTORY LEGISLATION 

(2) On receipt of such complaint or on his own mo- 
tion without any such complaint being made, the Chief 
Inspector or Inspector may make inquiry or cause an in- 
quiry to be made and, if satisfied that a payment has been 
wrongfully withheld may direct payment to be made in 
accordance with his orders. 

Penalty for contravention of Act by a woman. 

12. Any woman who does any work for which she 
receives payment in cash or kind after she has been per- 
mitted under sub-section (1) of section 4 to absent herself 
from work, or who engages in employment in any mine iii 
contravention of section 3, shall be punishable with fine 
which may extend to Rs. 10, and, if she is entitled to mater- 
nity benefit under this Act shall forfeit her right to any 
maternity benefit not already paid to her. 

Penalty for contravention of Act by owner or manager. 

13. (1) Any owner or manager of a mine who con- 
travenes any provision of this Act for which no expressed 
penalty is provided, shall be punishable with fine which 
may extend to Rs. 500. 

(2) The court imposing the fine may, if the contra- 
vention has resulted in depriving a woman of any maternity 
benefit due to her, order the whole or any part of the fine 
when paid to be applied in payment of compensation to the 
woman for any loss caused to her by the contravention of 
the provision on account of which the fine has been impos- 
ed and an appellate court or the High Court in exercise of 
its powers of revision may also make such order. 

Cognisance of cases. 

14. (1) No prosecution under this Act shall be insti- 
tuted except by or with the sanction of the Chief Inspector. 

(2) No court inferior to that of a Magistrate of the 
first class shall try an offence punishable under this Act or 
any rule made there under. 

(3) Provided that in computing the delivery period 
of six months any time spent in obtaining the sanction of 
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the Chief Inspector required by section (1) shall be exclud- 
ed. 

Power of Central Government to make rules. 

15. (1) The Central Government may subject to the 
condition of previous publication by notification in the 
Offical Gazette, make rules to carry out the purposes of this 
Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing power, such rules may — 

(a) require the maintenance of registers and records 
for the purposes of this Act and prescribe the form 
thereof. 

(b) prescribe the form of the notice referred to in sec- 
tion 4 and section 7, and require mines to supply 
copies thereof to women workers ; 

(c) regulate the examination of women under the pro- 
viso to sub-section (1) of section 4, and the grant 
of the certificates therein referred to ; 

(d) prescribe the nature of and the method of furni- 
shing the proof referred to in section 7, section 8 
and section 9 ; 

(e) regulate the manner of applying for and paying 
maternity benefit ; 

(/) assign duties to and regulate the powers of, the 
Chief Inspector and Inspectors, for the purposes 
of this Act. 

(3) Any rule made under this section may provide 
that a contravention thereof shall be punishable with fine 
which may extend to Rs. 50. 

An abstract of this Act and the rules made thereunder to 
be exhibited in mines. 

16. (1) The manager of every mine in which women 
are employed shall cause an abstract in the local Indian 
language of the provisions of this Act and of the rules made 
thereunder to be exhibited in the mines in such manner 
that may come to the notice of every woman employed in 
the mine. 

(2) For any contravention of the provison of this sec- 
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tion the manager shall be punishable with fine which may 
extend to Rs. 100. 

Power of Central Government to exempt mines from ope- 
ration of Act. 

17. The Central Government may, by notification in 
the Official Gazette exempt any mine or class of mine from 
operation of this Act. 

Act binding on Crown. 

18. The provisions this Act shall be binding on the 
Crown. 


Mines Maternity Benefit Act, 1941 

RULES, 1943. 

No. M. 1285, dated New Delhi, the 7th January 1943. 

In exercise of the powers conferred by section 6 and section 
15 of the Mines Maternity Benefit Act, 1941 (XIX of 1941), the 
Central Government is pleased to make the following rules, the 
same having been previously published as required by sub-sec- 
tion (1) of section 15 of the said Act, namely : — 

Short title. 

1. These rules may be called the Mines Maternity Benefit 
Rules, 1943. 

Definitions. 

2. In these rules, unless there is anything repugnant in the 
subject or context, — 

(a) "the Act” means the Mines Maternity Benefit Act, 1941 
(XIX of 1941) ; 

(b) “Form” means a form appended to these rules; 

(c) “muster roll” means a muster roll maintained under 
rule 3 ; 

(d) “section” means a section of the Act. 

Muster rolL 

3. (l) Every owner or manager of a mine In which women 
are employed shall prepare and maintain a muster roll and 
shall enter the following particulars in such muster roll, 
namely 

(a) Name of mine. 

(b) Name of woman and her father's (or, if married hus- 
band’s) name ; 

icy Nature of her work; 
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(d) dates with month and year in which she is empoyed 
and not employed ; 

(e) date on which the woman gites notice under sub-sec^ 
tion (1) of section 4; 

(/) date of production of a medical certificate under the 
proviso to the said sub-section ; 

(g) date of birth of child ; 

( h ) date on which the woman gives notice, if any, under 
section 7 ; 

( i ) date of production of proof of birth ; 

( i ) date of production, if any of proof of death of a woman 
worker ; 

(k) date with the amount of payment of first instalment 
of maternity benefit; 

(l) date with the amount of payment of subsequent instal- 
ment of maternity benefit; 

Cm) date of payment of bonus, if any, under rule 12; 

(n) if the woman dies, the name of the person to whom 
maternity benefit was paid, the amount thereof, and 
the date of payment ; 

(o) name of the person nominated by the woman under the 
proviso to section 7; 

(p) remarks column for the use of the Inspector. 

(2) All entries in the muster roll shall be made in ink and 
maintained up to date, and the Inspector may inspect it on 
the premises at any time during the working time of the mine. 

(3) JPhe employer may enter in the muster roll such other 
particulars as he may wish for any other purpose. 

Form of notice under section 4(1). 

4. The written notice referred to in sub section (1) of sec- 
tion 4 shall be in Form A. 

Form of notice under section 7. 

5. The notice referred to in section 7 shall be in Form B. 

Supply of forms. 

6. The manager shall supply to the woman, at her request, 
free of cost, copies of Forms A and B. 

Medical examination. 

7. (1) The qualified medical practitioner referred to in 
the proviso to sub-section (1) of section 4 shall be a female, if 
the woman' so desires. 

(2) The certificate referred to in the proviso to sub-section 
(1) of section 4 shall be in Form D. 

(3) Medical practitioners and xpidwives referred to in these 
rules shall have qualifications not less than those qualified to 
assist at delivery for the purposes of section 6. 



988 LABOUR AND FACTORY LEGISLATION 

Casual absence. 

8. For purposes of the explanation to section 5 , absence 
from employment up to a maximum period of 26 days during 
teh six months preceding the date of delivery shall be treated 
as casual absence. 

Proof. 

9. The fact that a woman has been confined or is dead 
shall be proved by the production either of a certificate to that 
effect from a qualified medical practitioner or of a certified copy 
of an extract from a birth and death register maintained under 
the provisions of any law. 

Payment of maternity berfefit. 

10. (1) Payments, against a claim of maternity benefit 
shall be made by the manager to the woman concerned, or to a 
person nominated by her in writing, or in case of her death to 
the person entitled to it under subsection (2) of section 9. 

In case of doubt the amount may be paid by the manager 
to the Chief Inspector who shall pay it to the person who, in 
his opinion, is entitled to receive it. 

(2) Whenever the payment referred to in sub-rule (1) is 
made, a receipt shall be obtained by the manager from the 
person to whom the payment is made in Form C. Where the 
amount has been paid to the Chief Inspector, the receipt shall 
be supplied to the manager by the Chief Inspector. 

Records. 

11. Records relating to the payments of maternity benefit 
kept under the provisions of the Act or these rules shall be pre- 
served for a period two years from the date of their prepa- 
ration. 

Bonus. 

12. (1) Subject to the provisions of sub-section (1) of 
section 6, a bonus of three rupees shall be paid by the manager 
to the woman entitled to maternity benefit under the Act. 

(2) Application for bonus shall be made by the woman 
entitled to maternity benefit within four weeks immediately 
following the day of delivery. 

(3) The application referred to in sub-rule (2) shall be 
accompanied by a certificate from the qualified midwife or other 
trained person declaring that the woman worker utilized the 
services of that midwife or trained person. 

(4) The qualifications to be possessed by qualified mid- 
wives and other trained persons for the purposes of section 6 
shall be determined by the Provincial Government. 

Duties and powers of Chief Inspector and Inspectors. 

13. (1) The Chief Inspector shall have jurisdiction, and 
shall be responsible for the due administration of the Act and 
these rules, throughout British India. 
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(2) Every Inspector shall be responsible for the due ob- 
servance of the Act and these rules within the area assigned to 
to him by the Chief Inspector. 

(3) The Chief Inspector and Inspectors shall have power, 
within their respective jurisdictions — 

(a) to require the production of, and to examine, such re- 
cords as are maintained in the mine under the Act or 
these rules ; 

(b) to make such enquiries and to require the production of 
such papers or documents as may he necessary for the 
purpose of ascertaining whether the provisions of the 
Act and of these rules have been or are being properly 
carried our in any mine; provided that he shall not re- 
quire any owner or manager to answer any question, or 
give any evidence, tending to criminate himself. 

(4) Every notice given under sub-section (1) of section 4 
or under section 7 and every receipt for maternity benefit or 
bonus paid to any person under the provisions of the Act or of 
these rules shall, on demand, be produced before the Chief 
Inspector or an Inspector. 

(5) Without prejudice to the generality of sub-rules (1) 
and (2), the Chief Inspector or an Inspector shall at each Ins- 
pection of a mine see — 

(a) whether due action has been taken on every notice given 
under sub-section (1) of section 4 or under sub-section 
4 or under section 7; 

(b) whether the muster roll prescribed by rule 3 is correctly 
maintained ; 

(c) whether there have been any cases of dismissal or 
notice of dismissal in contravention of section 10 since 
the last inspection ; 

(d) whether sections 3 and 8 and sub-section (1) of section 
16 have been complied with. 

(6) An Inspector may issue orders in writing to the owner 
or manager asking for the correction of all irregularities against 
the Act or these rules noticed by him. 

Penalty. 

14. Any person who contravenes any of the provisions of 
rules 3, 6, 10, 11, 12 and 13 shall, on conviction be punishable 
with fine which may extend to fifty rupees . 

FORM A. 

(See rule 4.) 

Notice under section 4 (1) of the Mines Maternity Benefit 

Act, J?41. 

Name of owner of mine I, wife /daughter of 

, employed as at mine, hereby give 
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notice that I expect to be confined within one month next fol- 
lowing from the date of this notice and that 1 will absent my- 
self from the mine with effect from 

*2. For the purpose of section 9 ( 2 ), I hereby nominate 
(name and full address of the nominee to be given) to receive 
maternity benefit due to me in case of my death. 

Signature or thumb impression. 

Signature of an attestor in case the 
woman is not able to sign, and 
affixes thumb impression. 

Address 

To 

The Manager, 

(name of mine and full postal address). 

•Strike out where not applicable. 


FORM B. 

(See rule 5). 

Notice under Section 7 of the Mines Maternity Benefit Act 
1941. 

Name of owner of mine I, wife/daughter 

of , employed as mine, hereby give notice 

that I gave birth to a child on the (date). 

•2. For the purpose of section 9(2), I hereby nominate 
(name and full address of the nominee to be given) to receive 
maternity benefit due to me in case of my death. 

’ Given this day 

Signature or thumb Impression. 

Signature of an attestor in case 
the woman is not able to sign, 
and affixes thumb impression. 

Address 

To 

The Manager, 

(name of mine and full postal address) 

•Strike out where not applicable. 
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FORM C. 

[See rale 

Ferae at receipt tar maternity benefit. 


Name of mine 

I, 

the undersigned 

•a woman worker 

the nominee of 


woman worker 

acting on behalf of 


woman worker 


legal representative of woman worker deceased 

In (name of mine) at in 


district received maternity benefit under the Mines 
Maternity Benefit Act, 1941, from the manager of the mine 
referred to above, as detailed below : 

•Rs. .being the first instalment after the confinement 
paid on 

Rs. , being the second instalment after the confine- 
ment paid on 

*Rs. , being the bonus under section 6 of the Act paid 
on. 

Confinement 

Her 

took place on . In consequence I 

s’ death 

♦her nominee, or acting on her behalf 

' being her legal representative 

have received the aforesaid amounts prescribed in section 5 
♦[and section 6] of the Mines Maternity Benefit Act, 1941 . 


Signature or left thumb impression of 
♦woman worker 

the nominee or the person working on behalf of the woman 

worker. 

the legal representative of the woman worker. 

Signature of an attestor in case the woman is not able to 
sign, and affixes thumb impression. 

Date 

♦Unnecessary portions to be struck off. 
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FORM D. 

[See role 7 (2).] 

Certificate referred to in Section 4(1) of the Mines Maternity 
Benefit Act, 1941, 

wife 

This is to certify that I examined v- , - r- - ■ of 


a woman worker in 


mine at 
♦found 


daughter 
in the district of 


on (date) and r— that she is pregnant 

cannot discover 

and is expected to be delivered of a child within (months 

£LXld 

— days) from the above mentioned date, 
or 

Signature, qualifications and 
designation of medical practitioner or midwife. 

Date 

♦Strike out when not applicable. 


Mines Maternity Benefit Act, 1941 

NOTIFICATIONS. 

No. M1285 (1), dated New Delhi, the 24th December 1942. 

In pursuance of sub-section (3) of section 1 of the Mines 
Maternity Benefit Act, 1941 XIX of 1941), the Central Govern- 
ment is pleased to appoint the 28th December 1942 as the date 
on which the said Act shall come into force. 

No. M1285 (2), dated New Delhi, the 24th December 1942. 
In exercise of the powers conferred by section 17 of the 
Mines Maternity Benefit Act, 1941 (XIX of 1941), the Central 
Government is pleased to exempt from the operation of the said 
Act, the mines, classes of mines, and parts of mines specified in 
the first column of the annexed Schedule subject to tfye condi- 
tions, if any, specified in the corresponding entry in the second 
column thereof. 

SCHEDULE 

Mines and classes exempted. Conditions attached to 

exemption. 

1 2 
1. Mines or parts of mines in Provided that— 

: -which exriavation is being; (i) Not more than 20 persons 
carried out for prospecting are employed in or about 
purposes only and not for such excavation ; 
the purpose of obtaining mi- ( ii ) no part of the excavation 
nerals for use or sale. . extends beneath thejsi}- 

perjacent grouhd; and " 
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2. Iron-ore mines worked 
without mechanical power, 
the whole of the ore from 
which is supplied locally to 
village smelters and black- 
smiths. 

8. The following mines in the 
Province of Bombay, name- 
ly 

Stone Crushing plants 
forming part of the 
mines included in the 
Appendix to this Sche- 
dule or situated in the 
Town and Island of 
Bombay. 


(Hi) the depth of the excava- 
tion measured from its 
highest to its lowest point 
nowhere exceeds 20 feet or, 
in the case of an excava- 
tion for coal, 50 feet. 

The owner, agent or manager 
or any mine so exempted 
shall not permit any fe- 
male to enter for purposes 
of employment, or be em- 
ployed in, the under- 
ground workings, if any of 
the mine. 


APPENDIX 


No. Name of Mine. 


Name of owner. Village. 


Situation 

Sub-division. 


District 


1 Danda Government 

Quarry. 

2 Danda Municipal 

Quarry. 

8 Sevalia ... 

4 Orwad 
6 Khadki 
©■ Motiwada 


7 Ratlao 
6 -Kachora 
9 Anik 

10 Vlrar 

11 Kandivli 


19 Kandivli 


18 Malad 

14 Gilbert 

(Andheri) 

15 Sevalia 

18 Dekor (Jaklar- 
khandi) 


BOAMAY 
Stone Mines 

Government of Danda 
Bombay, Revenue 
Department. 

Bandra Municipality Do. 


... B.B.&C.T. Railway 
... Walji Bhimji 
... Arjun Mavfi 
... Ja~anji Dayabhai 
Patel. 

... BB.AC.T. Railway 
... G. I. P. Railway ... 
... Bombay Port Trust 

... B.B.&C.T. Railway 
Government of 
Bombay, Publio 
Works Department 
... Government of 
Bombay, Revenue 
Department. 

... Do. 

Hill Government of 
Bombay 

. . . Trihhundas Hatjt , , , 
B.B.&C.l. Railway 


Sevalia .. 
Orw&rd .. 
Khadki .. 
Motiwada 


... South-Salsette 

... Do. 

... Thasra 
... Bulsar 
.. Do. 

Do. ... 


Bombay Su- 
burban 

Do. 


Ratlao .... 
Kachora 
Anik and 
Mohul 
Virar 

Kandivli ... 


Do. 


Malad ... 
Andheri ... 

Sevfitfift 
R alchial. 

Jakbadand 
' Kalscar. 


Do. 

Kalyan 


Bassein 

Salseit 


Do 


Do. 

Andheri 

Thasra 


Vide G. of B. Gasett, Part IV C. P. 20-21 of 2l-r-43; 


Kaira 

Surat 

Do. 

Do. 

Do. 

Thana 
Bom’ ay Su- 
burban 
Thana 
Bombay Su- 
burban 

Do. 


Do. 

Do. 
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No. LI.-1896, dated New Delhi, the 24th November 1943. 

In pursuance of sub-rule 12 of the Mines Maternity Benefit 
Rules, 1943,* the Central Government is pleased to direct that 
the following qualifications are to be be possessed by midwives 
for the purposes of section 6 of the Mines Maternity Benefit Act 
1941, within the Chief Commissioners’ Provinces 

( i ) They must have taken a course of training and instruc- 
tion for at least two years in midwifery and gynaecology 
in a recognised maternity Hospital or Home, and have 
passed thereafter a qualifying examination and obtain- 
ed a certificate in midwifery ; or 
(H) They must be registered under the provision of the 
British Midwives Act, 1902, or any law relating to mid- 
wives in force in the Province; or 

(Hi) They must possess such other equivalent qualifications 
as may be accepted by the Central Government. 

(Vide G. of B Gaz. Part IV-C p. 1137 16-12-43). 


The National Service (Technical Personnel) 
Ordinance, 1940 

ORDINANCE No. II of 1940. 

(As amended by Ordinance Nos. II of 1940 and 6 of 1942). 

An Ordinance to give power to control the employment and 
distribution of technical personnel in British India. 

WHEREAS an emergency has arisen which renders it 
necessary to take power to require industrial undertakings 
to release technical personnel for employment in factories 
under the Crown or declared to be engaged on work of 
national importance, and to require technical personnel to 
undertake employment in any such factory ; 

NOW, THEREFORE, in exercise of the powers con- 
ferred by section 72 of the Government of India Act, as 
set out in the- Ninth Schedule to the Government of India 
Act, 1935, the Governor General is pleased to make and 
promulgate the following Ordinance : — 


1 Published in the Government of India Gazette Extraordinary of 29-0-40. 
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Short title, extent and commencement. 

1. (1) This Ordinance may be called the National 
Service (Technical Personnel) Ordinance, 1940. 

(2) It extends to the whole of British India, and ap- 
plies also tol* British subjects in any part of India. 

(3) It shall come into force at once. 

Definitions. 

2. In this Ordinance, unless there is anything repug- 
nant in the subject or context, — 

2 [ ( a ) “technical personnel ” includes all persons nor- 
mally employed, or declared by a Tribunal to 
be normally employed, in any of the capacities 
specified in the Schedule, and any such person, 
or class of persons undergoing training in any 
such capacity, as may be declared by the Cen- 
tral Government by notification in the Official 
Gazette to be technical personnel for the pur- 
poses of this Ordinance ; but does not include 
any person who is not liable under section 3 
to undertake employment in the national ser- 
vice ;] 

(b) “ factory ” means a factory as defined in clause 

(j) of section 2 of the Factories Act, 1934; 1 [and 
includes any place deemed to be a factory in 
pursuance of a declaration made under sub- 
section (1) of section 5 of that Act] ; 

(c) “ Indian British subject ” means any subject of 
His Majesty in India except a British subject of 

European descent in the male line born, natu- 
ralised or domiciled in the British Islands or in 
any Dominion as defined in the Statute of West 
minster, 1931, or in any colony except Ceylon ; 

2 [ (d) “industrial undertaking ” means — 

(i) any concern engaged in — 


2 The word “ Indian. '* omitted by s. 2 of the National Service <Technical Personnel) 
Amendment Ordinance, 1942 (6 of 1942). 

2 Subst. for the original clause, by s. 8, ibid. 

1 Added by s. 8 of the National Service (Technical Personnel) Amendment Ordinance, 
1242 Of 1242). 

2 Subst., ibid. 
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(a) the manufacture or production of any arti- 
cle or commodity, 

(b) the supply or distribution of light, power or 
water , 

(c) the supply or maintenance of any form of 
mechanised transport ; 

(ii) any concern engaged in installing equipment or 
erecting premises for the purposes of or prepar- 
ing and producing designs for or testing the pro- 
ducts of any concern of the nature specified in 
sub-clause (i) ; 

(iii) any training establishment ; 

(it?) any other undertaking which the Central Gov- 
ernment may, by general or special declaration 
notified in the Official Gazette, declare to be an 
industrial undertaking ;] 

2 [(e) “employment in the national service” means 
employment undertaken in pursuance of an 
order passed under clause (b) or clause (c) of 
sub-section (1) of section 7 or under clause (b) 
of sub-section (1) or sub-section (2) of section 
10 ;] 

(f) “ notified factory ” includes any factory under 
the Crown and any factory declared by notifi- 
cation Hor order in writing] under section 4 to 
be engaged on work of national importance ; 

( g ) “prescribed” means prescribed by rules made 
under this. Ordinance ; 

( h ) “Special Tribunal” means a Special Tribunal 
constituted by the Central Government under 
section 12 ; 

2 1 (i) “ technical post under the Crown ” means any 
post under the Crown the holder of which is re- 
quired to possess a knowledge of one or more of 
the trades Tor occupations] specified in the 
Schedule ; 

1 Inserted by section 8 of the National Service (Technical Personnel) Amendment 
Ordinance, 1042 (6 of 1042). 

2 Ins. by s. 2 of the National Service (Technology Personnel) Amendment Ordinance, 
(1042) (11 of 1040). 
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(j) “training establishment” means any technical 
institution or training centre in British India* 
established, selected or approved by the Central 
Government for the training of technical per- 
sonnel ; or in such institution or centre in an 
Indian State so established ; selected or approv- 
ed with the consent of the State ; 

3 I (k) “ Tribunal ” means a National Service Labour 
Tribunal constituted by the Central Government 
under section 5. 

3. All technical personnel over the age of seventeen 
and under the age of fifty years, being Indian British sub- 
jects, or being subjects of an Indian State resident for the 
time being in British India or being 4 [Asiatic immigrants 
from any Asiatic territory outside India notified in this be- 
half by the Central Government in the Official Gazette], 
and not being members of His Majesty’s regular Naval, 
Military or Air Forces, or members of any Reserve of any 
such Force, who are liable under their terms of service in 
such Reserve to be called up for service at any time and 
not only on partial or general mobilization, shall be liable 
under this Ordinance to undertake employment in the na- 
tional service : 

“ Provided that no subject of an Indian state resident 
for the time being in British India for a temporary purpose 
other than that of undergoing training at a training esta- 
blishment shall be so liable, and no person in the service of 
the Crown shall be so liable except with the written con- 
sent of the Government under which he is serving.” 
Notified Factories. 

4. (1) The Central Government may, by notification 
in the Official Gazette, 1 tor by order in writing], declare 
any factory, which is engaged in the production of muni- 
tions or other war supplies or in work which, in the opinion 


* Words added by National Service (Technical Personnel) Second Amendment 
Ordinance U of 1943. ' 

«' * Original clause (0 re-lettered (fc). ibid. 

4 Ins. by s. 4 of the National Service (Technical Personnel) Amendment Ordinance. 
1941 (9 of 1949). 

I Ins. by s. 0 of the National Service (Technical Personnel) Amendment Ordinance. 
1948 (6 of 1949). 
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of the Central Government, is likely to assist the efficient 
prosecution of the war, to be a factory engaged on work of 
national importance, and thereupon such fatcory shall be 
a notified factory. 

(2) 2 fEvery notified factory, training establishment or 
department under the Crown shall be eligible to apply in 
the prescribed form], to a Tribunal or to the Central Gov- 
ernment for technical personnel 3 land, having so applied, 
shall take into its employment such technical personnel 
within such period and on such terms and conditions as the 
Tribunal or the Central Government, as the case may be, 
may direct.] 

4 £ (3) The Central Government may, as a condition 
of declaring or of continuing to recognise any factory as a 
notified factory, by general or special order, require that 
the factory shall make such provision as may be specified 
in the order in regard to the terms of service and conditions 
of work of its employees or for affording technical instruc- 
tion and training.] 

National Service Labour Tribunals. 

5. (1) The Central Government shall constitute for 
such areas and in such places as it thinks fit National Ser- 
vice Labour Tribunals (in this Ordinance referred to as 
Tribunals) to exercise the functions assigned to such Tri- 
bunals by this Ordinance. 

(1A) the Central Government may empower the Tri- 
bunal instituted in a particular area to exercise in relation 
to British subjects in Indian States or group of Indian 
states or in any territory in Indian States in which jurisdic- 
tion is exercised by His Majesty through a Crown represen- 
tative the functions assigned to such tribunals by this 
Ordinance.” 

“(2) A tribunal shall consist of not less than 3 mem- 
bers appointed by the Central Government of whom one 
shall be designated as chairman and of whom majority shall 
be servants of the Crown *. 

3 Snb«t., ibid. 

8 Added by s. 8 of the National Service (Teohnlcal Personnel) Amendment Ordinance, 
1040 <11 of 1940). 

4 Added by s. ft of the National Service (Technical Personnel) Amendment Ordinance. 
1943 <4 of 1942). 




LABOUR AMD FACTORY LEGISLATION 


QAO., 

Provided that for the purposes of this sub-section ofli- ; 
cers of company managed railways shall be deemed to be 
servants of the Crown.” 

“(2A) a person, other than a servant of the Crown 
shall be disqualified for appointment as a member of a Tri- 
bunal if he is connected with the management or operation 
of any industrial undertaking situated within jurisdiction 
of the Tribunal.” 

1 [ (3) Any two members of the Tribunal shall consti- 
tute a quorum.] 

2 [ (4) A Tribunal shall have power to associate with 
itself in its deliberations such other persons as it thinks fit 
under such conditions as may be prescribed. 

2 [ (5) A Tribunal may meet at such times and places 
as it thinks fit and shall meet when required to do so by the 
Central Government. 

2 [ (6) A Tribunal shall have the powers of a Civil 
Court for the purpose of recording evidence, administering 
oaths, enforcing the attendance of witnesses and compelling 
the discovery and production of documents, and shall be 
deemed to be a Civil Court within the meaning of sections 
480 and 482 of the Code of Criminal Procedure, 1898 3 [and 
a court for the purposes of clause (aa) of the proviso to 
section 200 of that Code.] 

*[ (7) ] A Tribunal may order any person, included 
within the definition of technical personnel, to submit him- 
self to be examined by such medical authority as may be 
prescribed. 

6 [ (8) A Tribunal may, subject to the prescribed con- 
ditions and limitations, delegate to its chairman any of its 
functions]. 


1 Subst. by s. 0 of the National Service (Technical Personnel) Amendment Ordinance 
1942 (6 of 1942). 

2 The original sub-sections (4), (5), and (6), and (7) were re-numbered respectively (4),, 
5) and (6), by a. 4 of the National Service (Technical Personnel) Amendment Ordinance. 1940 
(11 of 1940). 

8 Added by s. 0 of the National Service (Technical Personnel) Amendment Ordinance* 
1942 (6 of 1942). 

4 The original sub-section (8) re-numbered (7) by a. 4 of the National Service ( Techni c al 
Personnel) Amendment Ordinance, 1940 (11 of 1940.) 

. 0 Added by s. 6 of the National Service (Technical Personnel) Amendment Ordtaaqec, : 

1942 (0 0*1942). 
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Enquries by Tribunals. 

6. 6 [(l) A Tribunal may, subject to any rules made 
in this behalf under section 19, take steps to ascertain par- 
ticulars of the technical personnel employed in any indus- 
trial undertaking (including a notified factory), the suit- 
ability of such personnel for employment in the national 
service, and the capacity of the undertaking to release such 
personnel or any part thereof for such employment having 
regard to the nature of the work in which such personnel 
or part is engaged.]. 

(2) For the purposes of sub-section (1), the Tribunal 
may— 

(a) summon the owner or manager of any industrial 
undertaking or any employee of such undertaking 
to appear before it and furnish such information 
as it may require, 1 * 

(b) authorise one of its members 2 [or an Inspector 
appointed by it] to enter upon and inspect any 
premises occupied by such undertaking and call 
for any information whether documentary or 
otherwise which appears to it to be necessary. 

3 [ (c) authorise 2 [an Inspector appointed by it or] any 
person who belongs to the managerial or super- 
visory class of technical personnel to enter upon 
any premises occupied by such undertaking and 
test the technical skill of such persons as the Tri- 
bunal may by order in writing direct, and 

(d,) require any industrial undertaking to afford such 
facilities as the Tribunal may specify for testing 
the skill of any technical personnel whether such 
personnel is employed by such undertaking or not,] 
and the owner or manager of the industrial undertaking 
and any employee of such undertaking shall comply with 

^ 6 Subat, by *. 6 of the National Service (Technical Personnel) Amendment Ordinance, 
1640 (11 of 1940.) 

. 1 The word “and** omitted by section 6 of the National Service (Technical Personnel) 
Amendment Ordinance, 1940 (ll of 1940). 

2 Ins. by s. T of the National Service (Technical Personnel) Amendment Ordinance. 
1942 (6 of 1042V. - . , 

8 Ins. by 5 of the National Service (Technical Personnel) Amendment Ordinance 1940 
(11 of 1940). 
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any requisition made in this behalf by or under authorisa- 
tion from the Tribunal. 

Release, disposal and training of technical personnel by 
order of Tribunal. 

- 4 [7. (1) Subject to any rules made in this behalf 
under section 19, a Tribunal may, order in the prescribed 
form, — 

(a) require the owner or manager of any industrial 
undertaking to release such technical personnel as 
it may specify for employment in the national 
service. 

(b) direct any technical personnel to undertake em- 
ployment in the national service in any notified 
factory or training establishment within the limits 
of its jurisdiction, or in any factory or technical 
post under the Crown in any part of British India. 

(c) transfer technical personnel engaged in employ- 
ment in the national service from one form or 
place of employment in such service to another 
within the limits of its jurisdiction, or to another 
form or place of employment in any factory or te- 
chnical post under the Crown in any part of Bri- 
tish India.” 

(d) direct technical personnel, whether employed or 
unemployed to present themselves at such place 
and time as may be specified in the order for in- 
terview or inquiry and, if so required, for submis- 
sion to a test of their technical skill, | 

(e) require the owner or manager of any industrial 
undertaking (other than an undertaking under- the 
Crown) to provide training for such numbers of 
persons as technical personnel on such terms and 
conditions as may be specified in the order. 

and such order shall be complied with within such period 
or on such date as may be specified in the order. 


f 4 Subst. by a. 8 of the National Service (Technical Personnel) Amendment Ordinance, 
1948, (6 of 1 843). 
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(2) No person included in the definition of technical 
personnel, who has been directed under sub-section (1) to 
undertake employment in the national service, shall be dis- 
charged from or leave his employment in such service un- 
less the employer or the person concerned, as the case may 
be, has previously obtained the permission in writing of 
the Tribunal.] 

Terms of service of technical personnel in notified factories. 

8. The terms of service of technical personnel taken 

into employment in the national service in a notified fac- 
tory 1 [, training establishment or technical post under the 
Crown]in pursuance of any order passed 2 [under clause 
( b ) or clause (c) of sub-section (1) of section 7] shall be 
laid down by the Tribunal in each case subject to such 
conditions as may be prescribed, and such conditions may 
provide for the preservation of any rights which such te- 
chnical personnel may have under any provident or super- 
annuation fund or other scheme for the benefit of em- 
ployees maintained by the undertakings from which they 
are released. ' 

Appeals. 

9. An appeal shall lie to the Central Government 
against any order passed by a Tribunal under 1 [clause (u) 
2 [clause (b), clause (c) or clause (e) of sub-section (1) of 
section 7] or under] section 8 and the decision of the Cen- 
tral Government shall be final. 

Power of Central Government in respect of technical 
personnel. 

10. (1) The Central Government may require a Tri- 
bunal to report what technical personnel, whether employ- 
ed in industrial undertakings or otherwise is available 
within its jurisdiction for employment in the national ser- 


1 lot. by s. 9 of the National Service (Teefcntcal Personnel) Amendment Ordinance, 
1942 (6 of 1942). 

2 S ubgt., ibid. 

1 Subst. by s. 7 of the National Servioe (Technical Personnel) Amendment Ordinance 
1940 (11 of 1940). 

2 Subst. by §. 10 of the National Service (Technical Personnel) Amendment Oidlnaaoe, 
1942, (0 of 1942). 
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vice, and may, 3 [whether or not a Tribunal has been so re- 
quired to report] 4 * * *, by order -in writing, — 

3 [(a) require any industrial undertaking by which 
technical personnel is employed to release such 
personnel as may be specified in the order for em- 
ployment in the national service] ; 

(b) direct 6 [any technical personnel] to 6 [undertake 
such employment in the national service as] may 
be specified in the order. 

3 [ (bb) direct that any technical personnel engaged in 
an industrial undertaking under conditions not 
amounting to employment in the national ser- 
vice shall, for the purposes of sub-section (3), 
be deemed to have been taken into employ- 
ment in the national service;] 

7 [and 

(c) require any notified factory, notwithstanding that 
it has not made any application under sub-section 
(2) of section 4, to take into its employment such 
technical personnel within such period as may be 
specified in the order.] ; 

1 (2) The Central Government may, by order in writ- 
ing, transfer technical personnel from one form or place of 
employment in the national service to another, and the em- 
ployer and the personnel concerned shall comply with such 
order.] ; 

(3) The terms of service of technical personnel taken 
into employment 2 [in the national service] in pursuance of 
an order made under sub-section (1) or transferred under 
sub-section (2) shall, subject to the conditions prescribed 


8 Ins. by ». 11, ibid, 

4 The words “after consultion with the Tribunal” omitted by s. 8 of the National 
Service (Technical Personnel) Amendment Ordinance, 1040 (11 of 1040). 

8 Subst. by •. 11 of the National Service (Technical Personnel) Amendment Ordinance, 
1042 (6 of 1042). 

4 Subst. by s. 8 of the National Service (Technical Personnel) Amendment Ordinance 
1040 (11 of 1040). 

7 Added, ibid, 

1 Subst. by s. 11 of the National Service (Technical Personnel) Amendment Ordinance, 
1042 (6 of 1042). 

3 Ins. by s. 8 of the National Service (Technical Personnel) Amendment Ordinance, 

1040 (11 of 1040). 
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for the purposes of section 8 be laid down by the Central 
Government 3 * * * * 

(4) The Central Government may order any person 
who is required under sub-section (1) to undertake employ- 
ment in 4 [the national service], or who is transferred un- 
der sub-section (2) from one 6 [form or' place of employ- 
ment] to another, to submit himself to be examined by such 

medical authority as may be prescribed. 

6 * * * * * * * 

7 [ (5) No person included in the definition of techni- 
cal personnel who has been directed 8 [under sub-section 
(1) or sub-section (2) to undertake employment in the na- 
tional service 9 * * * shall be discharged from or leave his 
employment & * * * * unless 10 [the employer] or the per- 
son concerned, as the case may be, has previously obtained 
the permission in writing of the Central Government.] 
Release of technical personnel for employment overseas or 
in His Majesty’s Forces. 

1 1 [10A. (1) Where a person included in the defini- 

tion of technical personnel is willing to undertake employ- 
ment in any of the capacities specified in the Schedule in 
His Majesty’s Forces or outside India, and the Central Gov- 
ernment is satisfied that such person would if released be 
taken into such employment and, in the case of employ- 
ment outside India, that the employment to be undertaken 
is of national importance, the Central Government may by 
order in writing require the owner or manager of any in- 
dustrial undertaking by which such person is for the time 
being employed to release him for such employment. 

(2) Subject to any rules made in this behalf under 
section 19, a Tribunal may exercise the powers conferred 
on the Central Government by sub-section (1) in respect 


8 Certain word* omitted by s. 11 of the National Service (Technical Personnel) 
Amendment Ordinance, 1942 (6 of 1942). 

4 Subst. by s. 8 of the National Service (Technical Personnel) Amendment Ordinance, 
1940 (11 of 1940). 

5 Subst. by s. 11 of the National Service (Technical Personnel) Amendment Ordinance; 
1942 (6 of 1942) 

6 Sub-section (5) omitted, ibid. 

7 Original tub-section (6) renumbered, ibid. 

8 In»., ibid. 

9 Certain words omitted, ibid. 

10 Subst., ibid. 

11 Ins. by s. 12, ibid. 
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Of technical personnel employed in any industrial under- 
taking other than an undertaking under the Crown. 

(3) For the purposes of section 11, a person who has 
been released on a requirement under this section shall be 
deemed to have been released for employment in the 
national service.] 

Reinstatement. 

(1) It shall be the duty of any employer by 
whom a person, who has been released for employment in 
the national service on the requirement of a Tribunal or the 
Central Government, was employed otherwise than in a 
probationary or temporary capacity to reinstate him in his 
former employment on the termination of that service in 
an occupation and under conditions not less favourable to 
him than those which would have been applicable to him 
had he not been so released for employment in the national 
service ; 

Provided that, if the employer refuses to reinstate such 
person, or denies his liability to reinstate such person or 
if for any reason the reinstatement of such person in repre- 
sented by the employer to be impracticable, either party 
may refer the matter to a Special Tribunal and the Special 
Tribunal shall after due consideration pass an order either 
exempting the employer from the provisions of this sub- 
section or requiring him to re-employ such person on such 
terms as it thinks suitable or to pay to such person a sum 
in compensation for failure to re-employ him not exceeding 
an amount equal to six months’ remuneration at the rate 
at which his last remuneration was payable to him by the 
employer. 

(2) If any employer fails to obey an order passed by 
a Special Tribunal under the proviso to sub-section (1), he 
shall be punishable with fine which may extend to one 
thousand rupees, and the Court by which he is convicted 
may, in addition to any other penalty, order him (if he is 
not already so required by the Special Tribunal) to pay the 
person whom he has failed to re-employ a sum not exceed- 
ing an amount equal to six : months’ remuneration at the 
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rate at which his last remuneration was payable to him by 
the employer ; and any amount so required by the Special 
Tribunal to be paid, or so ordered by the Court to be paid, 
shall be recoverable sis if it were a fine imposed by such 
Court: 

Provided that in any proceedings under this sub-sec- 
tion it shsill be a defence for an employer to prove that the 
person formerly employed by him did not apply to hnan for 
reinstatement within a period of two months from tTO ter- 
mination of the employment in the national service for 
which such person was released. 

“ (3) The duty imposed by sub-section (1) upon an 
employer to reinstate in his employment a person such as 
is described in that sub-section shall attach to an employer 
who, before such person is actually released for or taken 
into employment in the national service, terminates his 
employment in circumstances such as to indicate an inten- 
tion to evade the duty imposed by that sub-section, and 
such intention shall be presumed until the contrary is prov- 
ed if the termination of the employment takes place after 
the issue of an order of requirement by the Tribunal or the 
Central Government for the release of such person for em- 
ployment in the national service or after the issue of a 
direction to such person under clause (d) of sub-section (1) 
of section 7.” 

Special Tribunal. 

12. (1) The Central Government shall constitute for 
such areas and in such places as it thinks fit Sepcial Tribu- 
nals to hear and decide any matters referred to it under the 
proviso to sub-section (1) of section 11. 

(2) A Special Tribunal shall consist of three members 
to be nominated by the Central Government, of whom one, 
who shall be chairman of the Special Tribunal, shall be a 
member of the civil service of the Crown .not lower in 
status than a District and Sessions Judge. 

(3) No person serving as a member of a Tribunal 
shall, while so serving, be a member of a Special Tribunal. 

(4) A Special Tribunal may meet at such times and 



LABOUR AND PACTORY LEGISLATION 


1907 


places as it thinks fit and shall meet when required to do 
so by the Central Government 

“ (4A) At any meeting of a Special Tribunal, the 
Chairman and any other member of the Special Tribunal 
shall constitute a quorum.” 

(5) A Special Tribunal shall have the powers of a 
Civil Court for the purpose of receiving evidence, admini- 
stering oaths, enforcing the attendance of witnesses and 
compelling the discovery and production of documents, 
and shall be deemed to be a Civil Court within the meaning 
of sections 480 and 482 of the Code of Criminal Procedure 
1898. 

Relinquishment of employment by, dismissal of, and en- 
gagement by industrial undertakings of, technical 
personnel. 

13 . (1) 1 [Subject to any rules made in this behalf 

under section 19 a Tribunal], may require any industrial 
undertaking (including a notified factory) 1 2 * * * to post be- 
fore a specified date and to keep posted on its premises 
notices making known 3 * ** the provisions of 4 [sub-sec- 
tions (l), (2) and (3) of this section] and intimating also 
the place to which applicaUions to the Tribunal may be 
addressed. 

1 (2) After any such notice has been posted no per- 
son included within the definition of technical personnel 
who is either employed in or is undergoing training in that 
undertaking shall leave his employment or training unless 
he has previously obtained the permission in writing of the 
Tribunal, and if any person leaves his employment or 
training without such permission, he may, without preju- 
dice to his liability under section 14, be ordered by the Tri- 
bunal to return to his employment or training.] ; 


1 Subst. by s. 18 of the National Service (Technical Pereonnel) Amendment Ordinance. 

1848, <« of 1942). * 

2 The words “in the area** omitted, ibid. 

8 The words “to its employees” omitted, ibid. 

4 Subst. by s. 9 of the National Service (Technical Personnel) Amendment Ordinance. 
1949, <11 of 1940). ’ 

1 Subst. bye. 12 of tbe National Service (Technical Personnel) Amendment Ordinance. 

1942 (6 of 1942). 
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■ 8 [(2 A) Where the Tribunal refuses permission to 
leave employment, the Tribunal may, of its own motion or 
on application by the person refused permission lay down 
subject to the prescribed conditions the terms of service on 
which the employer shall continue to retain him in employ- 
ment, and the employer shall not thereafter, notwithstand- 
ing anything contained in sub-section (3), discharge, dis- 
miss, or release such person without the previous permis- 
sion of the Tribunal.] ; 

“ (3) Subject to prescribed rules, no owner or mana- 
ger of an industrial undertaking (including a notified fac- 
tory) which has been required to post notices on its pre- 
mises under sub-section (1) shall discharge or dismiss any 
person included in the definition of technical personnel 
unless he has previously obtained the permission in writ- 
ing of the Tribunal, and, if any such owner or manager re- 
leases or removes from one industrial undertaking (includ- 
ing a notified factory) to another any such person, he shall 
give notice in writing of such release or removal to the 
Tribunal within such period as may be prescribed ; 

Provided that it shall not be necessary for the owner 
or manager of an industrial undertaking (including a no- 
tified factory) to obtain such permission to discharge or 
dismiss a person included in the definition of technical 
personnel if such person — 

(a) was engaged on probation but has not been con- 
firmed ; 

(b) was engaged for *a period specified in his written 
agreement of service, if that period has expired ; 

(c) was engaged for the completion of a piece of work 
the nature of which was specified in writing at the 
time of his engagement and which has been com- 
pleted ; 

(d) is certified by a registered medical practitioner to 
be physically unfit for the work or class of work in 
which he is engaged ; 

(e) has, in the opinion of the employer, been guilty of 
gross insubordination, habitual absence from work 


■ Ids., ibid. 
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or any serious misconduct or has been convicted of 
criminal offence ; or 

(/) is the subject of an adverse police report ; 

but in all such cases the owner or manager con- 
concerned shall give notice in writing to the Tri- 
bunal of the discharge or dismissal and the reasons 
therefor within twenty-four hours of the discharge 
or dismissal.” ; 

(c) after sub-section (3) as thus substituted, the follow- 
ing sub-section shall be inserted, namely : — 

“(3A) In considering applications for the grant of 
permission under sub-section (2) or sub-section (3) the Tri- 
bunal shall be guided solely by the consideration whether 
in its opinion the services of the person who wishes to leave 
his employment or training or whom the employer proposes 
to discharge or dimiss, as the case may be, can be em- 
ployed most effectively in connection with work of national 
importance in his existing employment or training.” ; 

(d) after sub-section (4), the following sub-section and 
explanation shall be added, namely : — 

6 [(4) Subject to any rules made in this behalf under 
section 19, a Tribunal may control the engagement to tech- 
nical personnel by industrial undertakings (including noti- 
fied factories) in such manner as it thinks fit.] 

(4A)At any meeting of a Special Tribunal, the Chair- 
man and any other member of the Special Tribunal shall 
constitute a quorum.” 

“ (5) Nothing in this section shall affect the terms of 
any valid contract regulating the termination of employ- 
ment of any person included within the definition of te- 
chanical personnel, entered into between such person and 
his employer. 

Explanation, — In this section — 

(1) the word ‘discharge’ includes the trade term ‘lay 
off’ or temporary discharge for insufficiency of work, and 

(2) No Court inferior to that of a Presidency Magis- 
trate or a Magistrate of the first class shall try an offence 

6 Ills, by t. 9 of the National Service (Technical Personnel) Amendment Ordinance, 
1940, (11 of 1940). 
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pimishable under this Ordinance. 

14. (1) Whoever contravenes any of the provisions of 
section 13, or wilfully fails to comply with any summons, 
requirement, direction or order of a Tribunal, a Special 
Trib unal or the Central Government under this Ordinance 
shall, Save as provided in sub-section (2) of section 11, be 
punishable with imprisonment which may extend to six 
months, or with fine which may extend to one thousand 
rupees, or with both. 

Liability of owners, agents and managers. 

15. In any proceeding against an industrial undertak- 
ing for any offence punishable under this Ordinance or the 
rules made thereunder the owner of the undertaking and 
his agent or manager, if any, shall be jointly and severally 
liable to any penalty incurred under this Ordinance or the 
rules. 

Service of notices and orders. 

16. Any summons, notice, direction or order to be 
given to any person for the purpose of this Ordinance may 
be served by being sent by post addressed to that person at 
his last known address. 

Bar of Proceedings. 

17. No suit, prosecution or other legal proceeding 
shall be instituted in any Court in respect of anything in 
good faith done or intended to be done under this Ordi- 
nance. 

Power to amend Schedule. 

18. The Central Government may, by notification in 
the Official Gazette, direct that persons normally employed 
in capacities other than those specified in the Schedule 
shall be deemed to be technical personnel for the purpose 
of this Ordinance. 

Power to make Rules. 

19k (1) The Central Government may, by notification 
in the Official Gazette, make rules for carrying out the 
provisions of this Ordinance. 

(2) Without prejudice to the generality of the forego- 
ing power, such rules may prescribe — 
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(to) the conditions governing the appointment of the 
persons referred to in sub-section ’[(4)] of section 
5 ; 

(b)the medical authorities referred to in sub-section 
2 [(7)] of section 5 and sub-section (4) of section 
10 ; 

3 [(c) the conditions under and the manner in which 
the tests mentioned in clause (c) of sub-section (2) 
of section 6 and 1 2 * 4 [clause (d) of section 7]shall be 
carried out ;] 

’[(d)] the conditions 2 [and limitations], governing 
the exercise of its functions by a Tribunal under 
sections 6, 7 and 8, 3 6 7 [sub-section (2) of section 10A 
and sub-section (2A) of section 13] ; 

4 [(e)] the manner of preferring appeals under sec- 
tion 9 and of making references under the proviso 
to sub-section (1) of section 11 ; 

6 [(/)] the matters requiring to be prescribed for the 
purposes of [sub-sections (1), (3) and (4)] of 
section 13 ;] 

7 [(&] the register or other documents to be main- 
tained or prepared by industrial undertakings 
(including notified factories) and by Tribunals, and 
the forms of 8 [applications,] notices and orders to 
be used for the purposes of this Ordinance. 

(3) Any rule made under this section may provide 
that a contravention of the rule shall be punishable with im- 


1 Subst. for the brackets and figure “(5)” by s. 10 of the National Service (Technical 
Personnel) Amendment Ordinance, 1940 (11 of 1940). 

2 Subst. for the brackets and figure “(5)” ibid. 

8 Ins. ibid . 

4 Subst. by s. 14 of the National Service (Technical Personnel) Amendment Ordinance, 
1042 (6 of 1942). 

1 Original clause (c) re-lettered ((d) by s. 10 of the National Service (Technical 
Personnel) Amendment Ordinance, 1940 (11 of 1940). 

2. Ins. by s. 14 of the National Service (Technical Personnel) Amendment Ordinance, 
1942 (6 of 1942). 

8 Added, ibid. 

4 Original clause (d) re-lettered (e) by s. 10 of the National Service (Technical 
Personnel) Amendment Ordinance, 1940 (11 of 1940). 

5 Ins. ibid. 

6 Subst., by s. 14 of the National Service (Technical Personnel) Amendment Ordinance, 
1942 (6 of 1942). 

7 Original clause (e) re-lettered (a) by 8. 10 of the National Service (Technical 
Personnel) Amendment Ordinance, 1940 (11 of 1940). 

8 Ins. by s. 14 of the National Service (Technical Personnel) Amendment Ordinance 
1942 (6 of 1942). 
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prison ment for any term not exceeding six months, or with 
line not exceeding one thousand rupees, or with both. 
Application of Ordinance to Mines. 

9[2fl. The provisions of this Ordinance and of the 
rules made thereunder shall apply in relation to mines, as 
defined in clause (f) of section 3 of the Indian Mines Act, 
1023, as if all references throughout this Ordinance and 
the rules made thereunder to a factory were references to 
such a mine.] 


’[THE SCHEDULE.] 

[See section 2 (a).] 

TECHNICAL PERSONNEL. 

Managerial or Operational Staff. 

1. Aircraft Pilots. 

2. Assistant Works Managers. 

3. Chemists (industrial, metallurgical, analy- 

tical and technical research). 

4. Civil Engineers. 

5. Electrical Engineers. 

6. Mechanical Engineers. 

7. Production Engineers. 

8. Works Managers. 

9. Structural Engineers. 

Supervisory Staff 

1. Assistant Foremen. 

2. Chargehands. 

3. Chargemen. 

4. Chemical Process Foreman. 

5. Ground Engineers (Aircraft). 

6. Inspectors (of all grades). 

7. Inspectors of material. 

8. Leading Hands. 

9. Master Tailors and Master Cutters. 
10. Oversee rs. 

9 Added by «. 1 1 of the National Service (Technical Personnel) Amendment Ordinance, 
1940 (11 of 1040). 

1 ®nbfft. by f. Ifl of the National Service (Technical Personnel) Amendment Ordinance » 
1042 (6 of 1042)* 
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11. Storekeepers, Storeholders. 

12. Supervising Mistries. 

13. Supervisors. 

14. Viewers. 

15. Works Chemists. 

16. Workshop Foremen. 

17. Technical Assistants. 

Skilled and Semi-skilled Trades and 
Occupations. 

1. Air-craft Mechanics. 

2. Armature Winders. 

3. Armourers. 

4. Beater Mistries (Paper Mill) 

5. Belt-men. 

6. Blacksmiths, Angle-smiths, Spring-Makers, 

Heavy forge smiths. 

7. Blowers (Glass) . 

8. Boiler Cleaners. 

9. Boilermakers, Platers. 

10. Boot and Shoe Makers. 

11. Braziers. 

12. Bricklayers. 

13. Brickmoulders. 

14. Brick and Tile Makers. 

15. Bronzers and Lacquerers. 

16. Bubblers. 

17. Burning Control Men. 

18. Carpenters, Joiners. 

19. Chamber-men. 

20. Chaulkers. 

21. Chemical Assisants (Analysts). 

22. Chemical Process workers. 

23. Coach Finishers. 

24. Coggers. 

25. Component setters, Machine and Tool 

Setters. 

26. Control operators. 

27. Coolermen. 
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28. Coopers. 

29. Coppersmiths. 

30. Core makers. 

31. Corck men. 

32. Crane Drivers. 

33. Crusher Attendants. 

34. Cupala Men. 

35. Cuppers. 

36. Curriers. 

37. Cutters. 

38. Die Sinkers. 

39. Drillers. 

40. Drivers (Motor Vehicles). 

41. Draughtsmen, (Mechanical, Structural, Jig 

and Tool, Litho Stone and Zinc.) 

42. Draw henchmen. 

43. Electricians. 

44. Electro-platers. 

45. Engine Drivers (Steam and internal com- 

bustion). 

46. Engravers. 

47. Erectors. 

48. Estimaters. 

49. Examiners (Tool, Wood and Metal). 

50. Extrusion Press Operators. 

51. Feed Water Station Attendants. 

52. Filament Winders and Cutters. 

53. Fillers, Vicemen. 

54. Fillers (Brushware) . 

55. Fitters. 

56. Footmakers. 

57. Furnace-men Firemen, Strokers. 

58. Galvanizers. 

59. Gas Producers. 

60. Gaugers. 

61; Gandi Setters. 

62. Graduators (Glass). 

63. Gauge and Tool Fitters. 

64. Hand mounters. 
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65. Hammermen, Holders up, Strikers. 

66. Heaters. 

67. Helio and Vandyke printers. 

68. Helpers. 

69. Ingot parters. 

70. Instrument Mechanics. 

71. Ladlemen. 

72. Lead Burners. 

73. Lithographers. 

74. Litho-machine Feeders (Layers on). 

75. Litho printers. 

76. Mechanic Mistries (Paper Mill). 

77. Mechanists, Drillers, Shapers, Millers, 

Planers, Polishers and Grinders. 

78. Manipulators and other Machine Drivers. 

79. Markers out. 

80. Masons. 

81. Mechanics (all classes). 

82. Melters. 

83. Miller-Burners. 

84. Millwrights. 

85. Motor Mechanics. 

86. Motor Men. 

87. Moulders. 

88. Negative Retouchers (Photo-writers). 

89. Overseers. 

90. Painters. 

91. Paid apprentices and Learners, not being 

persons undergoing training 'under the 
Technical Training Scheme inaugurated 
by the Central Government in 

(i) Railway Workshop, 

(ii) Ordnance Factories 

92. Patternmakers. 

93. Petrol Mechanics. 

94. Photographers (Wet and Dry). 

95. Photo Litho Operators. 

96. Pitmen. 

97. Plumbers. 
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98. Precision Grinders, Gauge and Tool Grind- 

ers. 

99. Press Workers. 

100. Process Photographers. 

101. Progress men, Routers or Chasers. 

102. Punctures and other Machine Operators. 

103. Pump House Attendants. 

104. Pumpers. 

105. Rammers. 

106. Rate Fixers. 

107. Riggers and Slingers. 

108. Rivetters. 

109. Rollers and Feeders. 

110. Rope Workers. 

111. Rotary Kiln Burners. 

112. Roughers. 

113. Saddlers. 

114. Sawyers. 

115. Sealers. 

116. Sheet Mill operations such as Catchers, 

Doublers, Finishers, Openers, Operators, 
Screwmen and Sheermen. 

117. Slotters. 

118. Stil’men. 

119. Storemen. 

120. Stovemen. 

121. Straighteners. 

122. Surveyors. 

123. Tank Dippers. 

124. Tanners. 

125. Teemers, Powers and Chillmen. 

126. Tent makers and Tent Menders. 

127. Tinsmiths. 

128. Tongsmen. 

129. Tool Hardeners. 

130. Tool makers. 

131. Tracers. Ferro-printers. 

132. Trimmers. 

133. Tube workers. 
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134. Turbine Attendants. 

135. Turners. 

136. Upholsterers. 

137. Vulcanists. 

138. Water Pump Attendants. 

139. Weighmen. 

140. Welders, Acetylene and Electric. 

141. Well pullers. 

142. Well scrapers. 

143. Wheelers. 

144. Wire Drawers. 

145. Wireless Operators. 

146. Wiremen. 

147. Wood Machinists. 


The National Service (Technical Personnel) 
Ordinance, 1940 

RULES. 

CONTENTS. 


1. Short title. 

2. Definitions. 

3. Collection of information by Tribunals and payment of 
travelling expenses to persons summoned to appear 
before Tribunals. 

3A. Testing of technical skill of personnel. 

3B. Persons undergoing test to be treated as on duty. 

4. Procedure for requiring release of personnel or direct- 
ing personnel to undertake employment in the national 
service. 

5. Salary or wages to be paid to persons taken into em- 
ployment in the national service. 

6. Terms of service of persons taken into employment in 
the national service. 

7. Leave. 

7 A. Free accommodation, medical attention, etc. 

8. Hours of work and overtime. 

9. Pay and allowances in transit. 

9A. Payment of travelling expenses on termination of 
employment in the national service. 
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10. Appeals against orders passed under Rules 5, 6, 7, 7 A, 

9, 9A, and 16B. 

10A. Report of orders under section 7 (1) (e). 

11. Persons associated with a Tribunal in its deliberations. 

12. Authorities by whom medical examinations to be 
carried out. 

12 A. Orders under section 10A (2). 

12B. Relaxation of provisions of section 13 (3) in certain 
cases. 

12C. Control under section 13 (4). 

13 Procedure for submission of appeals. 

14. Registers. 

15. Maintenance of registers by Tribunals. 

16. Form of order under section 13. 

16 A. Applications under section 4 (2). 

16B. Refixation of wages of technical personnel to whom 
permission to leave employment is refused. 

17. Accounts to be kept by Tribunals. 

18. Orders by the Central Government under section 10 
(1) or (2). 

19. Delegation of powers to Chairman of Tribunal. 

Government of India, Department of Labour, Notification 
No. T. R.-2, dated the 29th June 1940 (as subsequently amended 
up to the 29th April, 1942). 

No. T.R.-2*. — In exercise of the powers conferred by section 
19 of the National Service (Technical Personnel) Ordinance, 
1940, the Central Government is pleased to make the following 
rules, namely : — 

THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES. 

Short title. 

1. (1) These Rules may be called the .National Service 
(Technical Personnel) Rules, 1940. 

(2) They extend to the whole of British India including 
British Baluchistan. 

Definitions. 

2. In these Rules, unless there is anything repugnant in 
the subject or context,— 

(a) “appeal” means an appeal under section 9 or Rule 10 ; 

(b) “ section ” means a section of the Ordinance ; 

(c) “form” means a form set out in the appendix to these 
Rules ; 

(d) “Ordinance” means the National Service (Technical 
Personnel) Ordinance 1940. 
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Collection of information by Tribunals and payment of travel- 
ling expenses to persons suipmoned to appear before 
Tribunals. 

3. (1) A Tribunal may call upon the owners or managers 
of any or all industrial undertakings within its jurisdiction — 

(a) to furnish such particulars of the technical personnel 
in the employ of those undertakings and within such 
time as the Tribunal may specify ; and 

(b) to register in form A all persons belonging to the ma- 
nagerial or supervisory grades of technical personnel 
described in the Schedule within such time as the Tri- 
bunal may specify, and thereafter to report all changes 
in the particulars so registered as they occur. 

Penalty for failure to comply with an order under this Rule 
— imprisonment which may extend to 6 months or fine which 
may extend to Rs. 1,000, or both. 

(2) A Tribunal before whom any person is summoned to 
appear under section 6 shall pay to such person travelling ex- 
penses in accordance with the provisions of section 544 of the 
Criminal Procedure, 1898, as if the Tribunal were a Criminal 
Court. 

Testing of technical skill of personnel. 

3A. (1) No person shall be authorized by a Tribunal to 

enter upon premises occupied by an industrial undertaking and 
test the technical skill of any persons in the employment of 
such undertaking unless the Tribunal has previously consulted 
the industrial undertaking with regard to the stability of the 
person selected and given due weight to its views. 

(2) An industrial undertaking may during the consulta- 
tion provided for in sub-rule (1) request that the tests referred 
to therein be carried out jointly by the person selected by the 
Tribunal and by a person belonging to the managerial or su- 
pervisory grades of technical personnel to be nominated by the 
undertaking, and any such request shall be complied with by 
the Tribunal. 

(3) The Tribunal may pay to any person whom it may 
authorie to visit an industrial undertaking and test the techni- 
cal skill of specified persons, travelling expenses on the same 
scale as that provided in the Province for the purposes of sec- 
tion 544 of the Code of Criminal Procedure, 1898. 

Persons undergoing test to be treated as on duty. 

3B. (1) Any person who is directed by a Tribunal under 
clause ( d ) of sub-section (1) of section 7 to present himself at 
a specified place for interview or inquiry or submission to a test 
of his technical skill shall, if he is employed, be treated by his 
employer as if he were on duty during the period of his absence 
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from work for such purpose and the employer shall make no 
deduction from his salary or wages on account of such absence; 

Provided that where the period of such absence from work 
exceeds one day, the salary or wages for any period in excess 
of one day shall be paid by the Tribunal. 

(2) The Tribunal shall pay to any person whom it may 
direct under clause ( d ) of sub-section (1) of section 7 to pre- 
sent himself at a specified place for interview, inquiry or sub- 
mission to a test of his technical skill travelling expenses on 
the scale referred to in sub-rule (3) of rule 3 A. 

(3) All orders passed by a Tribunal under clause ( d ) of sub- 
section (1) of section 7 shall be issued in Form L and copies 
shall be forwarded to the industrial undertaking (if any) by 
which the persons who are to be present for interview, inquiry 
or test are employed. 

Penalty for breach of sub-rule (1) — fine which may extend 
to Rs. 1,000. 

Procedure for requiring release of personnel or directing per- 
sonnel to undertake employment in the national service. 

4. “ (1) Before passing an order under clause (a), (b) fi. or 
(c) of sub-section (1) of Section 7, the Tribunal shall hold a 
summary enquiry at which any objections raised by the indus- 
trial undertaking required to release the technical personnel 
concerned or by the person to be taken into employment in the 
national service or to be transferred from one form or place 
of employment in such service to another, as the case may be, 
shall be considered and briefly recorded 

Provided that in the case of unemployed technical person- 
nel who are to be taken into employment in the national service 
in a place in which they are already employed, a Tribunal may 
dispense with the holding of a summary enquiry.” 

(2) Notices in Form H or J, as the case may be, stating the 
time and place fixed for the holding of the enquiry referred to 
in sub-rule (1) shall be sent to the industrial undertaking (if 
any) and the technical personnel concerned in sufficient time 
to enable them to submit their objections, if any, to the Tri- 
bunal. 

(3) No order shall be passed by a Tribunal requiring an 
industrial undertaking to release technical personnel for em- 
ployment in the national service unless such Tribunal is satis- 
fied that the work on which the personnel is to be engaged is 
more essential to the efficient prosecution of the war than that 
on which it is at present employed, and has recorded its rea- 
sons in brief for arriving at such a decision. 

“ (3A) No order shall be passed by a Tribunal requiring the 
owner or manager of a notified factory or the head of a training 
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establishment to release any technical personnel for employ- 
ment in the national service or transferring such personnel 
from one form or place of employment in such service to an- 
other except with the consent in writing of the employer. 

(4) All orders passed by a Tribunal under clause (a), (b) 
or (c) of sub-section (1) of section 7 shall be issued in Forms 
B, C, or C-l, respectively. 

(5) Copies of all orders passed by a Tribunal under clause 
(b) or (c) of sub-section (1) of section 7 shall be forwarded to 
both the old and new employers. 

Salary or wages to be paid to persons taken into national service. 

5. (1) The Tribunal shall fix the salary or wages to be 
paid to any person taken into employment in the national ser- 
vice under clause (b), or transferred from one form or place of 
employment in the national service to another under clause (c) 
of sub-section (1) of section 7 having due regard to the nature 
of the employment which he is to undertake and the salary or 
wages of which he was in receipt in his previous employment 
(if any). 

(2) Subject to the provisions of sub-rule (3) no person 
taken into employment in the national service or transferred 
from one form or place of employment in the national service to 
another shall be entitled to receive a salary or wages higher 
than be received in the post in which he was last employed un- 
less it can be shown that the work on which he is engaged is 
of a more responsible or arduous nature. 

(3) In fixing the salary or wages to be paid to a person 
taken into employment in the national service under clause (1), 
or transferred form one form or place of employment in the 
national service to another under clause (c) of sub-section (1) 
of section 7 the Tribunal shall endeavour to ensure that the 
economic position of such person does not suffer by reason of 
his being taken into such employment or on his being so trans- 
ferred. 

(4) The salary or wages fixed by a Tribunal under this 
Rule shall be paid by the notified factory, training establish- 
ment or office or department under the Crown. 

Penalty for breach of sub-rule (4)— fine which may extend 
to Rs. 1,000. 

Terms of service of persons taken Into employment in the 
national service. 

6. (1) Any person taken into employment in the national 
service under clause (b), or transferred from one form or place 
of employment in the national service to another under clause 
(c) of sub-section (1) of section 7 shall, it the Tribunal so di- 
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rects, be permitted to continue to subscribe to any provident or 
superannuation fund or other scheme for the benefit of em- 
ployees maintained or managed by the industrial undertaking 
or department under the Crown by which he was formerly, or 
in the case of transfer originally, employed under the same 
terms and conditions as if he had continued to be employed 
by such undertaking or department. 

(2) When any person is permitted by a Tribunal to avail 
himself of the privilege referred to in sub-rule (1) — 

(a) the industrial undertaking or department under the 
Crown by which he was orginally released for employ- 
ment in the national service shall keep open his account 
and receive such subscriptions as may in accordance 
with the rules of such Fund be payable from time to 
time as if the subscriber were still in its employment ; 
and 

(b) the notified factory, training establishment, or depart- 
ment under the Crown in which the person has been 
taken for employment in the national service or to 
which he has been transferred shall make such con- 
tributions to the fund from time to time as were for- 
merly payable by the industrial undertaking or depart- 
ment under the Crown by which the person was origi- 
nally released. 

Penalty for breach of sub-rule (2) — fine which may extend 
to Rs. 1,000. 

Leave. 

7. Any person taken into employment in the national ser- 
vice under clause (b), or transferred from one form or place of 
employment in the national service to another under clause 

(c), of sub-section (1), of section 7 shall, if the Tribunal so 
directs, continue to be eligible, subject to such conditions as 
may be laid down by the Tribunal, for such leave with pay as 
was admissible to him in his previous employment, or original 
employment, as the case may be, and the notified factory, train- 
ing establishment or department under the Crown into which 
he has been taken in the national service or to which he has 
been transferred shall grant him such leave at its own cost. 

Penalty for breach of this rule— fine which may extend to 
Rs. 1,000. 

Free accommodation, medical attention, etc. 

7A. A Tribunal may, after ascertaining that the necessary 
facilities are available and having regard to the status of the 
personnel and general practice of the Industry or department 
concerned, direct that any technical personnel taken into em- 
ployment in the national service or transferred from one form 
or place of employment in the national service to another shall 
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be provided with such amenities as free accommodation and 
free medical attention as may be specified and the employer 
shall comply with such direction. 

Penalty for breach of this rule-fine which may extend to 
Rs. 1,000. 

Hours of work and overtime. 

8. In dealing with persons taken into employment in the 
national service the employer shall in all cases apply the rules 
relating to hours of work and overtime rates in force in the 
notified factory, training establishment or department under 
the Crown, so far as the said rules are not inconsistent with 
any law for the time being in force. 

Penalty for breach of this rule— fine which may extend to 
Rs. 1,000. 

Pay and allowances in transit. 

9. (1) Any person taken into employment in the national 
service or transferred from one place of such employment to 
another shall be paid by the Tribunal on the first occasion of 
his repairing to the place or the new place of such employment 
travelling expenses at such rates as may be fixed by the Tribu- 
nal having regard to his status and mode of life ; 

Provided that no travelling expenses shall be payable, if 
the distance to the place or the new place of such employment 
from the previous place of employment, or if he is unemployed, 
from his actual place of residence when so taken does not ex- 
ceed five miles. 

(2) The salary or wages of any person who is already em- 
ployed and is directed to undertake employment in the national 
service or who is transferred from one place of emplyment in 
the national service to another shall, for the period of transit, 
be paid by the new employer at such rates as may be fixed in 
this behalf by the Tribunal or the Central Government, as the 
case may be. 

Penalty for breach of this rule— fine which may extend to 
Rs. 1,000 

Payment of travelling expenses on termination of employment 
in the national service. 

9 A. (1) The owner or manager of a notified factory, the 
head of a training establishment, or department under the 
Crown in which any person taken into employment in the na- 
tional service is employed at the time of the final termination 
of such employment, shall, if the local Tribunal or, as the case 
may be, the Central Government so directs, pay to such person 
travelling expenses to the original place of his employment, or 
if he was unempoyed when first taken into employment in the 
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national service, to his original plaee of residence, at such rates 
as may he toed by the Tribunal or, as the case may be, the Cen- 
tral Government, having regard to his status and mode of life; 

Provided that no travelling expenses shall be payable if the 
distance to such place of employment or place of residence 
does not exceed five miles. v 

Penalty for breach of this rule — fine which may extend to 
Rs. 1,000 

(2) Any person who was employed at the time when he 
was directed to undertake employment in the national service, 
shall, on the final termination of such employment, be paid sa- 
lary or wages for the period of transit for returning to his for- 
mer employment, by the employer under whom he is employed 
at the time of such termination, at such rates as may be fixed 
in this behalf by the Tribunal or the Central Government, as 
the case may be. 

Penalty for breach of this rule — fine which may extend to 
Rs. 1,000 

Appeals against orders passed under Rules 5, 6, 7, 7A, 9, 9A, 
and 16B. 

10. An appeal shall lie to the Central Government against 
any order passed by a Tribunal under Rules 5, 6 , 7, 7A, 9, 9A 
and 16B. 

Reports of orders under section 7 (1) (e). 

10A. (1) Before issuing an order under clause (e) of sub- 

section (1) of section 7 a Tribunal shall report the nature of 
the personnel to be trained and the terms and conditions on 
which it is proposed to order the training to be undertaken to 
the Central Government and shall pass orders only after re- 
ceiving the approval of that Government. 

(2) Every order passed by a Tribunal under clause ( e ) of 
sub-section (1) of section 7 shall be issued in Form C-n. 

Persons associated with a Tribunal in its deliberations. 

11. The persons whom a Tribunal may decide to associate 
with it in its deliberations under sub-section (4) of section 5 
shall act in an advisory capacity only and shall if they are not 
servants of the Crown be invited to attend sittings of the Tri- 
bunal only when matters with which they are particularly con- 
cerned are to be discussed. 

Authorities by whom medical examinations to be carried out. 

12. (1) The medical authority before whom a person se- 
lected for employment in the national service may be ordered to 
appear under sub-section (7) of section 5 or sub-section (4) of 
section 10 shall be the Civil Surgeon of the local area in which 
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such person is employed or usually resides, or such other medi- 
cal officer as the Central Government may by order in writing 
appoint for this purpose. 

(2) If any person who has been ordered to submit himself 
to be examined by the officer referred to in sub-rule (1) ques- 
tions the decision of that officer, he may be ordered by the 
Tribunal or the Central Government as the case may be to 
appear before a Civil Medical Board to be convened by the Pro- 
vincial Government. 

Orders under section 10A (2). 

12 A. No order shall be passed by a Tribunal under sub- 
section (2) of section 10A in respect of a notified factory unless 
the Tribunal is satisfied — 

(a) that the person to be released wishes to be released 
and to undertake employment in His Majesty’s Forces 
or in a civilian capacity outside India; and 

(b) that the person’s release will not cause any serious dis- 
location of other work of national importance. 

Relaxation of the provisions of section 13 (3) in certain cases. 

12B. (1) Every notice under sub-section (3) of section 13 

of the release or the removal from one factory to another of a 
person included in the definition of technical personnel shall 
state the reasons for the release or removal and shall be given 
to the Tribunal within seven days of the event. 

(2) Every application made to a Tribunal by the owner 
or manager of an industrial undertaking under sub-section (3) 
of section 13 shall be sent by registered post or under a certi- 
ficate of posting and every order passed by a Tribunal under sub- 
section (3) of section 13 shall be communicated to the owner 
or manager of the industrial undertaking making the appli- 
cation as expeditiously as possible and in any case, within 
fifteen days of the date of despatch of such application, failing 
which the Tribunal’s permission shall be assumed to have been 
obtained by such owner or manager. 

Control under section 13(4). 

12C. A Tribunal may control under sub-section (4) of sec- 
tion 13 the engagement of technical personnel by industrial 
undertakings (including notified factories), by general order 
published in the press when the order is of general application, 
or by special order when the order is of special application, di- 
recting— 

(a) that no industrial undertaking shall offer employment 
to any technical personnel class of technical personnel 
employed in any industrial undertaking, training esta- 
blishments or offices or departments under the Crown 

61 
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except through or with the general or special approval 
of the Tribunal or an officer authorised by it in this 
behalf, 

<b) that no advertisement for technical personnel or any 
specified class thereof shall be issued or published in 
the press by any industrial undertaking or class of in- 
dustrial undertakings except through or with the gene- 
ral or special approval of the Tribunal or an officer 
authorised by it in this behalf, 

(c) that no industrial undertaking other than a notified 
. factory or training establishment shall engage technical 

personnel already in employment, on a higher wage 
than that drawn by the technical personnel in their 
existing employment, without the consent in writing of 
the Tribunal or an officer authorised by it in this behalf 

(d) that no technical personnel or class of technical per- 
sonnel employed in notified factories, training establish- 
ments or offices or departments under the Crown shall 
seek or apply for employment elsewhere except with the 
previous sanction in writing o' the Tribunal or an offi- 
cer authorised by it in this behalf, 

(e) that the previous approval of the Tribunal or an officer 
authorised by it in this behalf shall be necessary for 
the engagement by any industrial undertaking other 
than a notified factory, training establishment or office 
or department under the Crown of such class or classes 
of technical personnel as may be specified ; 

(/) that any or all industrial undertakings shall forward to 
the Tribunal or an officer authorised by it in tMs behalf, 

(i) particulars of all vacancies for technical personnel in 
their establishments, other than vacancies reserved for 
their own apprentices, immediately on their occurrence; 

(ii) a report in such form as may be supplied by the Tri- 
bunal or the officer stating, in the case of technical per- 
sonnel recommended for appointment to vacancies ; 

(a) whether the personnel have been engaged by the 
undertaking, or 

(b) if the personnel have not been employed, the rea- 
sons of the undertaking for not engaging them ; 

(iii) particulars of any technical personnel it may engage 
a*ter a specified date, in such form and within such 
period as the Tribunal or the officer may direct ; 

(g) that with effect from a specified date any or all in in- 
dustrial undertakings shall issue to all or any specified 
classes of technical personnel discharged, dismissed or 
released by or from the undertaking or permitted by the 
Tribunal to leave their employment in such undertaking 
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a service certificate in Form O or if the employee is 
already in possession of such a certificate make such 
additions to the certificate as will bring it up-to-date. 

Penalty for breach of an order issued under this rule — fine 
which may extend to Rs. 1,000. 

Procedure for submission of appeals. 

13. (l) Every appeal shall be written in English in form 
D or-E, as the case may be, and sent within one month of the 
date of the order appealed against to the Secretary to the Gov- 
ernment of India in the Department of Labour through tne Tri- 
bunal which issued the order. In forwarding an appeal, the 
Tribunal shall enclose the proceedings or autaenticated copies 
of the case which gave rise to the appeal together with an ex- 
planation on each of the points raised by the appellant. The 
Tribunal may, a^ its discretion, withhold any appeal sent after 
one month of the date of the order appealed against. 

(2) The decision of the Central Government on all appeals 
will be conveyed to the Tribunal concerned which shall commu- 
nicate it without delay to the appellants. 

Registers. 

14. Every notified factory, training establishment or office 
or department under the Crown shall keep a register in Form F 
of the technical personnel taken into its employment in the 
national service under clause (5) of sub-section (1) of section 
7 or clause (b) of sub-section (1) of section 10 or transferred 
to it under clause (c) of sub-section (1) of section 7 or sub-sec- 
tion (2) of section 10. 

Penalty for breach of this rule— fine which may extend to 
Rs. 1,000. 

Maintenance of registers by Tribunals. 

15. Every Tribunal shall maintain a Register in such form 
as it deemed suitable of all technical personnel directed to 
undertake employment in the national service under clause (b) 
of sub-section (1) of section 7 or clause (b) of sub-section (1) of 
section 10 or transferred from one form or place of employment in 
the national service to another under clause (c) of sub-section 
(1) of section 7 or sub-section (2) of section 10, showing the 
trades or classes to which they belong, the industrial undertak- 
ings or departments or offices under the Crown by which they 
were released or from which they were transferred, the notified 
factories, training establishments or technical posts under the 
Crown in which they were directed to undertake employment 
or to which they were transferred, the terms of service fixed 
and the result of the appeals, if any. 
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Form of order under section 13. 

16. (1) Every order passed by a Tribunal under sub-section 
(1) of section 13 shall be issued in Form G. 

(2) Every application made or notice given to a Tribunal 
by an owner or manager of an industrial undertaking under 
sub-section (3) of section 13 shall be in Form M or Form Ml as 
the case may be and, if the Tribunal so directs, all applications 
from technical personnel to leave their employment shall be 
submitted to it in Form N. 

Applications under section 4 (2). 

16A. Every application for technical personnel made to a 
Tribunal or the Central Government under sub-section (2) of 
section 4 shall be submitted in Form K. 

Refixation of wages of technical personnel to whom permission 
to leave employment is refused. 

16B. (1) If in considering under sub-section (2A) of sec- 

tion 13 the salary or wages of a person to whom permission to 
leave his employment has been refused, a Tribunal is satisfied 
that the salary or wages paid by the employer is less than the 
rate prevailing for technical personnel of such person’s class 
in the locality concerned, it may increase the rate to such extent 
as will raise it to the prevailing rate, and if that rate is less 
than the amount which the person concerned would have receiv- 
ed had he been permitted to leave his employment, and the 
Tribunal is satisfied that there exist special reasons for the 
higher rate so offered or obtainable, the Tribunal may further 
increase the rate to such an extent as it considers fair and rea- 
sonable: 

Provided that the total salary or wage so fixed shall not 
exceed the prevailing rate by more than ten per cent. 

(2) In considering under the said sub-section the terms of 
service other than salary or wages of a person to whom permis- 
sion to leave his employment has been refused, the Tribunal 
shall be guided by the general practice of the industry concern- 
ed, having due regard to local conditions and the status of the 
person concerned, and may if necessary grant an allowance not 
exceeding ten per cent, of the salary or wages fixed under sub- 
rule (1) in lieu of any amenities which are usually provided 
by the industry but for which no facilities exist at the place 
where such person is employed. 

Accounts to be kept by Tribunals. 

17. Every Tribunal shall keep accounts supported by vou- 
chers of all moneys received and expended by it during each 
financial year. 
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Orders by the Central Government under section 10 (1) or (2). 

18. Before passing an order under sub-section (1) or (2) 
of section 10, the Central Government may, if it considers it 
necessary so to do, direct the local Tribunal to hold a summary 
enquiry, and thereupon the Tribunal shall hold such enquiry in 
accordance, as near as may be, with the provisions of sub-rules 
(i) and (2) of rule 4 and submit a report to the Central Govern- 
ment. 

Delegation of powers to Chairman of Tribunal. 

19. A Tribunal may delegate any or all of its powers to the 
Chairman with the exception of those vested in it under clauses 
(a), (b) and (e) of sub-section (1) of section 7, sections 8 and 
10A. sub-section (2A) of section 13 and rules 4, 5, 6, 7 7A, sub- 
rule (2) of rule 9, sub-rule (2) of rule 9A and rule 12B. 

20. All orders of the Tribunal in Forms B, C, C-l, CII, G or 
L, notices in Forms H or J and copies of, or extracts from, any 
other orders or directions given by the Tribunal under the 
Ordinance or these Rules shall be issued over the sig- 
nature of the Chairman of the Tribunal or of an officer of the 
Tribunal authorised by the Chairman in writing in this behalf. 


APPENDIX. 

Form A. 

(See Rule 3). 

Name of Industrial undertaking 

Register of Managerial and Supervisory Personnel. 
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1 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 

RULES, 1940. 

Form B. 

Order requiring an industrial undertaking to release Technical 

Personnel. 

(See Section 7.) 

In exercise of the powers conferred on us by clause (a) cf 
sub-section (1) of section 7 of the National Service (Technical 
Personnel) Ordinance, 1940, we do hereby order and require you 

the Owner/Manager of 

to release on or before the 194 . . 

the technical personnel described below for employment in the 
national service in a notified factory /training establishment/ 

technical post under the Crown, viz situated at/in the 

Department of 


Name. 


Personnel. 

Date of birth. Trade. 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated the 194.. 


To 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 

RULES, 1940. 

Form C. 

Order directing Technical personnel to take up employment in 
the National Service. 

(See Section 7.) 

In exercise of the powers conferred on us by clause (b) of 
sub-section (1) of section 7 of the National Service (Technical 
Personnel) Ordinance, 1040, we do hereby direct and require 

you Mr. son of of by trade 

to undertake employment in the National Service as 

in being a notified factory /training establishment/ 

technical post under the Crown situated at/in the Department 
of We do further direct and require you to report your- 
self to for duty in the said factory/ 

establishment/post not later than the 194.... 

2. The following Terms of Service have been fixed by us in 
accordance with Rules 5 to 7 and 9 of the National Service (Te- 
chnical Personnel) Rules, 1940. 

(1) Salary or wages, including allowances, if any 


(2) Provident Fund (if any) 

(3) Leave 


(4) Travelling allowance 

(5) Salary or wages during transit 

(6) Other concessions (if any) 

Note. — Your attention is drawn to the proviso to sub-section 

(2) of section ll of the Ordinance under which if on the termi- 
nation of your employment in the national service you do not 
apply to your present employer for re-instatement within a pe- 
riod of two months from the date of such termination you will 
be liable to forfeit the right to re-instatement. 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated the 194 

To 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 

RULES, 1940. 

Form C-I. 

Order transferring Technical Personnel from one form or place 
of employment in the National Service to another. 

(See Section 7.) 

; In exercise of the powers conferred by clause (c) of sub- 
section (1) of section 7 of the National Service (Technical Per- 
sonnel) Ordinance, 1940, we do hereby order that Mr 

son of..... of by trade be trans- 
ferred from being a notified factory/training esta- 

blishment/technical post under the Crown situated at/in the 

Department of [to being a notified fac- 

tpry/trading establishment/technical post under the Crown 

situated at or in the department of ] as and 

to direct the said Mr to report himself to 

for duty in the said factory/establishment/post not later than 
the 194 . 

2. The following terms of Service have been fixed in ac- 
cordance with rules 5 to 7, 7A and 9 of the National Service 
(Technical Personnel) Rules, 1940. 

(1) Salary or wages, including allowance, if any 


(2) Provident Fund (if any) 


(3) Leave 


(4) Travelling allowance 


(5) Salary or wages during transit 


(6) Other concessions (if any) 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 


Dated 


the 


194.... 
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; THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 

* - RULES, 1940. 

Form C-n. 

Order requiring an Industrial Undertaking to provide training 
as Technical personnel. 

(See Section 7.) 

In exercise of the powers conferred on us by clause (e) of 
sub-section (1) of Section 7 of the National Service (Technical 
Personnel) Ordinance, 1940, we do hereby order and require you 

the Owner/Manager of to take into your 

factory/workshops/Shipyard(s) at persons aged be- 

tween 18 and 40 years for training as technical personnel, to wit 

before the 194 , /within 

months from the date of this order, on the terms and 

conditions specified below, and you are hereby warned that on 

the expiry of months from the date of this order an 

equivalent number of technical personnel will be removed from 
your factory/workshops/shipyards(s) for work of national im- 
portance elsewhere : — 

Terms and conditions. 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated the 194 

To 


THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form of appeal to be u*pd bv industrial undertakings. 
Form D. 

(See Section 9 and Rule 10.) 

1. Name and address of Industrial undertaking 

2. Name and address of owner or managing agent 


3. Name of Manager 

4. Industry in which engaged 
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5. Details of personnel called up (including trade to which 
personnel belongs) 


6. Terms of service fixed by Tribunal 


7. Brief particulars of order appealed against 


8. Grounds of appeal 


Place 

Date 

Signature of appellant. 


THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 

RULES, 1940. 

Form E. 

Form of Appeal to be used by Personnel taken into employment 
in the National Service. 

(See Section 9 and Rule 10.) 

1. Name 

2. Father’s name 

3. Home address 

4. Date of birth 

5. If married, number of dependants 

6. Trade and grade or class in which included 

7. Number of years experience in such trade 

8. Industrial undertaking in which employed 

9. Salary or Wages and terms of service fixed by Tribunal 


10. Salary or Wages and terms of service enjoyed in previ- 
ous employment 


11. Brief particulars of order appealed against 


12. Grounds of appeal 


Place 

Date 


Signature of appellant. 
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Form F. 

Register of national service personnel to be maintained by noti- 
fied factories, training establishments and departments under 

the Crown. 

(See Rule 14.) 



THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form G. 

Order requiring industrial undertakings to post notices on their 

premises. 

(See Section 13.) 

In exercise of the powers conferred on us by sub-section (1) 
of section 13 of the National Service (Technical Personnel) Or- 
dinance, 1940, we do hereby require you the Owner /Manager of 
being an industrial undertaking. — 

(1) to post before the 19.... and keep posted and 

maintain in a legible condition in the language gene- 
rally spoken in the locality or/and in in con- 

spicuous places on your premises and at least at every 
entrance normally used by your employees, a notice [in 
the attached form]*, making known the provisions of 
sub-sections (l), (2) and (3) of section 13 of the Na- 
tional Service (Technical Personnel) Ordinance, 1940 ' 
(reproduced hereunder) ; 

[ 1* strike out if no form is provided by the Tribunal 
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(2) to read out the notice in the language generally spoken 
in the locality once in every month to all the persons 
working on the premises ; and 

(3) to Intimate the following address as the place to which 
applications to the Tribunal may be addressed : — 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated the 194.... 

To 


13. (1) Subject to any rules made in this behalf under 
section 19, a Tribunal may require any industrial undertaking 
(including a notified factory) to post before a specified date 
and to keep posted on its premises notices making known the 
provisions of sub-sections (1), (2) and (3) of this section and In- 
timating also the place to which applications to the Tribunal 
may be addressed. 

(2) After any such notice has been posted no person in- 
cluded within the definition of technical personnel who is either 
employed in or is undergoing training in that undertaking shall 
leave his employment or training unless he has previously ob- 
tained the permission in writing of the Tribunal, and if any per- 
son leaves his employment or training without such permission 
he may, without prejudice to his liability under section 14, be 
ordered by the Tribunal to return to his employment or training. 

(3) No owner or manager of an industrial undertaking (in- 
cluding a notified factory) situated within an area in respect 
of which a Tribunal has been constituted shall save as may be 
otherwise prescribed discharge, dismiss, suspend, release or re- 
move from one factory to another any person Included in the 

of technical personnel, unless he has given fifteen 
days’ previous notice in writing of the contemplated discharge, 
dismissal, suspension, release or removal to the Tribunal. 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form H. 

Notice of summary enquiry to industrial undertakings /Depart- 
ments under the Crown. 

[See Rule 4(2).] 


Manager/Owner/Head of the Department of 

an industrial undertaking/a department under the Crown situ- 
ated at is hereby informed that a summary enquiry 

will be held under sub-rule (1) of rule 4 of the National Service 

(Technical Personnel) Rules, 19 , at a.m./p.m. on the 

19 at to determine whether the said in- 
dustrial undertaking/department should be required to release 
the undemoted technical personnel for employment in the na- 
tional service. 

transfer to another form/place of employment in the national 
service. 

If the said Manager/Owner/Head of the Department has 
any objection to put forward to the release/transfer of the said 
personnel he should submit the same to the Tribunal on or 
before the above mentioned date and may if he wishes it appear 
before the Tribunal on that date at the time fixed, failing which 
orders will be passed ex-parte. 

Technical Personnel. 

Date 

Name. of Trade. 

Birth. 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated the 194 

To 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form J. 

Notice of summary enquiry to Technical Personnel. 

[See Rule 4(2).] 

Mr son of 

of by trade at 

present employed in 

is hereby informed that a summary enquiry will be held under 
sub-rule (1) of rule 4 of the National Service (Technical Person- 
nel) Rules, 1940, at a.m./p.m. on the 


determine whether he should be directed to undertake employ- 
ment in the national service. 

transferred to another form/place of employment in the na- 
tional service. 

If Mr has any objection to put forward to being 

directed to undertake employment/being transferred, he should 
submit the same to the Triounal on or before the above men- 
tioned date and may if he wishes it appear before the Tribunal 
on that' date at the time fixed, failing which, orders will be 
passed ex-prate. 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated the 134 


To 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form K. 

Application for Technical Personnel. 

[See Section 4 (2) and Rule 16A.1 

1. Name and address of the notified factory/training esta- 
blishment/ofiftce or Department under the Crown 


2. Name and address of Owner/Manager/Officer making 
the application 


3. Technical personnel required (give details of trades 

wanted) 

4. Purpose for which personnel is required (state nature 
and purpose o' work on which the personnel is to be employed) 

5. State salary or wages paid to similar personnel in the 
notified factory /training establishment/office or Department.... 


6. Does the factory /training establishment/office or De- 
partment maintain a Provident Fund or any other fund or 
scheme for the benefit of the employees? If so, give details.... 


7. Does the factory /training establishment/office or De- 

partment allow leave or holidays with pay to its employees? If 
so, give details 

8. Does the factory /training establishment/office or De- 

partment provide (l) free accommodation (2) free medical at- 
tention or (3) any other amenities for its employees? If so, give 
details 

I hereby apply under the provisions of section 4(2) of the 
National Service (Technical Personnel) Ordinance, 1940, for the 
allotment of the technical personnel described in item 3 above to 
being a notified factory /training esta- 
blishment/office or Department under the Crown. I have read 
and understood the provisions of sub-section (2) of section 4 of 
the National Service (Technical Personnel) Ordinance, 1940, as 
amended by Ordinance No. XI of 1940 and Ordinance No. VI of 
1942. 


Signature of Owner /Manager/Officer. 

Dated the 194.... 

To 



1040 LABOUR AND FACTORY LEGISLATION 

THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form L. 

Order directing Technical Personnel to present themselves for 

interview, inquiry and submission to a test of their skill. 

(See Section 7 and Rule 3B.) 

In exercise of the powers conferred on us by clause (d) of 
sub-section (1) of Section 7 of the National Service (Technical 
Personnel) Ordinance, 1940, we do hereby direct and require you 

Mr son of of by trade 

to present yourself before at 

on the 19 at a.m./p.m. for interview/inquiry 

and if required submit yourself to a test of your technical skill. 

2. You will be deemed to be on duty during the period of 
your absence from work for the purpose specified in paragraph 
1 and will be entitled to receive your salary or wages from your 
employer of the period of your absence not exceeding one day 
and from the Tribunal for any period in excess of one day. You 
will also receive your travelling expenses from the Tribunal. 


Chairman or Authorised Officer. 
National Service Labour Tribunal. 

Dated. the 194.... 

To 


THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form M. 

Application for permission to discharge or dismiss technical 

Personnel. 

Notice of discharge or dismissal of Technical Personnel. 

[See Section 13 (3) and Rule 16.) 

1. Name of personnel to be discharged or dismissed 

discharged 

2. Address (permanent) 

3. Address (temporary) 

4. Age ‘ * * . . 

5. Trade 

6. Rate of pay 

7. Work on which engaged 
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8. Name of industrial undertaking where employed and the 

date from which employed 

9. Address of industrial undertaking 

10. Reasons for the discharge or dismissal 


11. Date from which discharge or dismissal is propo sed to 

was 

be given effect to 

12. Skill and capabilities of technical personnel 

(Please give sufficient indication to enable the Tribunal to 
judge to what extent the nersonnel may be suitable for employ- 
ment in the National Service.)- 


THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form M-I 

Notice of release or removal of technical personnel from one 
industrial- undertaking to another. 

(See Section 13(3) and Rules 12B and 16* 

1. Name of personnel released or removed 


2. Address (permanent) 

3. Address (temporary) 

4. Age 5. Trade...; 

0. Rate of pay in previous and present employment 


7. Work on which actually engaged in previous 

employment * 

8. Work on which actually engaged in present employment. 


9. Name and address of the industrial undertaking where 
previously employed and the date from which employed 


10. Name and address of the industrial undertaking where 
at present employed and the date from which, employed 


11. Reasons for release or removal 

12. Date of release or removal 
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THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940. 

Form. N. 

Application of Technical Personnel for permission to leave 

employment. 

[See Section 13(2) and Rule 16.] 

1. Applicant's name 

2. Address (permanent) 

3. Address (temporary) 

4. Age 

5. Trade * 

6. Rate of pay 

7. Name of industria 1 undertaking where employed and the 

date from which employed 

8. Address of the industrial undertaking 


9. Reasons why applicant wishes to leave 


Note /. — Applicants are advised to submit this application to the 
Tribunal through their employers as this will save time. 

Note II . — Employers forwarding applications are requested — 

(1) to state on th^ reverse what objection, if any, they have to the 

giant of permission under section 13 (2); 

(2) to give sufficient details of the work n which the applicant is 

at present employed to indicate to what extent his services 
are essential or otherwise ; and 

(3) to indicate what degree of skill at his trade the applicant is 

considered to possess. 


THE NATIONAL SERVICE (TECHNICAL PERSONNEL) 
RULES, 1940 

Form O. 

Service Certificate. 

[See Rule 12C.] 

Personal Particulars. 

Serial No 


District 


1. Name 

2. (a) Home address 

(b) Thana 

(c) Father's Name 

(d) Caste 
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3. Date of Birth 

4. Religion .. 

5. Identification Marks 

6. Education: Literate in 

7. When Recruited 

8. Where Recruited 

9. Age at Recruitment 

Employee’s Name Serial No 


Left thumb 
impression. 


Photograph Dated At Age. of 


Space for photograph 
(if required). 


Details of Employment. 


Serial No. 


1. Name of industrial undertaking 

2. Department (s) in which Employed 

3. Nature of Employment 

3A. Period Employed From To 

4. Trade (if any) 

5. Appointment on Leaving 

6. Rate of Pay on Leaving Service per Month/per Day 

7. Reasons for Leaving Service 

8. Conduct 

9. Abilities . 

10. Time keeping 

tl. Ordinance II of 1940 (Number and Date of authorisation 

or notice to be quoted). 

(a) Permitted to Leave under Section 13 (2) 

(b) Notice of Discharge given under section 13(3) 


12 . 


Employer’s Signature 
or Thumbprint 



Employer’s Signature 
and designation. 


Date of Issue 


Employer 

Employer 

Employer 

Employer 


Serial No. 
Serial No. 
Serial No. 
Serial No. 
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FACTORIES ENGAGED ON WORK OF NATIONAL 
IMPORTANCE. 

No. T.R.-24 (2), dated New Delhi, the 9th April 1941. 

In exercise of the powers conferred by sub-section (1) of 
section 4 of the National Service (Technical Personnel) Ordi- 
nance, 1940 (Ordinance No. II of 1940), and in supersession of 
the notification of the Government of India in the Department 
of Labour, No. T.R.-24, dated the 9th December 1940, the Cen- 
tral Government is pleased to declare the factories specified in 
the Schedule hereto annexed to be factories engaged on work: 
of national importance. 


SCHEDULE. 

Ajmer-Merwara. 

1. Bombay, Baroda and Central India Railway — 

(a) Carriage and Wagon Shops, Ajmer. 

(b) Loco. Shops, Ajmer. 

(c) Power House, Ajmer. 

Province of Assam. 

2. Assam Oil Company's — 

(a) Field Workshop, Digboi. 

(b) Motor Repairing Workshop, Digboi. 

(c) Oil Installation, Tinsukia. 
id) Petroleum Refinery, Digboi. 

Province of Bengal. 

3. Alkali and Chemical Corporation of India, Limited, Ri- 
shra Works, Rishra, Hooghly. 

4. Allen Berry and Company's Works, 62, Hazra Road, Bally- 
gunge, Calcutta. 

5. Aluminium Manufacturing Company, Limited, 2, Jessore 
Road, Dum Dum, 24 Pargannas. 

6. Angus Engineering Works, Bhadreswar, Angus, Hooghly 
District. 

7. Asbestos Cement Company's Works, Taratolla Road, P.O. 
Garden Reach. 

8. Assam-Bengal Railway— 

(a) Electric Power House, Pahartali P.O. 

(b) General Electric Repair Shop, Pahartali, P.O. 

(c) Locomotive Oa/rriage and Wagon Shop, Pahartali 
P.O. 

9. Bengal-Nagpur Railway— 

(a) Electric Battery House, Santragachi. 

(b) Line Engineering Works, Southside, Kharagpur. 
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(c) Locomotive Shed Workshop, Kharagpur. 

(d) Marine Workshop, Shalimar, Sibpur, P.O. 

(e) Santragachi Loco. Shed, Santragachi. 

(/) Workshop (Carriage Section), Kharagpur. 

(gr) Workshop (Electrical Section), Kharagpur. 

(ft) Workshop (Locomotive Section), Kharagpur. 

(i) Workshop (Wagon Section), Kharagpur. 

9A. Bengal Telephone Corporation Ltd’s Repair Factory, 
146, Chittaranjan Avenue, Calcutta. 

10. Braithwaite and Company (India), Limited, Clive Works, 
Hide Roadi, Kidderpore, Calcutta. 

11. Bridge and Roof Company’s Structural Works 422, Grand 
Trunk Hhad, Howrah. 

12. Britannia Engineering Works, Titaghur Bengal. 

12A. Britannia Building and Iron Co., Ltd.’s Workshop, 287 
Grand Trunk Road, Sulkia, Howrah. 

12B. Britannia Building and Iron Co., Ltd.’s Wood Working 
and Veneer. 

13. British India Electric Construction Works, .6, Mayux- 
bhanj Road, Kidderpore. 

14. Burn and Company, Limited, Howrah Iron Works, How- 
rah, Bengal. 

15. Calcutta Port Commissioners’ — 

(а) Island Workshops, Island Workshop Dock Entrance, 
No. 14, Berth, Kidderpore, P.O. 

(б) North Workshop, 6/1, Garden Reach Road, Kidder- 
pore, P.O. 

(c) South Workshops, 8, Garden Reach Road, Kidder- 
pore. 

16. Calcutta Tramway Company’s Nonapukar Power Station 
and Workshop, 183 and 184, Lower Circular Road, Cal- 
cutta. 

17. Dunlop Rubber Company (India), Limited, P.O. Shah- 

ganj. District Hooghly, Bengal. 

18. Ford Motor Company of India, Limited, 118/1, Russa 
Road, North, Elgin Road Post Office. 

19. G.TR. Company’s Engineering Works, 37, Dum Dum 
Road, Ghughudanga., Calcutta 

19A. Gariahat Engineering Works, 26, Satya Doctor Road, 
Kidderpore. 

20. Gresham and Craven (India), Limited, 22, Gobra Road, 
Entally, Calcutta. 

21'. Guest, Keen, Williams, Limited, Railway Appliance 
Works, 97, Abdul Road, Howrah, Bengal. 

22. Hooghly Docking and Engineering Company’s Workshop, 
6, Howrah Road, Salkia, P.O., Howrah. 
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23. Hukumchand Electric Steel Works, 8, Swinhoe Street, 
Ballygunge. 

24. India Electric Works, 25, Hr. Suresh Sirkar Road, Entally 

Calcutta. 

24A. India Electric Manufacturing Co., Ltd., Taratalla Road 
Garden Reach, P.O. Calcutta. 

25. Indian Galvanizing Works, 4/2, Goho Road, Ghoosery, 
Howrah. 

26. India General Navigation and Railway Company, Limit- 
ted, 44, Garden Reach, Calcutta. 

27. Indian Iron and Steel Company’s Hirapur Works, Burn- 
pore, (Asansol). 

27A. Indian Iron and Sleel Company Dld.’s Kulti Iron 
Works, Kulti. 

28. Indian Malleable Castings, Limited, 44, Mahesh Mukher- 
jee Road, Belgharia, 24 Pargannas. 

29. Indian Oxygen and Acetylene Company Limited, 48, Dia- 
mond Harbour Road, Calcutta (P.O. Alipore). 

30. Indian Standard Wagon Company’s Santa Works, Asan- 
sol, Burnpur Post Office, Bengal. 

31. The Indian Tube Company Limited, No. 1, Foreshore 
Road, Sahlimar, Howrah. 

32. Jas. Alexander and Company’s Engineering Works, 15, 
Watgunge Street, Kidderpore, Calcutta. 

32A. Jay Engineering Works Ltd., 183/A, Prince Anwar 
Shah Road, P.O. Dhakuria, 24 Pargannas. 

33. Jessop and Company, Limited — 

(a) Dum Dum Mechanical Works, 11, Jessore Road, 
Dum Dum Cantonment, Bengal. 

(b) Dum Dum Structural Works, North Barrack Road, 
Dum Dum Cantonment. 

(c) Dum Dum Wagin Works, 11, Jessore Road, Dum 
Dum Cantonment. 

34. Macneill and Company’s Garden Reach Workshpp, 
43/46, Reach, 24 Pargannas. 

35. A & J. Main Limited’s Structural Works, 151, Abdul Road 
Botanic Garden P.O. Sibpur, Howrah. 

36. Maya Engineering Works, 23, Russa Road, South, Tolly- 
gunge, Calcutta 

37. Metal Box Company of India Limited, B-2, Hide Road, 
Kidderpore, Calcutta. 

38. Port Engineering Works, Nazirgung, Howrah, Bengal. 

39. Saxby and Farmer’s Railway Signal Works, 17, Convent 
Road, Entally, Calcutta. 

40. Shalimar Works, 63, Foreshore Road, Sibpur, Howrah. 
tOA. J. N. Sharma and Sons, Manufacturers and Engineers, 

74, Barrackpore Trunk Road, Calcutta. 
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40B. J. N. sharma and Sons, Manufacturers and Engineers, 
aa/i, Shalimar Road, Shalimar House, Howrah. 

41. Steel Corporation of Bengal's Napuria Works, Burnpore, 
Asansol. 

42. J. Stone and Comoany (Tndia) Limited, 5, Hide Road, 
Kidderpore (P.O. Dock Junction). 

Province of Bihar. 

43. Bengal Nagpur Railway — 

(a) Adra Loco Shed, Adra, Manbhum Dictrict. 

(b) Adra Power House, Adra, Manbhum District. 

(c) Adra Wagon Repair Shoo, Adra, Manbhum District. 

(d) Anara Running Shed, Anara, Manbhum District. 

(e) Engineering Workshop, Adra, Manbhum District. 

(/) Loco Running Shed. Bhojudih, Manbhum District. 

(g) Toco Running Shed, Chakardharpur, Manbhum 
District. 

( h ) Loco Running Shed, Tatanagar. 

(i) Running Shed, Purulia, Manbhum District. 

43 A. Bararee Coke Works and Bye Products Works, P. O. 
Kusunda. 

44. Bengal and North Western Railway — 

(a) Fn«ineering Workshop, Mokamehghat, Patna Dis- 
trict. 

(b) Mu^afTarpur Running Shed, Muzaffarpur. 

(c) Running Shed, Sonerore. 

id) Workshop, Barauni Junction. 

( e ) Workshop, Samastipur. 

45. Eagle Rolling Mills, Kumardhubi, (E.I. Railway). 

46. Kuma^^nbi Fngneering Works Kumardhubi (East 

India Railway). 

47. Kumardhubi Fireclay and Sihca Works. Kumardhubi 

(East India Railway). 

48. Indian Cable Company, P.O. Tatanagar, Bengal Nagpur 
Railway. 

49. Indian Oxygen and Acetylene Company, Limited, Jam- 
shedpur. 

50. Indian Steel Wire Products Limited, Tatanagar. 

51. . Siiua M^erriah) Electric Suoolv Company’s Power Sta- 
tion, Bans j ora, Manbhum District, Bihar. 

52. Tata Iron and Steel Company’s Works, Jamshedpur. 

53. Tinplate Company of India Limited, Golmuri, Jamshed- 
pur. 

Province of Bombay. 

54. Acme Manufacturing Company, Ltd. 26, Sleater Road, 
Bombay, 7. 

65. Alcock Ashdown and Company, Ltd., Defence Works, 
Mazgaon, Bombay. 
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56. Asbestos Cement Company's Works, Mulund, Thana Dis- 
trict. 

57. B.E.S.T. Company Limited’s Workshop, Tramway Works, 
Dadar, Bombay. 

58. Bhagat and Sons, Structural Steel Works, Sewri, Fort 
Road, Bombay. 

59. Bombay, Baroda and Central India Railway — 

(a) Carriage and Wagon Workshop Mahaluxmi, Bombay. 

(b) Electric Car Shed, Bombay Central. 

(c) Electric Workshop, Bombay Central. 

( d ) Electrical Workshops, Dohad. 

( e ) Engine Shed, Parel, Bombay. 

(/) Engineering Repair Workshop, Lower Parel Station, 
Bombay. 

( g ) Loco Carriage and Wagon Shop, Ahmedabad. 

(h) Locomotive Workshops, Dohad. 

( i ) Running Shed, Bandra. 

( j ) Running Shed, Bulsar. 

(fc) Running Shed, Kankaria. 

( l ) Signalling and Engineering Works, Mahaluxmi, 
Bombay. 

60. Bombay Port Trust Workshops, Clarke Bunder, Mazagon. 
60A. Bombay Steam Navigation Co., Ltd.’s Workshops Pa- 
tent Slip, Mazagon, Bombay. 

61. Bombay Telephone Company’s Workshop, Agripada, 
Gell Street, Bombay. 

62. Colaba Bus Garage (B.E.S.T. Co., Ltd.), Colaba, Bombay. 

63. Connaught Iron Works, Clarke Road, Pais Street, Bycu- 
11a, Bombay 

64. Cooper Engineering Limited, Satara Road, Satara. 

65. Crown Aluminium Works, Kalachowki, Parel, Bombay 7. 

66. Dun Aluminium Factory, 107-103, Tardeo Road, Bombay. 

67. Eastern Chemical Company Limited’s Works, Bombay. 

68. Electric Fan and Motor Works, Victoria Road, Mazagon, 
Bombay. 

69. The Empress Iron and Brass Works, Parel, Bombay. 

70. Firestone Tyre and Rubber Company of India Limited, 
Hay Bunder Road, Sewri, Bombay. 

71. Ford Motor Company of India,, Limited, Swadeshi Mill 
Compound, Chami Road, Bombay. 

72. Garlick Engineering Works, Jacob Circle, Bombay. 

73. General Motors (India), Limited, Fosbery Road, Sewri, 
Bombay District. 

74. Godre] and Boyce Manufacturing Company, Limited, 
Lalbaug, Parel, Bombay. 

75. Hattersley Ilindusthan Engineering Company, Limited, 
374/376, Arthur Road, Bombay. 
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75A. A. Hyland Ltd., Automobile Engineers, Hughes Road, 
Bombay. 

76. Imperial Chemical Industries (India) Limited, Dyes 
Mixing Factory, Bombay. 

77. Indian Oxygen and Accetyelene Company, Limited, 
Byculla Bridge, Bombay. 

78. Indian Smelting and Refining Company, Limited, 101, 
Sion Road, Sion, Bombay. 

79. Indian Standard Metal Company, Limited, 156G. Shroff 
Wadi, Mazagon, Bombay 10. 

80. Indian Tool Manufacturers,^ Limited, 101, Sion Road^ 
Sion, Bombay. 

81. Indian Vegetable Products Limited, Junction of Con- 
naught Cross Road and Reay Road, Bombay. 

82. Madras and Southern Mahratta Railway — , 

(a) Castle Rock Running Shed, Castle Rock. 

(b) Locomotive Shed, Gadag. 

(c) Loco Running Shed, Ghorpuri. 

( d ) Running Shed, Hubli. 

(e) Train Lighting Workshop, Hubli. 

(/) Workshop, Hubli. 

83. Mazagon Dock Limited, Mazagon, Bombay. 

84. McKenzies Limited, Saw Mill, Sewri, Bombay. 

85. Metal Box Company of India, Limited, Worli, Bombay. 

86. The Metal Rolling Works, 104, Sion Matunga, Estate, 
Sion (G.I.P.), Bombay. 

87. Mukund Iron and Steel Works, Limited, Signal Till Ave- 

nue, Mazagon, Bombay. 

88. The National Radio and Engineering Company Works, 
Mhhaluxmi, Bombay, 11. 

88 A. Noble Steel Products Ltd., 37, Parel Road, Crosslane, 
Bombay. 

89. Orient Metal Pressing Works, Mahaluxmi, Bridge, Bom- 
bay, 11. 

90. Richardson and Cruddas Byculla Iron Works, Parel Rd., 
Bombay. 

90A. Richardson and Cruddas Branch Works Nesbit Road 
Mazgaon, Bombay. 

91. Shaparia Iron and Steel Works, Limited, Cross Lane, 
Parel, Bombay. 

92. Sunderdas Saw Mills, Reay Road, Bombay. 

93. E. Wimbridge and Company, 16, Sleater Road, Bombay. 

94. Wolverhampton Works Company, Limited, Worli, 
Bombay. 

Central Provinces and Berar. 

95 . Bengal Nagpur Railway Repairs Workshop. 
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96. District Loco and Carriage Suprintendent, Bengal Nag- 
pur Railway, Engineering Workshop, Bilaspur. 

Delhi Province. 

97. The Ganesh Flour Mills Company, Limited, Subzimandi, 
Delhi. 

Province of Madras. 

98. Bengal Nagpur Railway Locomotive Running Shed, Wal- 
tair. 

99. Ford Motor Company of India, Limited, Mount Road, 
Madras. 

100. Madras Port Trust Workshops Madras Harbour. 

101. Madras and Southern Mahratta Railway — 

(a) Engineering Workshops, Arakonam. 

( b ) Loco and Carriage Repairing Shed, Bitragunta. 

(c) Loco and Carriage Repairing Shed, Rajamundry. 

( d ) Locomotive Repairing Shed, Bezwada. 

( e ) Loco Running Shed, Arakonam. 

(/) Loco Running Shed, Donakonda. 

(g) Loco Running Shed, Gooty. 

(ft) Loco Running Shed, Guntakal. 

(i) Loco Running Shed, Jalarpet. 

O') Loco Running Shed, Pakala. 

(k) Running Shed, Basin Bridge. 

(Z) Signal Works, Royapuram, Madras. 

101A. Madras and Southern Mahratta Railway Workshops, 
Perambur. 

102. P. Orr. and Son’s Workshop, Mount Road, Madras. 

103. Richardson and Cruddas Workshop, Royapuram, Madras. 
103 A. Simpson and Co., 203, Mount Road, Madras. 

104. South Indian Railway — 

(a) Car Shed, Tambaram. 

(b) Loco and Carriage Workshops, Madura. 

(c) Loco Repair Shop, Coonoor. 

( d ) Marine Workshop and Dry Dock, Mandapam. 

( e ) Telegraph Workshop, Trichinopoly. 

(/) Workshops, Erode. 

( g ) Workshops, Trichinopoly. 

(ft) Workshops, Villupuram. 

Province of Orissa. 

105. Bengal Nagpur Railway — 

(a) Loco Shed, Jharsuguda. 

(b) Engine Shed, Khurda Road. 

Province of the Punjab. 

106. Attock Oil Company Limited, Oil Installations and Re- 

finery, Morgha, Rawalpindi. 
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107. Bombay, Baroda and Central India Railway Workshop, 
Sirs a. 

108. Devi Chand Kahanna Saw Mills, Ravi Park, Lahore. 

109. The Ganesh Flour Mills Company, Limited. Lyallpur. 

110. Indian Oxygen and Acetylene Company, Limited Grand 
Trunk Road, Lahore. 

Province of Sind. 

111. B. R. Herman and Mohatta Limited, Vulcan Iron Works, 
Wood Street, Karachi. 

IIIA. Carstairs and Cumming, Ltd., Wood Street, Karachi. 

IIIB. Karachi Engineering Works and Foundry, Karachi. 
#2. Karachi Port Trust — 

(a) Engineering Workshop, Manora. 

(b) Erskine Wharf Power Station, Keamari. 

The United Provinces. 

113. Brush ware Limited, The Mall, Cawnpore. 

114. Cawnpore Electric Supply Corporation Limited, Work- 
shop and Transformer Station, Cawnpore. 

115. Bengal and North Western Railway — 

(a) Loco Carriage and Wagon Workshop, Gorakhpur. 

(b) Running Shed, Baragaon, Gonda. 

(c) Running Shed, Gorakhpur. 

(d) Running Shed, Benares Cantonment. 

115A. Cooper, Allen and Co., Army Boot Equipment Factory, 
Cawnpore. 

115B. Cawnpore Chemical Works, Ltd., Anwar Ganj, Cawn- 
pore. 

116. Rohilkund and Kumaon Railway — 

(a) Locomotives, Carriage and Wagon Workshop, Izat- 
nagar, Bareilly. 

(b) Loco Running Shed, Charbagh, Lucknow. 

117. Singh Engineering Works, Cawnpore. 


National Service (Technical Personnel) 
Ordinance, 1941 

NOTIFICATIONS. 

No. 140. — In pursuance of sub-section (2) of section 95 of 
the Government of India Act, 1935, the Governor General in 
his discretion is pleased to direct that the National Service 
(Technical Personnel) Amendment Ordinance, 1940 (Ordinance 
No. XI of 1940) shall apply to British Baluchistan. 

(Vide Q. of B. Gaz. Part. IV-C. p. 1442 of 19-9-40)— 
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No. 3922/34— In exercise of the powers conferred by section 
U) of section 92 the Government of India Act, 1935, the Gover- 
nor of Bombay is hereby pleased to direct that the National 
Service (Technical Personnel) Amendment Ordinance, 1940 (Or- 
dinance No XI of 1940), shall apply to partially excluded areas 
in the Province of Bombay. 

(Vide G. of Bom. Gaz. Part IV-C. p. 1739 of 21-11-40). 


No. TRC 24 — In exercise of the powers conferred by sub- 
clause (IV) of Clause (d) of section 2 of the National Service 
(Technical Personnel) Ordinance, 1940 (Ordinance II of 1940), 
Central Government is pleased to declare the undertakings spe- 
cified below to be Industrial undertakings. 

( i ) The British Tabulating Machine Co., Ltd., “Pratab 
Buildings, Connaught Circus, New Delhi. 


( ii ) The British Tabulating Machine Co., Ltd., 17, Central 
Avenue, (South) Calcutta. 

(iU) The British Tabulating Machine Co., Ltd., Gresham 
Building, Esplanade Road, Bombay. 


(Vide G. of B. Gaz. Part IV-C. p. 628/29 of 26-3-42). 


No. TRC (1) d/ — Simla the 14th November, 1942. 

In exercise of the powers conferred by sub-section (1A) of 
section 5 of the N.S. (T.P.) O., (O.No. n of 1942), the Central 
Government is pleased to empower the National Service Labour 
Tribunal instituted for the areas specified in column (1) of the 
schedule hereto annexed to exercise in relation to British sub- 
jects in the Indian states and in territories in Indian states 
in which jurisdiction is exercised by His Majesty through the 
Crown representative specified in column (2) and (3) respective- 
ly of the said schedule the function assigned to such Tribunals 
by the said Ordinance. 
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Areas for which 
N.S.L.T.’s situated. 


1 . 

Province of Pun- 
jab and North 
West Frontier 
Province. 


United Province. 


C h e i f Commis- 
sioner's Provinces 
of Delhi, Ajmer, 
and Marwar. 


The Central Pro- 
vince and Berar. 


SCHEDULE. 


Names of Indian 
States. 


2 . 

All Punjab and 
North West Front- 
ier States ana Jha- 
shmir States. 


All Raj pu tana 
states (except Bi- 
kaner, Jaipur, Jo- 
dhpur, and Udai- 
p u r ) Gawlior,. 
Ranpur and Bena- 
res states. 

Bikaner, Jaipur, 
Jodhpur, Udaipur 
states. 


All Central Indian 
States and Chha- 
tisghar states. 


Names of territo- 
ries in Indian Sta- 
tes in which juris- 
diction is exercis- 
ed by His Majesty 
through the 
Crown respresent- 
ative. 

3 . 

Punjab states 
railway lands spe- 
cified in the Pun- 
jab states railway 
lands (application 
of laws) order, 
1939. 

Gwalior Residency 
areas. 


The Rajputana 
railway lands spe- 
cified in the Raj- 
putana Central 
Indian railway 
lands (application 
o f laws) order, 
1937 of the 'dis- 
trict of Abu. 

The administered 
areas in the Cen- 
tral Indian Agency 
specified in the 
Central Indian 
administered areas 
( application of 
laws) order, 1037, 
and the Central 
Indian railway 
lands specified in 
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Province of Ben- 
gal. 


Province of Behar. 
and Orissa. 

Province of Bom- 
bay. 


the Rajputana 
Central Indian 
railway lands (ap- 
plication of laws) 
order, 1937. 


Sikkim, Cooch Be- 
har and Tripura 
States. 

M a y u r Bhanj 
and Orissa states. 

Hyderabad west- 
ern Indian States, 
Baroda and Guja- 
rat States and 
Kolhapur and 
Deccan States. 


The Thana circles 
in the Gujarat 
States Agency and 
the Dangs, the 
railway lands spe- 
cified in the West- 
ern Indian States 
full jurisdiction 
railway lands (ap- 
plication of laws) 
order, 1942, and 
the Western Indi- 
an States, Patiala 
jurisdiction rail- 
way lands (appli- 
cation of laws) or- 
der, 1942, the Kol- 
hapur Residency 
and the Wadi Ja- 
la agir, the canton- 
ment of Baroda, 
the administered 
area in the Hyder- 
abad States specif 
fled in Hyderabad 
in the administer- 
ed area (applica- 
tion of laws) or- 
der, 1942, and the 
administered areas 
in the Western In- 
dian States Agen- 
cy specified in the 
Western Indian 
States administer. 
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Province of Mad- 
ras. 

Province of Sind 
and British Balu- 
chistan. 

Province of Askan. 


Mysore, Bengan- 
nar Pella, Sandore 
and Madras. 

All Baluchistan 
States. 


ed area (applica- 
tion of laws, or- 
der, 1942. 

The Civil and Mi- 
litary stations of 
Bangalore. 


The Khasi States 
including Shillong 
administered areas 
and the British 
Reserve in Mani- 
pore. 

of 3-12-42). 


(Vide G. of B. Gaz. Part IV-C pp. 2377-78 


Weekly Holidays Act, 1942 

INDIA ACT, No. XVIII of 1942. 

WHEREAS it is expedient to provide for the grant of 
Weekly Holidays to persons employed in Shops, Restau- 
rants and Theatres ; It is hereby enacted as follows : 

Short title, extent and commencement. 

1. (1) This Act may be called the Weekly Holidays 
Act, 1942. 

(2) It extends to the whole of British India. 

(3) It shall come into force in a Province or in a spe- 
cified area within a Province only if the Provincial 
Government by notification in the Official Gazette 
so directs. 

Definitions. 

2. In this Act, unless there is anything repugnant in 
the subject or context, 

(a) “Establishment” means a shop, restaurant or 
theatre ; 

(b) “Day” means a period of twenty four hours be- 
ginning at midnight ; 
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(c) “ Restaurant ” means any premises in which is 
carried on principally or wholly the business of sup- 
pling meals or refreshments to the public or a 
class of the public for consumption on the premises 
but does not include a restaurant attached to a 
theatre ; 

(d) “Shop” includes any premises where any retail 
trade or business is carried on, including the busi- 
ness of a barber or hair-dresser, and retail sales 
by auction, but excluding the sale of programmes, 
catalogues and other similar sales at theatres ; 

(e) “ Theatre ” includes any premises intended prin- 
cipally or wholly for the presentation of moving 
pictures, dramatic perfomances or stage entertain- 
ments ; 

(/) “Week ” means a period of seven days beginning 
at midnight on Saturday. 

Closing of shops. 

3. (1) Every shop shall remain entirely closed on 
one day of the week, which day shall be specified by the 
shop-keeper in a notice permanently exhibited in a con- 
spicuous place in the shop. 

(2) the day so specified shall not be altered by the 
shop-keeper more often than once in three months. 

Weekly holidays in shops, restaurants and theatres. . 

4. Every person employed otherwise than in a confi- 
dential capacity or in a position of management in any shop, 
restaurant or theatre shall be allowed in each week a holi- 
day of one whole day ; 

Provided that nothing in this section shall apply to any 
person whose total period of employment in the week in- 
cluding any days spent on authorised leave is less than six 
days or entitle to an additional holiday a person employed 
in a shop who has been allowed a whole holiday on the day * 
on which the shop has remained closed in pursuance of sec- 
tion 3. 
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Additional half day closing or holiday. 

5. (1) The Provincial Government may, by notifi- 
cation in the Official Gazette, require in respect of shops or 
any specified classes of shops that they shall be closed at 
such hour in the after-noon of one week day in every week 
in addition to the day provided for by section 3 as may be 
fixed by Provincial Government, and in respect of theatres 
and restaurants or^tny specified class of either or both, 
that every person employed therein otherwise than in a 
confidential capacity or in a position of management shall 
be allowed in each week an additional holiday of one half- 
day commencing at such hour in the afternoon as may be 
fixed by the Provincial Government. 

(2) The Provincial Government may, for the purposes 
of this section, fix different hours for different shops or 
different class of shops or for different areas or for different 
times of the year. 

(3) The weekly day on which a shop is closed in pur- 
suance of a requirement under sub-section (1) shall be 
specified by the shop-keeper in a notice permanently exhi- 
bited in a conspicuous place in the shop and shall not be 
altered by the shop-keeper more often than once in three 
months. 

No deduction or abatement to be made from wages. 

6. No deduction or abatement of wages of any person 
employed in an establishment to which this Act applies 
sha’l be made on account of any day or part of a day on 
which the establishment has remained closed or a holiday 
has been allowed in accordance with sections 3, 4, and 5, 
and if such person is employed on the basis that he would 
not ordinarily receive wages for such day or part of a day 
he shall none the less be paid for such day or part of a day 
the wages he would have drawn had the establishment not 
remained closed or the holiday not been allowed on that 
day or part of a day. 

Inspectors. 

7. (1) The Provincial Government may, by notifica- 
tion in the Offieial Gazette, appoint persons to be Inspectors 
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for the purposes of this Act within such local limits as it 
may assign to each such person. 

. (2) Every inspector appointed under this section shall 
be deemed to be a public servant within the meaning of 
section 21 of the Indian Penal Code. 

Power of Inspectors. 

8. (1) Subject to any rules made in this behalf by 
the Provincial Government, an Inspector may within the 
local limits for which he is appointed, — 

(a) enter and remain in any establishment to which 
the Act applies with such assistants, if any, being 
Servants of the Crown, as he thinks fit ; 

(b) make such examination of any such establishment 
and of any record, register or notice maintained 
therein in pursuance of rules made under clause 

(c) of sub-section (2) of section 10, and take on the 
spot or otherwise such evidence of any person as 
he may deem necessary for carrying out the pur- 
poses of this Act ; 

(c) exercise such other powers as may be necessary 
for carrying out the purposes of this Act. 

(2) Any person having the custody of any record, re- 
gister or notice maintained in pursuance of rules made un- 
der clause (c) of sub-section (2) of section 10 shall be 
bound to produce it when so required by the Inspector but 
no person shall be compellable to answer any question if 
the answer may tend directly or indirectly to criminate 
Himself. 

Penalties. 

9 . In the event of any contravention of the provisions 
of section 3, of section 4, of a requirement imposed by noti- 
fication under sub-section (1) of section 5, of section 6 or of 
the rules made under Clause (c) of sub-section (2) of sec- 
tion 10, the proprietor or other person responsible for the 
management of the establishment in which such contraven- 
tion takes place shall be punishable with fine which may 
extend, in the case of the first offence, to twenty-five rupees 
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and in the case of second or subsequent offence, to two 
hundred and fifty rupees. 

Rules. 

10. (1) The Provincial Government may, subject to 
the condition of previous publication by notification in the 
Official Gazette, make rules for carrying out the purposes 
of th : s Act. 

(2) In particular and without prejudice to the gene- 
rality of the foregoing powers, such rules may — 

(a) define the persons who shall be deemed to be em- 
ployed in a confidential capacity or in a position 
of management for the purposes of sections 4 and 5. 

(b) regulate the exercise of their powers and the dis- 
charge of their duties by Inspectors ; 

(c) require registers and records to be maintained and 
notices to be displayed in establishments to which 
this Act aplies an dprescribe the form and contents 
thereof. 

Power of exemption and suspension. 

11 . The Central Government in respect of establish- 
ments under its control, and the Provincial Government in 
respect of all other establishments within the province may, 
subject to such conditions, if any, as it thinks fit to impose, 
exempt any establishment to which this Act applies from 
all or any specified provisions of this Act, and may on any 
special occasion in connection with a fair or festival or a 
succession of public holidays, suspend for a specified period 
the operation of the Act. 



War Injuries Ordinance, 1941 

ORDINANCE No. VII of 1941. 

An Ordinance to make provision for the grant of relief in res- 
pect of certain personal injuries sustained during the continuance 
of the present hostilities. 

WHEREAS an emergency has arisen which renders it 
necessary to make provision for the grant of relief in res- 
pect of certain injuries sustained during the continuance 
of the present hostilities. 

NOW, THEREFORE, in exercise of the powers con- 
ferred by section 72 of the Government of India Act, as 
set out in the Ninth Schedule to the Government of India 
Act 1935, the Governor General is pleased to make and pro- 
mulgate the following Ordinance : — 

Short title, extent, and commencement. 

1. (1) This Ordinance may be called the War Injuries 
Ordinance, 1941. 

(2) It extends to the whole of British India 1 and ap- 
plies also to British subjects and servants of the Crown ill 
any part of India. 

(3) It shall come into force at once. 

Interpretation. 

2. In this Ordinance, unless there is anything repug- 
nant in the subject or context, — 

(1) “civil defence organisation” means any organi- 
sation established for civil defence purposes which is de- 
clared by a scheme to be a civil defence organisation for 
the purposes of this Ordinance and the scheme. 

(2) “ civil defence volunteer,” in relation to an in- 
jury, means a person certified, by an officer of a civil de- 
fence organisation authorised by the Central Government 
to grant such certificates, to have been a member of that 
organisation at the time the injury was sustained ; 

1 Added vide Government of India Gazette Ex. P. 910 of 8*8-42 War Injuries (Second 
Amendment) Ordinance 1942. 
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(3) “ continuance of the present hostilities” means 
the period beginning with the commencement of this Ordi- 
nance and ending with such date as the Central Govern- 
ment may, by notification in the Official Gazette, dec' are to 
be the date on which the present hostilities ternrnated ; 

(4) “gainfully occupied person ” means a person who 
is engaged in any trade, business, profession, office, em- 
ployment or vocation and is wholly or substantially depend- 
ent thereon for a livelihood, or a person who, though tem- 
porarily unemployed, is normally so engaged and depend- 
ent ; 

(5) * scheme ” means a scheme made under this Ordi- 
nance ; 

(6) “war injury’- means a physical injury — 

(a) caused by — 

(t) the discharge of any missile (including liquids 
and gas), or 

(it) the use of any weapon, explosive or other no- 
xious thing, or 

(iit) the doing of any other injurious act, 
either by the enemy or in combating the enemy or 
in repelling attack by the enemy ; or 

(b) caused by the impact on any person or property of 
any enemy aircraft, or any aircraft belonging to or 
held by any person on behalf of or for the benefit 
of His Majesty or any allied power, or any part of, 
or anything dropped from, any such aircraft ; 

(7) “War service injury,” in relation to a civil defence 
volunteer, means any physical injury shown to the satis- 
faction of the Central Government or other authority au- 
thorised to make payments under a scheme to have arisen 
but of and in the course of the performance by the volun- 
teer of his duties as a member of the civil defence organi- 
sation to which he belonged at the time the injury was 
sustained, and (except in the case of a war injury) not to 
have arisen out of and in the course of his employment in 
any other capacity ; 

Provided that before being so satisfied the Central 
Government or other authority authorised to make pay- 
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ments under a scheme shall have received from the civil 
defence organisation of which the volunteer concerned was 
a member at the time the injury was sustained, a report, 
by an officer of the organisation authorised by the Central 
Government to make such reports, about the injury in 
question. 

Power to make Schemes for relief in respect of war injuries 
and war service injuries. 

3. (1) The Central Government may make a scheme 

or schemes in accordance with the provisions of this Ordi- 
nance providing for the grant of relief in respect of the 
following injuries sustained during the continuance of the 
present hostilities, namely : — 

(a) war injuries sustained by gainfully occupied per- 
sons (with such exception, if any, as may be spe- 
cified in the scheme) and by persons of such other 
classes as may be so specified ; and 

(b) war service injuries sustained by civil defence 
volunteers. 

(2) A scheme may authorise the Central Govern- 
ment, or any authority authorised by the Central Govern- 
ment to make payment under the scheme, to such condi- 
tions as may be specified in the scheme, to make to or in 
respect of persons injured — 

(a) payments by way of temporary allowance, wh’ch 
shall be payable only so long as the person injured 
is incapacitated for work by the injury and has not 
received any such payment as is mentioned in 
clause (b). 

(b) payments otherwise than by way of temporary 
allowance, which shall be payable only where the 
injury causes serious and prolonged disablement 
or death ; and 

(c) payment for the purchases of or the grant at the 
cost of Government of artificial limbs or surgical 
or other appliances 1 (and payments for medical 
and surgical treatment . 

1 Added vide War Injuries (Amendment) Ordinance 1M1 published in Governmtnt 
of Bombay Gasette Part IV, p. 2 of 7-1 -*2. 
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(3) A scheme may enpower the Central Government 
to make regulations for giving effect to the purposes of the 
scheme. 

(4) A scheme may provide that it shall come into ope- 
ration or shall be deemed to have come into operation on 
such date as may be specified therein. 

(5) A scheme may be amended or rescinded at any 
time by the Central Government. 

(6) Any decision of the Central Government or other 
authority empowered to make payments under a scheme 
as to the making, refusal or amount, or as to the continu- 
ance or discontinuance, of a payment under a scheme may 
be varied from time to time by a subsequent decision of 
the Central Government or such authority as the case may 
be, but save in so far as it is so varied shall be final and 
conclusive. 

Relief from liability t<$ pay compensation or damages. 

4. (1) In respect of war injury sustained during the 

continuance of the present hostilities by any person, and 
in respect of a war service injury sustained during that 
period by a civil defence volunteer, no such compensation 
or damages shall be payable, whether to the person injured 
or to any other person, as part from the provisions of this 
sub-section — 

(a) would be payable under the Workmen’s Compen- 
sation Act, 1923, or 

(b) would, whether by virtue of any enactment or by 
virtue of any contract or at Common law, be pay- 
ble — 

(i) in the case of war injury, by any reason, or 

(ii) in the case of a war service injury sustained 
by a civil defence volunteer, by the employer 
of the volunteer, or by any person who has 
responsibility in connection with the volun- 
teer’s duties as such or by any other civil de- 
fence volunteer, on the ground that the injury 
in question was attributed to some negligence, 
nuisance or breach of duty for which the per- 
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son by whom the compensation or damages 
would be payable is responsible. 

(2) The failure to give a notice or make a claim or 
commence proceedings within the t me required by any en- 
actment shall not be a bar to the maintenance of proceed- 
ings in respect of any personal injury, if — 

(c) an application for a payment under a scheme has 
been duly made to the Central Government or 
other authority empowered to make payments un- 
der the scheme in respect of the injury ; and 

(b) the Court or other authority before wh.ch the pro- 
ceedings are brought is satisfied that the said ap- 
plication was made in the reasonable belief 'that 
the injury was such that a payment could be made 
under the scheme ; and 

(c) the Central Government or other authority em- 
powered to make payments^under the scheme cer- 
tifies that the application was rejected, or that 
payments made in pursuance of the application 
were discontinued, on the ground that the injury 
was not such as injury ; and 

(d) the proceedings are commenced within one month 
from the date of the said certificate. 

Information as to earnings. 

5. (1) Where it is necessary in order to deternrne 
the amount of any payment to be awarded under a scheme 
in respect of any injury, to ascertain the earnings of the 
person injured in respect of any period before he sustained 
the injury, the Central Government or other authority au- 
thorised to make payments under the scheme may by notice 
in writing require — 

(a) any person who was an employer of the injured 
person during that period, or 

(bj any person having any knowledge with respect to 
the financial circumstances of the injured person 
during that period. 

to furnish in accordance with the notice any information 
in his possession re’ating to those earings or circumstances, 
arid to produce to any person specified in the notice any 
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wage books, records or other documents in his possession 
containing entries with respect to those earnings. 

(2) If any person — 

(a) fails to comply with the requirements of any such 
notice, or 

(b) in purported compliance with any such notice 
knowingly or recklessly makes any untrue state- 
ment or untrue representation, or produces any 
document which is false in -a material particular 
or calculated to deceive, 

he shall be punishable with fine which may extend to three 
hundred rupees. 

Medical attention in dispensaries and hospitals. 

5A. 1 (1) The person managing any dispensary or 

hospital shall, if so required by the Central or Provincial 
Government by general or special order, — 

(a) provide at the dispensary or hospital medical and 
surgical treatment for persons who have sustained 
injuries of the nature specified in sub-section (1) 
of section 3, and 

(b) keep such records and make such returns relating 
to the persons treated for such injuries as may be 
required by or under a scheme. 

(2) If any person fails to comply when so required 
with the provisions of this section he shall be punishable 
with fine which may extend to one thousand rupees. 

Penalty for false statement. 

6. Any person who, for the purpose of obtaining a 
payment or grant under a scheme either for himself or for 
any other person, knowingly makes any untrue statement 
or untrue representation shall be punishable with impri- 
sonment for a term which may extend to three months. 

Assignments or charges to be void. 

7. Any assignment of, or charge on, and any agree- 
ment to assign or charge any payment awarded or to be 


<1 Added vide War Injuries (Amendment) Ordinance. 1943 published in Government of 
Bombay Gasette Part IV. P. 3. 7-1-43. 
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awarded under a scheme sha’l be void, and, on the insol- 
vency of any person to whom such a payment has been 
awarded, the payment shall not pass 10 any trustee or 
other person acting on behalf of the creditors. 


War Injuries Ordinance, 1941 

SCHEME, 1942. 

No. L. 1882, dated New Delhi, the 1st January, 1942. 

In exercse of the powers conferred by sub-section (1) 
of section 3 of the War Injuries Ordinance 1941, the Cen- 
tral Government is pleased to make the following Scheme, 
namely : — 

PART I. 

INTRODUCTORY. 

Short title and commencement. 

1. This Scheme may be called the War Injuries 
Scheme, 1942. 

(2) It shall come into force on 1st January 1942. 

“(3) it extends to the whole of India including those 
excluded and part ally excluded areas to which the Ordi- 
nance has been, or in hereafter be, applied by a notification 
under sub-section (1) of section 92 of the Government of 
India Act, 1935. 

Interpretation. 

2. (1) The General Causes Act, 1897 (X of 1897), 
applies to the interpretation of this Scheme as it applies to 
the interpretation of an Act or Regulation. 

(2) In this Scheme, — 

(a) “Ordinance” means the War Injuries Ordinance, 
1941 ; 

(b) “civil defence organisation” means any such or- 
ganisation as is mentioned in clause 3 of this 
Scheme ; 

(c) “ claims officer ” means any authority appointed by 
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the Central or any Provincial Government to make 
payments under this Scheme ; 

(d) “competent medical authority ” means any medi- 
cal authority appointed for the purposes of this 
Scheme by the Provincial Government ; 

(e) “ injury for which relief may be given on the high- 
er scale” means an injury which is — 

. (i) a war injury sustained by a civil defence 
volunteer, which is shown to the satisfaction 
of the Claims Officer to have arisen out of and 
in the course of the performance by the volun- 
teer of his duties as a member of the civil de- 
fence organisation to which he belonged at the 
time the injury was sustained, or 
“(ii) a war injury sustained by a gainfully occupied 
or other person employed in any occupation 
specified in this behalf by Government while 
such person is present in the locality, similarly 
specified with reference to his place or employ- 
ment, if on the day on which he sustained the 
injury or on either of the two days immediately 
preceding that day, he was working in the 
specified employment, or if, in the opinion of 
the Claims Officer, he was prevented by illness, 
injury or other responsible cause from work- 
ing in the specified employment on any of these 
days.” 

( f ) “ public funds ” means money provided by the Cen- 
tral or a Provincial Government or by a local au- 
thority ; 

( g ) “qualifying injury ” means an injury in respect of 
which a payment under this Scheme may be made. 

Civil defence organisations for purposes of Ordinance and 
Scheme. 

3. It is hereby declared that the organisations of per- 
sons specified in the Schedule I to this Scheme are “civil 
defence organisations” for the purposes of the Ordinance 
and this Scheme. 
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Injuries in respect of which awards may be made. 

4. Subject to the provisions of this Scheme a payment 
under this Scheme may be made in respect of any injury 
sustained during the continuance of the present hostilities 
which is — 

(a) a war service injury sustained by a civil defence 
volunteer, or 

(b) a war injury sustained by a gainfully occupied 
person, or 

(c) a war injury sustained by any such other person 
or person of such other class as may be notified in 
this behalf by the Central Government, or 

(d) a war injury causing death, sustained by a person 
substantially dependent for his livelihood on a pen- 
sion, annuity or other income ceasing with his 
death. 


PART II. 

TEMPORARY ALLOWANCES. 

Award of temporary allowance. 

5. Where a qualifying injury has incapacitated a per- 
son for work for a period of not less than seven consecutive 
days that person shall be entitled to be awarded in respect 
of that injury an allowance (in this Scheme referred to as 
a temporary allowance) in accordance with the following 
provisions of this Scheme. 

Conditions of payment of temporary allowance. 

6. A temporary allowance shall be payable only for 
so long as the person to whom it has been awarded is inca- 
pacitated for work by the injury in respect of which it has 
been awarded, and shall in no case be continued after the 
end of the sixth month from the date on which the injury 
was sustained. 
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Mode of payment. 

7. Temporary allowances shall be paid half-monthly 
in arrears on the 1st and 16th of each month. If the incapa- 
city for work ceases during a half-monthly period, no pay- 
ment shall be made unless during that period the incapacity 
has existed for not less than seven days, in which case the 
payment shall be proportionately reduced. 

Rates of temporary allowances. 

8. Temporary allowances shall, subject to the provi- 
sions of clause 32 of this Scheme be payable at the follow- 
ing rates, name'y : — 

(a) where the injury is one for which relief may be 
given on the higher scale, at the half-monthly rate 
of nine rupees ; 

(b) in the case of any other injury, at the half-monthly 
rate of six rupees and twelve annas. 

Temporary allowance not to be dradhi with disability 
pension. 

9. A temporary allowance shall cease to be payable 
to a person on the date on which a disability pension under 
Part III of this Scheme becomes payable to him. 

Failure to draw temporary allowance. 

10. Any payment by way of temporary allowance not 
drawn within three months from the date on which it 
might first have been drawn shall cease thereafter to be 
payable ; 

Provided that if the Claims Officer is satisfied that 
there were good and sufficient reasons for the failure to 
draw the payment he may condone the delay. 

Awards in cases to which clause 30 applies. 

11. When a person who, but for the provisions of 
clause 30 of this Scheme, would have been entitled to be 
awarded a temporary allowance, reaches the age of fifteen, 
before the end of the sixth month from the date on which 
the qualifying injury was sustained, he shall, subject to all 
the provisions of this Chapter then become entitled to be 
awarded a temporary allowance. 
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PART III. 

DISABILITY PENSIONS TO PERSONS WHO HAVE 
SUSTAINED INJURIES CAUSING SERIOUS AND 
PROLONGED DISABLEMENT 

Disability pensions. 

12. Where a qualifying injury sustained by a person 
causes him serious and prolonged disablement, he shall be 
entitled to be awarded in respect of that injury a pension 
(in this Scheme referred to as a disability pension), in ac- 
cordance with the following provisions of this Scheme. 
Assessment of degree of disablement. 

13. (1) For the purpose of assessing the rate of dis- 
ability pension, disablements shall be expressed in percent- 
ages as set forth in the Schedule II to this Scheme. Where 
there is more than one disablement the total disablement 
shall be expressed as the sum of the disablements, so how- 
ever as not in ari^ case to exceed 100 per cent. 

(2) When the wound, injury or illness causing the 
disablement is one not provided for in the Schedule II to 
this Scheme, the disablement shall be estimated by a com- 
petent medical authority, at the percentage shown in the 
Schedule most closely corresponding to it. 

Rates of disability pensions. 

14. (1) Where the disablement resulting from a qua- 
lifying injury is expressed or estimated as 10 percent., or 
over, a disability pension shall subject to the provisions of 
clause 32, be awarded at the following rates, namely : — 


Where the percentage 

If the injury is one 

If the injury is not 

of disablement is 

for which relief 

one for which re- 


may be given on 

lief may be given 


the higher scale. 

on the higher scale. 


Rs. per mensem. 

Rs. per mensem, 

100 

18 

18 8 0 

90 

16 

12 0 0 

80 

14 

10 8 0 

70 

18 

9 12 0 

60 

11 

8 4 0 

50 

9 

6 12 0 

20 to 40 

8 

6 0 0 

10 

6 

5 0 0 
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(2) Where the disablement is not more than 50 per 
cent., the Claims Officer may, if he is satisfied that the injured 
person is not debarred from all means of livelihood, sub- 
stitute for the disability pens' on a lump sum payment cal- 
culated at 70 times the monthly payment specified in the 
foregoing sub-clause. 

Commencement of disability pension, revision of award 
after two years or otherwise. 

15. (1) If before the end of the sixth month from the 

date on which the injury was received, the competent me- 
dical authority certifies that the disablement caused to a 
person by a qualifying injury is permanent and incapable of 
diminution, the Claims Officer may at once award to that 
person, in accordance with sub-clause (1) of clause 14, a 
disability pension payable for life, or in accordance with 
sub-clause (2) of clause 14, a lump sum payment. 

(2) If at the end of the six months from the date on 
which the injury was received, or at any time within those 
six months when the injured person ceases to be entitled to 
a temporary allowance, it remains uncertain whether the 
disablement is permanent and incapable of diminution, the 
pension shall in the first instance be awarded for two years 
only, and, on the expiry of those two years, shall be award- 
ed for life in accordance with the assessment then made by 
the competent medical authority of the percentage of dis- 
ablement subsisting. 

(3) Where a disability pension, but not a lump sum 
payment in substitution therefor, has been awarded, and 
thereafter the disablement increases to a higher percentage 
than that on which the award was based and such increase 
is certified by a competent medical authority to be attribut- 
able to the original qualifying injury, the Claims Officer 
may increase the disability pension to the appropriate higher 
rate with effect from the date on which the increased dis- 
ablement is established by the certificate of the competent 
medical authority. 

(4) Where a disability pension, but not a lump sum 
payment in substitution therefor, has been awarded, and 
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thereafter the disablement decreases to a lower percent- 
age than that on which the award was based, the Claims 
Officer may decrease the disability pension to the appro* 
priate lower rate with effect from the date on which the 
decreased disablement is established by the certificate of 
the competent medical authority. 

Mode of payment. 

16. Disability pensions shall be payable quarterly in 
arrears ; 

Provided that if the Claims Officer considers that this 
course may result in hardship in any particular case he 
may order that the pension shall be payable monthly in 
arrears. 

Cancellation of award on failure to draw pension. 

17. (1) Where a person to whom a disability pension 
has been awarded, fails to draw that pension for a continu- 
ous period of not less than twelve months, the Claims Offi- 
cer shall cancel the award, and no payment of the arrears 
of that pension shall be made. 

(2) Where a person, to whom a lump sum payment 
has been awarded under sub-clause (2) of clause 14 fails to 
draw that sum within twelve months from the date of the 
award, the Claims Officer shall cancel the award and no 
further claim to pension or to lump sum payment shall be 
entertained ; 

Provided that if the Claims Officer is satisfied that there 
were good and sufficient reasons for the failure referred to 
in sub-clause (1) of this sub-clause, he may condone the 
failure. 

Awards in cases to which clause 30 applies. . 

18. When a person who, but for the provisions of 
clause 30 of this Scheme, should have been entitled to be 
awarded a disability pension, reaches the age of fifteen, he 
shall then become entitled to be awarded a disability pen- 
sion, the amount of the award being based on his disable- 
ment as assessed at the time he reached the age of fifteen. 
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PART IV 

FAMILY PENSIONS AND CHILDREN’S ALLOWANCES. 

Family pensions and children’s allowances purpose and 
amount. 

19 . (1) When a person dies as the result of a qualify- 

ing injury, there shall be payable, in accordance with the 
following provisions of this Scheme — 

(a) to one surviving eligible member of his family a 
pension, in this Scheme referred to as family pen- 
sion, and 

(b) to each of his legitimate children an allowance in 
this Scheme referred to as a child’s allowance. 

(2) A family pension, though payable to one surviv- 
ing eligible member of a family only, is intended for the 
support of all surviving eligible members of the family. 

(3) The amount of family pension Shall, subject 
to the provisions of clause 32 of this Scheme, be eight 
rupees monthly. 

(4) The amount of the child’s allowance shall, sub- 
ject to the provisions of clause 32 of this Scheme, be two 
rupees monthly for each child so long as a family pension 
continues to be paid to any surviving eligible member of 
the family, and three rupees monthly for each child if no 
family pension is being paid. 

(5) If the person to whom a family pension is payable 
is a minor, the pension shall be paid for the benefit of the 
eligible members of the family to the, legal guardian of 
such a person. 

(6) A child’s allowance payable to a minor child shall, 
unless the Claims Officer otherwise directs, be paid for the 
benefit of the child to the person to whom the family pen- 
sion under the award is payable, or if such person is him- 
self a minor or if no family pension is payable under the 
award, to the legal guardian of the child. 

Members of a family who are eligible. 

29 . “ Eligible member of a family ” means, in relation 
to a person dying as the result of a qualifying injury,— 


88 
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(i) his widow lawfully married by a valid ceremony ; 

(ii) his father ; 

(iii) his mother ; 

(iv) a legitimate son but not an adopted son ; 

(v) a legitimate daughter but not an adopted daughter; 
provided in each case that none of the conditions necessary 
for eligibility under clause 21 is infringed. 

Conditions of eligibility. 

21 . The following are the conditions governing the 
eligibility of the five classes of persons mentioned in clause 
20 — 

(1) A widow shall not be eligible if she remarries, un- 
less such marriage is with her deceased husband’s brother 
and she continues to live a communal life with, or to con- 
tribute to the support of, other living eligible members. 

(2) The father shall not be eligible if at the time of the 
qualifying injury he is below the age of 50, unless he is 
physically or mentally unable to support himself, but he 
becomes eligible on attaining the age of 50. 

(3) The mother shall not be eligible if at the time of 
the qualifying injury the father of the deceased is still 
alive, but shall become eligible on his death for so long as 
she remains unmarried. If she is a widow at the time of 
the qualifying injury she shall continue to be eligible only 
so long as she remains unmarried. If at the time of the 
qualifying injury she was already remarried to a husband 
other than the father of the deceased she shall be eligible 
and shall continue to be eligible if thereafter widowed for 
so long as she remains unmarried. 

(4) A son shall not be eligible if he is above the age 
of 15 unless he is physically or mentally unable to support 
himself. 

(5 A daughter shall not be eligible, if she has a hus- 
band living, or marries. 

Family pension by whom to be received. 

22. (1) Where there are surviving eligible members 
of more than one of the classes specified in the list in clause 
20, the family pension shall be payable to the member spe- 
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iCified earnest in that list, of two or more widows the 
longest married taking precedence, and of two or more 
children the eldest taking precedence. 

(2) Where there is no widow surviving and the family 
pension has not been made payable to the father of the 
deceased solely because the father had not yet reached the 
age of fifty, it shall unless it has under the provisions of 
sub-clause (3) of this clause ceased to be payable, be made, 
payable to him on his attaining the age of fifty, subject 
to the sub-clause next following. 

(3) When the member to whom the family pension is 
payable under the foregoing provisions of this clause dies 
or ceases to be eligible, then, whether there are other eli- 
gible members surviving or not, the family pension shall 
cease altogether to be payable except as provided in clause 
25. 

(4) No claim to receive a family pension shall be en- 
tertained if made by a member who has, by the time the 
claim is preferred, already ceased to be eligible. 

Date from which family pension takes effect. 

23. A family pension when awarded shall become pay- 
able as from the day following that on which the qualify- 
ing injury causing the death was sustained : 

Provided that where the family member, to whom the 
pension would have been payable on that day, has, before 
the Claims Officer has made the award, died or ceased to be 
eligible and the pension has consequently become payable 
to another member, the pension shall be payable to the 
last mentioned member as from the day following that on 
which the first mentioned member died or ceased to be eli- 
gible, and the arrears from the day following that on which 
the qualifying injury occurred up to the day on which the 
first mentioned member died or ceased to be eligible shall, 
subject to the provisions governing the payment of belated 
claims, be paid to the first mentioned member of his estate: 

Provided further that if, before the Claims Officer has 
made the award, all the members who were eligible on the 
day following that on which the qualifying injury occurred 
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have died or ceased to be eligible, the Claims Officer shall 
have full power to dispose of any arreas as he may think fit. 
Division of family pensions. 

24. (1) If the claims Officer is satisfied, on applica- 
tion made to him, that the member to whom a family -pen- 
sion is payable refuses to contribute reasonably to the sup- 
port of the other eligible members of the family or that a 
family pension payable to a child is not being utilised for 
the benefit of the other eligible member of the family, he 
may divide the pension at his discretion among all the eli- 
gible members and make it payable as so divided to each 
member individually. 

(2) Any such division shall not affect the provisions 
contained in sub-clause (3) of clause 22 but, so long as the 
member to whom the pension is originally awarded con- 
tinues to be alive and eligible, if any member receiving one 
of the divided portions of the pension dies or ceases to be 
eligible, his share shall be added to the amount distribut- 
able to the member or members still surviving and eligible. 

(3) A division under this clause shall not ordinarily 
be made at the instance of children in receipt of children's 
allowances, but the Claims Officer may even in such a case 
at his discretion make a division of the family pension to 
avert special hardship. 

Continuance of family pension. 

25. (1) A family pension which ceases to be payable 
under sub-clause (3) of clause 22 may, either in whole or in 
part, be continued by the Claims Officer or be made again 
payable, if he is satisfied that by the cessation of the pen- 
sion the father or mother of the deceased or both who would 
but for the operation of that sub-clause have been at the 
time eligible members of the family, are left destitute. 

(2) If the Claims Officer decides to continue or restore 
a family pension under the foregoing provisions of this 
clause, the pension shall be payable, from such date as the 
Claims Officer may fix, not being earlier than the date on 
which the application for continuance or restoration is 
first received by the Claims Officer, to the father if living 
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and would have been eligible at the time but for the ope- 
ration of sub-clause (3) of clause 22 or, if the father is not 
living, to the mother if she would have been eligible at the 
time but for the operation of these sub-clauses ; but the 
amount of the pension shall be reduced by the amount of 
any income from permanent sources available to the father 
or mother or both. 

(3) A family pension so continued or restored shall 
cease altogether to be payable when the person to whom it 
is continued or restored dies or ceases to be eligible. 

Duration of payment of children’s allowances. 

26. A child’s allowance shall cease to be payable — 

(a) to a male on his attaining the age of 15 ; and 

(b) to a female on her attaining the age of 16 or on her 
marriage, whichever of these dates is the later. 

Provided that the Claims Officer may, if satisfied that 
the person to whom allowance is payable is physically or 
mentally unable to support himself, continue the allowance, 
so however that it shall cease to be payable to a female on 
her marriage. 

Mode of payment of family pensions and children’s allow- 
ances. 

27. Family pensions and children’s allowance shall be 
paid quarterly in arrears : 

Provided that, if the Claims Officer considers* that this 
course might result in hardship in any particular case, he 
may order that the pension or allowance shall be payable 
monthly in arrears. 

No award when death occurs more than seven years after 
injury. 

28. No award of family pension or child’s allowance 
shall be made in any case where the death giving rise to 
the claim occurs more than seven years after the date on 
which the qualifying injury causing the death was sus- 
tained. 

29. Where a family pension or child’s allowance which 
has been awarded has not been drawn for a continuous 
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period of not less than 12 months the Claims Officer shall 
cancel the award, and no payment of the arrears of that 
pension or allowance shall be made ; 

Provided that if the Claims Officer is satisfied that there 
were good and sufficient reasons for the failure to draw the 
pension or allowance during each period he may condone 
the failure. 


PART V 

PROVISIONS APPLICABLE TO AWARDS GENERALLY. 

No awards in respect of war injuries to gainfully occupied 
persons under fifteen years of age. 

30. No payment under this Scheme shall, save as pro- 
vided in clauses 11 and 18, be made in respect of any war 
injury sustained by a gainfully occupied person who is 
under the age of fifteen. 

Applications for awards. 

31. (1) Except where the Claims Officer in any spe- 
cial case otherwise directs, an award under this Scheme 
shall not be made unless an application for that award is 
made in the manner prescribed by the regulations made 
under this Scheme and within the following periods, name- 
ly 

(a) where the claim is for a temporary allowance to a 
person incapacitated for work, a period of three 
months from the date of the qualifying injury, or 
if the incapacity first supervened after that period, 
a period of three months from the inception of the 
incapacity ; 

(b) where the claim is for a disability pension, a 
period of three months from the date of the quali- 
fying injury, or if the injury necessitated immedi- 
ate treatment in hospital, a period of three months 
from the date of discharge from hospital. 

(c) where the claim is for a family pension or child’s 
allowance, a period of three months from the date 
of the death of the person whose death gave rise to 
the claim. 



LABOUR AND FACTORY LEGISLATION 


1079 


(2) The Claims Officer may refuse to entertain any 
application for any allowance or pension under this scheme 
in respect of a qualifying injury sustained by a person who 
has, without sufficient cause, failed to present himself for 
treatment at a hospital, dispensary or first-aid post. 

Limitations on amount of awards. 

32. (1) The amount awarded to a person as tempo- 
rary allowance when incapacitated or as disability pension 
when disabled shall be subject to the following modifica- 
tions, namely: — 

i (a) * * * 

(b) while such person is under the age of 18, the 
amount which would otherwise be payable shall be 
reduced by 25 per cent. 

(c) while such persons is under treatment m a hospital, 
the amount which would otherwise be payable 
shall be reduced by 20 per cent. 

(2) The amount awarded as family pension or child- 
ren’s pensions or both in respect of a person dying as the 
result of a qualifying injury shall not exceed the amount 
which might have been awarded to that person had he qua- 
lified for a disability pension assessed on a disablement of 
100 per cent. 

Payment under this Scheme not to be drawn in addition 
to other payment from public funds. 

33. Where the person entitled to a temporary allow- 
ance, disability pension, family pension or child’s allowance 
in respect of a qualifying injury is in receipt of a pension or 
allowance from public funds paid to him by reason of his 
having sustained that qualifying injury or as the case may 
be by reason of the death of another person as the result of* 
that qualifying injury, he shall be allowed to draw only 
the amount, if any, by which the pension or allowance to 
which he is entitled under this scheme exceeds the pension 
or allowance referred to, received by him from public funds. 


1 The words "where such person Is a woman, the amount shall be reduced by 20 per 
cent.” deleted vide. G. of Bombay Gazette PartIV*c p. 843 of 11-5-44. 
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Two payments under this Scheme not to be drawn by same 
person. 

34. No person in receipt of an allowance or 
pension under this Scheme shall be allowed to draw 
another, allowance or pension of a different kind under this 
Scheme until the allowance or pension previously drawn is 
surrendered. 

Advance payment by employers and recovery thereof from 
awards. 

34. 1 (1) A person sustaining a war injury or a war 

service injury or in the event of his death, a person, if any 
to whom a family pension would be payable under this 
scheme may accept from the employer of the injured per- 
son an advance payment not exceeding Rs. 50 upon the 
condition that the employer shall be entitled to recover the 
sum in the manner thereinafter provided for the award or 
awards, if any, made under this scheme in respect of the 
injury. 

(2) Upon acceptance of an advance payment in accord- 
ance with sub-clause (1), the recipient shall give to the 
employer a receipt therefor in duplicate in the form pres- 
cribed in the War Injuries Regulations, 1942; and the em- 
ployer shall thereupon award one copy of the receipt to the 
Claims Officer having jurisdiction in the area where the 
injury was sustained. 

(3) When making an award under this scheme for 
injury in respect of which the employer of the injured per- 
son has awarded a receipt in the same form for advance 
payment made by him the Claims Officer shall give upon 
any award which he may make in respect of the said injury 
a direction requiring the repayment of the advance pay- 
ment to the employer from the amount of the award — 

(a) where the award is for lump sum in pursuance of 
sub-clause (2) of clause 14, in a lump sum, or 

(b) in all other cases instalments at the time of mak- 
ing payments of the award, at such rate as the 
Claims Officer may think fit, not exceeding half of 

1 Inserted vide. Government of Bombay Gaz. Part IV-C pp. 2295-96 of 5*11-42. 
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the quarterly, monthly or half monthly payment 
under the award, as the case may be. 

(4) Where by reason of the subsequent death of the 
injured person or for any other cause, the Claims Officer 
has occasion to modify his award or make a sufficient award 
in respect of injury he shall make a similar direction there- 
in in respect of such amount of the advance payment as 
remains unrepaid. 

(5) Nothing in excess of the amount, if any, awarded 
under this scheme in respect of the injury shall be recover- 
able under this clause.” 

Awards when to be made. 

35. 1 (1) Subjects to the provisions of this scheme an 

award under the scheme may be made in respect of — 

(a) an injury sustained within British India, or 

(b) an injury sustained outside British India but with- 
in India by a British subject or by a servant of the 
Crown. 

(2) No award under this scheme shall be made in res- 
pect of — 

(a) an injury sustained anywhere outside India, or 

(b) an injury sustained outside British India by a per- 
son other than a servant of the Crown, ordinarily 
resident outside British India ; 

Provided that nothing in this sub-clause shall preclude 
the making of an award in respect of a war injury sustained 
by a British subject while travelling between one place in 
India and any other place in India. 

(3) The Claims Officer may withhold or cancel the 
award of any payment under this scheme if he is satisfied 
that the person to whom the award might be or has been 
made, who is or has become ordinarily resident outside 
British India, except in cases where the person sustaining 
the injury is ordinarily resident outside British India in 
connection with duty as a servant of the Crown. 


1 Substituted for original clause vide Government of Bombay Gazette Port IV-c page 
2808-4 of 12-11-42. 
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Effect of contributory negligence. 

36. Where the qualifying injury, or where the inca- 
pacity for work, disablement or death resulting from a qua- 
lifying injury is shown to the satisfaction of the Claims 
Officer to be mainly attributable to the negligence or mis- 
conduct of the person sustaining the injury, the Claims 
Officer may withhold or cancel any award which might be 
or has been made under this Scheme in respect of their 
injury or may reduce the amount of the award. 

Effect of desertion of post by member of civil defence 
organisation. 

37. When the person sustaining a qualifying injury is 
a member of a civil defence organisation and it is shown to 
the satisfaction of the Claims Officer that such person when 
required by Government order to be present in a certain 
locality, or at a certain post failed to be present or being 
present failed to remain in that locality or at that post as 
the case may be, the Claims. Officer may withhold or cancel 
any award which might be or has been made under this 
Scheme in respect of that injury. 

Effect of refusal to undergo medical treatment or operation. 

38. Where a person who has sustained a qualifying 
injury refuses to undergo medical treatment or an opera- 
tion calculated to restore his health or to cure or reduce a 
disablement caused by the qualifying injury, and a compe- 
tent medical authority certifies that such refusal is in the 
circumstances unreasonable, then : — 

(a) if the person dies, and a competent medical autho- 
rity certifies that the death was due to the refusal 
to undergo medical treatment or an operation, no 
family pension or child’s allowance shall be 
awarded ; 

(t>) if a competent medical authority certifies that me- 
dical treatment or an operation will cure the dis- 
ablement caused by the qualifying injury, no dis- 
ability pension shall be awarded ; and 

(c) if a competent medical authority certifies that me- 
dical treatment or an operation will reduce the 
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disablement to a lower percentage, a disability 
pension appropriate to that lower percentage only 
shall be awarded. 

Obligation to submit to medical examination. 

39. (1) Any person in receipt of a temporary allow- 
ance or disability pension shall, if required by the Claims 
Officer by notice in writing so to do, submit himself for 
medical examination by the competent medical authority: 

Provided that a person shall not be required so to pre- 
sent himself — 

(a) if in receipt of a temporary allowance, at intervals 
of less than two months, or 

(b) if in receipt of a disability pension which has not 
been awarded for life, at intervals of less than six 
months, or 

(c) if in receipt of a disability pension which has been 
awarded for life, at intervals of less than two years. 

(2) Where any person refuses or, without reasonable 
cause, fails to submit himself for medical examination when 
required so to do under sub-clause (1), the Claims Officer 
mlay cancel with effect from the date of such refusal or 
failure, the award of allowance or pension made to that 
person. 

(3) Where the award has been cancelled under sub- 
clause (2), the Claims Officer may refuse to entertain any 
subsequent application for an allowance or pension under 
the scheme in respect of the injury for which the cancelled 
award was made. 

Where payee is incapable of managing his own affairs. 

40. If the person to whom a pension or allowance un- 
der this Scheme has been awarded has not attained the age 
of eighteen years, or if he is, in the opinion of the Claims 
Officer, mentally infirm so as to be incapable of managing 
his own affairs, or if in any other case the Claims Officer 
considers it in the interest of that person, the Claims Officer, 
may either of his own motion or on application made to 
him, pay the pension or allowance to any other person 
whom the Claims Officer thinks best fitted to provide for 
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the welfare of the person to whom the award has been 
made, or may apply the amount in any other manner for 
his benefit. 

Cancellation of award on conviction for an offence. 

41. Where a person to whom a pension or allowance 
under this Scheme might be or has been awarded is con- 
victed by a Court of an offence and sentenced to a term of 
imprisonment or detention in a Borstal school, the Claims 
Officer may withhold or cancel the award. 

Claims Officer’s power to review and alter awards. 

42. The Claims Officer may at any time review any 
award made under this Scheme and if it appears to him 
that 1 by reason of a mistake of fact or a change in the con- 
dition or circumstances of the person to whom the award 
was 2 made or for any other reason whatsoever it is expedi- 
ent so to do, he may increase or reduce the rate of any 
pension or allowance awarded or cancel the award or make 
a fresh award ; 

Provided that no pension or allowance shall be increas- 
ed beyond the limits specified in, or for the purposes of, 
this Scheme. 

Reviewing authority. 

42A. 3 (1) An authority appointed in this behalf by 

the Provincial Government may if it thinks fit and subject 
to special clause (2) review any award made or order pass- 
ed under this scheme by the Claims Officer. 

(2) The provisions of clauses 42 and 43 shall apply 
mutatis mutandis to review under special clause (1). 

Decisions under this Scheme. 

43. All matters falling to be decided under this 
Scheme in connection with the award of payments under 
the Scheme shall, where other specific provision is not 
made in this Scheme, be decided by the Claims Officer; but 
in all matters relating to the extent or effect of injuries, 
the existence or non-existence of incapacity for work, and 


1 The word ‘that* inserted vide Govt, of Bombay Gazette Part IVc p. 1840 of 11-6-42. 

2 Word substituted for the word “has” vide, ibid. 

8 Inserted vide Govt, of Bombay Gaz, Part IVc. pp. 1345-46 of 11-6-42. 
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degrees of disablement, the Claims Officer shall decide in 
accordance with the opinion of, or. a certificate given by, a 
competent medical authority. 

Power of Central Government to vary rates. 

44. The Central Government may at any time by no- 
tification in the Official Gazette alter the rate of payments 
which may be awarded under this Scheme. 

Exceptional cases of hardship. 

45. Exceptional cases of hardship not covered by the 
provisions of this Scheme may be submitted by the Pro- 
vincial 1 Government or Claims Officer to the Central Gov- 
ernment which may make such orders as he thinks fit. 
Payment for medical and surgiic<al treatment. 

46. The Central Government or any officer authorised 
by the Central Government may, in accordance with any 
regulations made in this behalf, make payments for medi- 
cal and surgical treatment provided for persons who have 
sustained qualifying injuries. 

Power of Central Government to make regulations. 

47. The Central Government may make regulations 
for giving effect to the purposes of this Scheme. 

SCHEDULE I. 

1. The following organisations when established by 
the Central or Provincial Government : — 

(a) Auxiliary Fire Service. 

(b) Control and Report Service. 

(c) Air-raid Warden Service. 

(d) Eire Prevention Service. 

(e) First aid, Casualty and Ambulance Service. 

(/) Rescue Service. 

( g ) Gas identification Service. 

(h) Decontamination Service. 

(i) Messenger Service. 

(j) Instructor Service. 

(k) Mortuary Service. 


1 Added vide, ibid 
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(I) Such othe air-raid precautions and other defence 
organizations as may be established by the Provin- 
cial Government. 

2. The following organisations when recognised for 
the purposes of this Scheme by the Central or Provincial 
Government : — 

Private Organizations *to carry out any of the following 
services : — 

(i) Decontamination Service. 

(ii) Messenger Service. 

(in) Fire Service. 

(iv) Raid Spotter Service. 

(v) Keymen Service. 

{ vi ) Public Utility Emergency Repairs Service. 

(vii) Auxiliary Nursing Service (A.R.P. Branch). 
(viii) Control and Report Service. 

(ix) Air-raid Warden Service. 

(x) Fire Prevention or Watcher’s Service. 

(xi) First Aid, Casualty and Ambulance Service (in- 

cluding drivers). 

(xii) Rescue Service. 

(xiii) Stretcher Service. 

(xiv) Any other Services designated in this behalf by 
order of the Central or Provincial Government. 

3. Civil Pioneer Forces. 

4. Civic Guards, and Defence Volunteers. 


SCHEDULE II. 

(i) Fo£ the purpose of the assessment of the rate of 
disability pension, disabilities shall be expressed in per- 
centages as follows : — 

Item No. Injury. Percentage of 

Disability. 

1. Loss of two or more limbs. 100 

Lunacy. 

Jacksonian epilepsy. 
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Very severe facial disfigurement. 

Total loss of sight. 

2. Loss of right arm above or at the 

elbow. 90 

3. Severe facial disfigurement. 70 

Total loss of speech. 

Loss of left arm above or at the elbow. 

Loss of right arm below the elbow. 

Loss of leg at or above the knee. 

4. Loss of left arm below the elbow. 60 

Loss of leg below the knee. 

Permanent total loss of hearing. 

5. Loss of one eye. 50 

Loss of right thumb or four fingers of 
right hand. 

6. Loss of all toes of both feet above 

knuckle. 40 

Loss of left thumb of four fingers of 

left hand or three fingers of right hand. 

7. Loss of all toes of one foot above 

knuckle. 30 

Loss of all toes of both feet at or below 
knuckle. 

8. Limited restriction of movement of 

joints through injury without penetra- 
tion, limited function of limb through 
fracture. 20 

Loss of two fingers of either hand. 

Compound fracture of thumb or two or 
more fingers of either hand with im- 
paired function. 

9. Loss of one phalanx of thumb 10 

Loss of index finger. 

Loss of great toe. 

No. L-1882, dated New Delhi, the 1st January 1942. 

In exercise of the powers conferred by clause 47 of the 
War Injuries Scheme, 1942, the Central Government is 
pleased to make the following Regulations, namely : — 
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Title. 

1. (a) These Regulations may be called the War 
Injuries Regulations, 1942. 

(b) 1 They extend to the whole of British India, 
including those excluded and partially excluded 
areas to which the War Injuries Scheme, 1942, 
applies. 

Interpretation. 

2. In these Regulations “Scheme” means the War In- 
juries Scheme, 1942, “Form” means a Form appended to 
these Regulations and other expressions have the same 
meaning as in the Ordinance or the Scheme. 

Repayment of advance payment made by employers. 

2A. (a) Receipt for an advance payment accepted in 
accordance with sub-clause (1) of clause 34 A of the scheme 
shall be in form HH. 

(b) repayment of advance payment or of instalments 
thereof in pursuance of deduction in an award shall 
be made to the employer concerned by M.O. at 
the employer’s cost by the Post-office at which 
award is payable at the time of making the pay- 
ment under the award from which the repayment 
of the advance payment or instalment thereof is to 
be recovered. 

Casualty Reports. 

3. (a) Every leader of a first-aid party shall attach 
to each casualty a tie-on label in Form Al. 

(b) Every officer in charge of a first-aid post shall 
maintain a record of cases coming to his post in 
Form A2. 

(c) Every person in charge of a hospital or dispensary 
shall maintain a record of war injuries or war ser- 
vice injuries treated and documents in the Forms 
Bl, B2, B3 and B4. He shall also maintain a list of 
patients under treatment in Form B5. 


I Added vide Government of Bombay Gar. Pari IVC p. 2824 of 19*11-42 
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( d ) Every officer in charge of a first aid post or person 
in charge of a hospital or dispensary shall, as soon 
as possible, after the admission of a person sus- 
taining a war injury or a war service injury, send 
a signed report in the appropriate Form to the 
Claims Officer. 

(e) It shall be the duty of the police to ascertain the 
name and other particulars of all persons who are 
killed or who die before admission to hospital and 
report the circumstances to the Claims Officer, and 
every police officer shall make such further reports 
as the Claims Officer may from time to time call 
upon him to do. 

Medical Authorities. 

4. (a) The Provincial Government may constitute 
Medical Authorities, for such areas and for such 
purposes of the Scheme and these Regulations as 
it may deem necessary, and consisting of such num- 
ber of persons as it may think fit. Members of 
such Medical Authorities shall be registered medi- 
cal practitioners or Medical Officers of Govern- 
ment, and if there is more than one member in any 
Authority, one of them shall be appointed by the 
Provincial Government to be the President. 

(b) The Claims Officer may refer any medical question 
to the Medical Authority for its opinion. 

(c) For the purposes of certification of incapacity for 
work the Claims Officer shall ordinarily obtain a 
certificate from a medical officer not lower in rank 
than an Assistant Surgeon or such other medical 
practitioner as may be specified by Provincial Gov- 
ernment. 

(d) The Claims Officer shall ordinarily refer all cases 

relating to the grant of pensions to the Medical 
Authority. 

Applications for temporary allowances. 

5. An application for a temporary allowance shall be 
made in Form C to the Claims Officer by the person who 
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has sustained the qualifying injury, through the person 
in charge of the hospital or dispensary where he received or 
is receiving treatment, or if he did not receive treatment 
in any hospital or dispensary, through the officer in charge 
of the First Aid Post at which he received attention or the 
officer in charge of the Police Station or First Aid Post to 
which the facts of his injury were reported. 

Applications for disability pensions. 

6. (a) An application for a disability pension shall be 
made in Form D to the Claims Officer by the per- 
son who has sustained the qualifying injury, 
through the person in charge of the hospital or dis- 
pensary where he last received or is receiving 
treatment, or if he has not been treated in any 
hospital or dispensary, through the Medical Officer 
of Government or the registered medical practi- 
tioner who last treated him for the injury, and shall 
be countersigned by such person, officer or practi- 
tioner. 

(b) No application for a disability pension shall be 
entertained unless it is supported by a certificate 
of disability in Form E granted by a Medical 
Authority ; application therefor shall be made to 
the Medical Authority for the area in which the 
injured person resides by the injured person, or if 
he is incapable of making it himself, on his behalf 
by another person. 

Applications for family pensions and children’s allowances. 

7. An application for a family pension or for a family 
pension and children’s allowance shall be made in Form F 
to the Claims Officer by the person to whom payment there- 
of, if sanctioned, would be made under the provisions of the 
Scheme. 

General provisions for applications to Claims Officer. 

8. Where the Claims Officer is satisfied that a person 
by whom an application should be made is for sufficient 
reason incapable of making the same, the Claims Officer 
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may entertain an application made on such person’s behalf 
by another person. 

Awards. 

9. The Claims Officer, on receiving an application for 
an allowance or pension under the Scheme and after con- 
sidering the reports and certificates pertaining to the case 
and after obtaining such other evidence, if any, as he con- 
siders necessary, shall make his award in Form G. He shall 
briefly record separately the reasons for his award. A 
signed copy of the award shall be given to the person in 
whose favour the award is made or to his authorised agent; 
a true copy shall be sent to the post-office where payment 
is to be made together with the attested specimen of the 
thumb and finger impressions of the payee and his signa- 
ture, if literate ; and another true copy shall be sent to the 
Audit Officer specified for this purpose by the Post and 
Telegraph Department. 

Power to call for evidence, etc. 

10. The Claims Officer or the authority appointed un- 
under clause 43A of the Scheme shall have the power to 
examine witnesses and call for such evidence as he consi- 
ders necessary in the same manner as a civil court under 
the provisions of the Code of Civil Procedure, 1908 (Act V 
of 1908) and shall have, in particular, the powers conferred 
by section 32 of that Code. 

Payment of allowances and pensions. 

11. (a) All allowances and pensions under the Scheme 
shall be payable at the Head and Special Post-offi- 
ces and such branch offices or may be authorised 
for the purposes by the various heads of circles. 

(b) All allowances and pensions shall be drawn within 
one month of the date when they are due. The 
Post-master concerned may, however, at his dis- 
cretion, make payment of full arrears within three 
months of the due date in the case of temporary 
allowances and when the Claims Officer has con- 
doned a delay under section 10 of the scheme with- 
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in three months of the date of the order condoning 
the delay. In the case of other awards, similarly, 
he may make payment of full arrears within one 
year of the due date or of the date of the order con- 
doning any delay, as the case may be. 

(c) All such payments shall from time to time be en- 
dorsed on the award by the Post-master. 

Transfer of place of payment. 

12. On an application made to him by or on behalf of 
the holder of an award of any pension or allowance, the 
Claims Officer may, for sufficient reason, transfer the place 
of payment and shall endorse the award accordingly. He 
shall also inform the post-offices and Audit-office concern- 
ed of the transfer so effected. 

Proof of continued eligibility. 

13. (a) With every award when presented for pay- 
ment, there shall be produced a certificate of life 
pertaining to the beneficiary or beneficiaries under 
the award, signed by a Gazetted Officer (in service 
or retired) of Government, a Magistrate or 
a Police Officer not below the rank of a 
Sub-Inspector or any other person authorised 
by general or special order by the Pro- 
vincial Government. Where the claimant is un- 
dergoing treatment as an in-patient at a hospital or 
dispensary, the certificate shall be signed by the 
person in charge thereof: 

Provided that where a beneficiary is present at the time 
of payment of an allowance or pension under the Scheme, 
no life certificate in respect of him shall be required but 
his identity shall be proved to the satisfaction of the Post- 
master. 

(b) On every occasion when the award of a family 
pension or of a family pension and children’s al- 
lowance is presented for payment, the person to 
whom the same is payable shall give a certificate 
in Form H. 
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(c) On every occasion when the award of a temporary 
allowance or a permanent pension is presented for 
payment, the person to whom it is payable shall 
give a certificate in Form I. 

Reports of ineligibility. 

14. (a) If any person to whom any pension or allow- 

ance is payable ceases under any of the provisions 
of the Scheme to be eligible to receive the same, 
or if any circumstances arise since the making of 
the award or last modification thereof to require 
under any of the said provisions the cancellation 
or modification of the award, a report shall forth- 
with be made to the Claims Officer by the person 
to whom the pension or allowance has hitherto been 
payable, and pending the orders of the Claims Offi- 
cer on such report, the award shall not be present- 
ed for any further payment thereon. 

(b) On receipt of any such report, the Claims Officer 
shall, after making such inquiries, if any, as he 
may deem necessary, cancel or modify the award 
in accordance with the provisions of the Scheme, 
and shall inform the post-office of payment accord- 
ingly. 


FORM A-l. 
Casualty Label. 
Obverse. 


Date. 


Name. 

Casualty Book No. 

Father’s or husband’s name. 
Injury. 

T=Tourniquet 

T M H G X 

M=Morphia 

Treatment : 

H=Haemorrhage 

Morphia. Dose and Time. 

G=Gas and contamination 

Instructions : 

X=Immediate attention. 

Officer in charge. 
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Reverse. 

(Red and Green labels). 

Red : Direct to HOSPITAL 
Green : To First Aid Post 

“"cross out where applicable. 

If C. D. V. on duty 
off duty 

(State source of information). 


Reverse. 
(White labels). 


White : Walking Case. 

This card should be given to patients with minor 
injuries, sent home after treatment, with instructions, 
where necessary, to present it at the nearest hospital 
for further treatment (on same or the next day). 

The Casualty Book number should be entered on 
the card. 






FORM A-2 

This copy to be preserved at F. A. P. This copy to be sent to the Local A.R.P. Head- 

quarters which will forward it to the War 
Injuries Claims Officer. 
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This copy to be retained in Hospital. This copy to be sent to the Claims This copy to be given to the Patient* 

Officer through local A. R. P. 

Headquarters. 
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Particulars of any refusal to undergo treatment should be noted. 
Dates for turther treatment and Discharge. Dates of further treatment and Discharge. 

Date. Whether incapacitated for work. Signature of Date. Whether incapacitated for work. Signature of 
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FORM B-3. 

WAR CASUALTY. 

Discharge Certificate. 

Name (Capitals) : Age : 

Father’s or husbands’s name : 

Address : 

was under patient treatment from to 


at Hospital. 

Dispensary. 

Town District 


Casualty Book No Out-patient Record No 

In-patient Record No 

Suffering from 

the result of war injury on 
at 

and was discharged on 

Date Medical Officer, 

Hospital. 


REVERSE. 

This form should be prepared in triplicate. 

(1) for the patient, (2) for the War Injuries Claims Officer. 
(3) for the Hospital Record, or to be placed in large 
envelope. 

(Signature or Thumb impression of the patient on this to 
act as a receipt). 

1. Whether patient refused to undergo any medical treat- 

ment YES 

"NO 

2. Whether still incapacitated for work. YES 

"NO 

3. Particulars of disability due to war injury still conti- 

nuing, if any 

4. Whether disability is capable of improvement YES 

NO 

doubtful: 

Medical Officer. 
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FORM B-4. 

WAR CASUALTY 

Cover for medical History Documents 


Full Name 
(in capitals). 

Father’s or husband’s name 



Community : 

Age : 

Caste : 

Occupation : 

(Note if C.D.V.) 


Address : 

Date and place of injury : 

Name and address of next of kin : 
In-patient Record No 


Name of Hospital, 
Town and District. 

Date of 

Admission Record 
No. 

Admission. 

Discharge 

or 

Transfer. 






This envelope wiR be prepared by the hospital to 
which a patient is first admitted and all medical docu- 
ments relating to the case will be placed in this envelope, 
which with its contents should be transferred with the pa- 
tient on transfer to another hospital, and on final discharge 
or death it should be transmitted under cover to 






FORM B-5 

Statement of ii patients with war injuries under treatment 
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FORM C. 

Application for Temporary Allowance. 

Claimant’s full name (in capitals). 

Name of Father (in the case of married 
woman, of husband). 

Age Date of birth 

Caste Profession 

Residence Nationality 

What rate of allowance is claimed and jus- 
tification for the claim. 

Income before the injury and source of the 
income. 

Income after injury and source of the 
income. 

Place where injury sustained. ® ate °* in -* ury 

Cause of injury in detail. 

Details of injury. 

Whether attended to by A. R. P. volunteer, 
civic guard, police or other organisa- 
tion, if so details. 

If taken to dispensary or hospital, which 
and when. 

If discharged from dispensary or hospital, 
when. 

Did the injured person refuse medical treat- 
ment at a hospital or dispensary, and 
if so why 

If attended to at residence by a medical 
practitioner details of place where 
treated and name of medical practi- 
tioner. 

Period of incapacity of work. 

If temporary allowance and|or pension is 
being or has been drawn by the in- 
jured person, details thereof. 

If the claimant draws or has drawn any spe- 
cial d’sability pension or allowance 
from public funds, details thereof. 
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I certify that the information furnished above is true to the 
best of my knowledge and belief. 

I certify that I am not in receipt of any pension or allow- 
ance under the War Injuries Scheme, 1941 (other 
than that referred to above. 

I desire to draw the allowance, if sanctioned 
at Post-office. 


(Signature of claimant) 


Applicant’s name. 

Father’s or husband’s name 
Community or caste 
In-patient Book No. 

Out-patient Book No. 

Date of admission as in-patient 
Date of first treatment as- out-patient 
If discharged, date of discharge 
Period during which, according to the hos- 
pital records, the applicant was inca- 
pacitated for work (dates) — From to 
Whether at present incapacitated for work 
and, if so, probable period during 
which incapacity will continue. 

Did patient refuse any medical treatment? 
If so, give particulars. 


Medical Officer. 

Hospital. 

Date Dispensary. 
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FORM D. 

Application for Disability Pension. 

Claimant’s full name (in capitals). 

Name of Father (in the case of married 
woman, of husband). 

Age Date of birth 

Caste Profession 

Residence Nationality 

What rate of allowance is claimed and jus- 
tification for the claim. 

Income before the injury and source of the 
income. 

Income after injury and source of the 
income. 

Place where injury sustained. Date of injurj 

Cause of injury in detail. 

Details of injury. 

Whether attended to by A.R.P- volunteer t 
civic guard, police or other organisa- 
tion, if so details. 

If taken to dispensary or hospital, which 
and when. 

If discharged from dispensary or hospital, 
when. 

Did the injured person refuse medical treat- 
ment at a hospital or dispensary, and 
if so why 

If attended to at residence by a medical 
practitioner details of place where 
treated and name of medical practi- 
tioner. 

If any temporary allowance and or pension is 
being or has been drawn by the in- 
jured person, details thereof. 

If the claimant draws or has drawn any spe- 
cial disability pension or allowance 
from public funds, details thereof. 
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I desire to draw the pension, if sanctioned 
at Post-office. 

I certify that the information furnished above is true to the 
best of my knowledge and belief. 

I certify that I am not in receipt of any pension or allow- 
ance under the War Injuries Scheme, 1941 (other 
than that referred to above. 


(Signature of claimant) 


FORM E. 

Certificate of Disability. 

Medical Authority 

Name of injured person (in capitals) 

Name of Father (in case of married woman, of 
her husband) 

Age Residence 

Caste Profession 

Nationality 

Date of examination by the authority 
Particulars of disability and probable cause. 
Degree of disability in terms of clause 11 of the 
War Injuries Scheme, 1941. 

Is the disability capable of improvement 
If not, estimate probable further duration of dis- 
ability and state if the person should be 
put up for examination again, and when. 


Signature of Members of Authority. 
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FORM F. 

Application for Family Pension and Children’s Allowance. 

Applicant’s full name (in capitals) 

Name of Father (in the case of married woman, of husband) 

Age Date of birth 

Caste Profession 

Residence Nationality 

Relationship with deceased. 

Income of applicant before death of deceased and 
source of such income. 

Income of applicant after death of deceased and 
source of such income. 

Full name of deceased (in capitals). 

Place of death. 

Cause of death. 

Was deceased attended to by A.R.P. volunteer, 
civic guard, police pr other organisation — 
If so, details. 

If deceased received any medical treatment, de- 
tails thereof including place where received. 

If deceased died in any hospital or dispensary, 
state details. 

If not give any other proof of death, e.g., affida- 
vits, or|any certificates by a gazetted offi- 
cer, Magistrate or Sub-Inspector of Police 

Did deceased draw any allowance under the War 
Injuries Scheme, 1941, prior to death, if so 
details as to award, rate and amount drawn 
prior to death. 

Is any special pension or allowance awarded 
from public funds in repect of the death of 
the deceased. 

If deceased has any of the following relatives liv- 
ing at the time of his death, give details'* in 

•If necessary, this may be done on a sheet to be attached and signed. 


70 
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respect of each:— widow or widows, father, 
mother, actual and legitimate son(s), ac- 
tual and legitimate daughter(s). State 
also if any has since died, or whether any 
female relative has since married or un- 
married. 


Date of birth 
Residence 


Age 

If staying elsewhere 


} In the case of all 
eligible relatives. 


than with applicant state details. 

In the case of daughter — whether married. 

In the case of children — guardian if any other 
than applicant. 


If any of the said relatives or the applicant 

(i) draws any other pension from public funds, 
state details as to the source and amount. 

(ii) holds any appointment under Govern- 
ment or local authority, state details and 
rate of emoluments. 


Amount and particulars of the claim made : — 


I desire to draw the pension (and allowances) , if sanctioned, 
at Post-office. 

I certify that the information furnished in the statement is 
true to the best of my knowledge and belief. 

I certify that I am not in receipt of any pension or allow- 
ance under the War Injuries Scheme, 1941. 

(Signature of claimant). 


FORM G. 


Award under the War Injuries Scheme, 1941. 

Claimed Officer for (area) 

Name 

Name of person receiving WM injury 

Date and place of -Mg? 

Age 
Caste 


Residence 

Profession 
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Nationality 

Pension or allowance in favour of 

(block capitals) . 

Name of Father or such person (in the case of married 
woman, of husband). 

Description of such person. 

Age Residence 

Caste Profession 

Nature of award (state whether temporary allowance, 
disability pension, or family pension and child- 
ren’s allowance) 

Amount of pension or allowance Rs. 

per 

In the case of children’s allowance, particulars of 
amount and children in respect of whom made 
stating their dates of birth. 

Guardian, if any 

Period for which pension is sanctioned, with the date 
of commencement. 

Payable at Post-office 

on the of each 

Date and signature of Claims Officer. 

Being satisfied that the sum of Rupees the 

amou nt — balance of an advance payment in ac- 
cordance with sub-clause (1) of the clause 34A 

of the War Injuries scheme, 1942, by 

(name and address) the employer 

in respect of whose injury this award is made, 
is due to the said employer, I direct that the 

said sum be paid to the said 

instalments from each payment under this 

award of Rs until and including that due 

on and* a final instalment employer in of 

rupees from that due on 

a single lump sum from the amount payable un- 
der this award. 
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Forwarded to the payee through the ■ of 

District. 


Period 

i 

Amount of 
award 

Signature or 
thumb 
impression 
of payee. 

Signature 

of 

Post-master or 
officer 

Date stamp 
of office 

Amount of advance of Rs 

to be recovered lump 

instalment of 

Rs. each 

from each 
payment 

for remittance to the employer 

% 

(«) 

« 

<l) 

(2) 

(8) 

(4) 

(«) 

! 

i 

i 





1 


FORM H. 

Certificate of Continuing Eligibility. 

I, (name, father’s or husband’s 

name and address) , being the person to whom 

the family pension [and children’s allowance (s)] sanctioned 
under Award No. is|are payable, hereby certify — 

(i) that I remain eligible under the provisions of the 
War Injuries Scheme, 1941, to receive the same, 
and 

(ii) that no circumstances have arisen since the mak- 
ing (of the last modification) of the said Award 
which under any of the said provisions would ope- 
rate to require the cancellation or (further) modi- 
fication of the said Award. 

(iii) that I have not received any additional payments 
or pensions from public funds — since the making 
of (the last modification of) the said Award. 

Date Signature or thumb impression 

(To be countersigned, in cases where the payee is not 
present in person at the post-office of payment, by a Gazet- 
ted Officer of Government, a Magistrate or a Police Officer 
not below the rank or Sub-Inspector or any other person, 
authorised by general or special order by the Provincial 
Government). 
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FORM HH. 

Received from of . an advance pay- 
ment of rupees (Rupees ) under clause 34A 

of the War Injuries scheme 1942 with reference to the 

injury sustained on at 

by of deceased 

myself 

In consideration of the advance, I hereby enter into the 
undertaking that the advance shall be repaid under the 
provisions of the War Injuries Scheme and regulations 
from out of any award made (either to me or to my rela- 
tives)* irrespective of the aforesaid injury sustained by 
deceased 
myself. 

Date 

Witness 

of 

Signature and thumb impression 
of 

Address 


FORM I 

I (name, father’s name or husband’s name 

and address) being the person to whom permanent pen- 
sion! temporary allowance sanctioned under Award No. 
is payable, hereby certify — 

(i) that I remain eligible under the provisions of the 
War Injuries Scheme, 1942, to receive the same ; 

(ii) that no circumstances have arisen since the mak- 
ing of (the last modification of) the said Award 
which under any of the said provisions would ope- 
rate to require the cancellation or (further) modi- 
fication of the said Award ; 

(iii) that I have not received additional payments or 
pensions from public funds since the making of 
(the modification of) the said Award. 

Date 

(Signature or thumb impression.) 


• Only when receipt is given by the injured person. 
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(To be countersigned, in case, where the payee is not 
present in person at the post-office of payment by a Gazet- 
ted officer of Government, a Magistrate or a Police Sub- 
officer not below the rank of sub-inspector or any other per- 
son authorised by general or Special Order by the Provin- 
cial Government). 


War Injuries Ordinances 1941 

notifications. 

No. L-1882 dated New Delhi the 9th April 1942. 

1* In pursuance of sub-paragraph (2) of paragraph 
(E) of sub-clause (2) of clause 2 of the War Injuries 
Scheme 1942, the Central Government is pleased to declare 
for the purposes of the said sub-paragraph — 

(1) Employment in Federal Railways to be a “specified 
occupation”; and 

(2) The place of work or normal residence of the per- 
son so employed to be the “specified locality,” with 
reference to his place of employment. 

(Vide G. of B. Gaz. Part IVC. p. 961 of 21-5-42). 

No. L-825, dated New Delhi, the 5th September 1942. 

2. In pursuance of sub-clause (C) of clause 4 of the 
War Injuries Scheme, 1942, the Central Government is 
pleased to notify^ “Civil Defence Volunteers” for the pur- 
poses of said sub-clause. 

(Vide G. of B. Gaz. Part IVC p. 2007 of 1-10-42). 

3. No. 600-E — In pursuance of Clause 14 of paragraph 
2 of Schedule I to the War Injuries Scheme, 1942, the Gov- 
ernment of Bombay is pleased to designate Rest Camp Ser- 
vice for the purpose of this said clause ; and 

In pursuance of the said paragraph the Government of 
Bombay is pleased to recognise all private Organizations 
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carrying out Rest Camp Services in the province of Bom- 
bay for the purposes of the said Scheme. 

4. No. 600-E — In pursuance of Clause 1 of paragraph 1 
of Schedule I of the War Injuries Scheme 1942 the Gov- 
ernment of Bombay is hereby pleased to notify the 
following Civil Defence Organisations for the purposes of 
the War Injuries Ordinance 1941 and the War Injuries 
Scheme, 1942 : — 

(1) Evacuation Camp Organizations ; 

(2) Camp cum Way side halt Organisations. 

(3) Way-side halt Organisations. 

(Vide G. of B. Gaz. Part IVA p. 401-402 of 22-10-42). 

No. L-827, dated New Delhi, the 6th October 1942. 

5. In pursuance of sub-paragraph (2) of paragraph 
(E) of sub-clause (2) of- clause 2 of the War Injuries 
Scheme, 1942, the Central Government is pleased to spe- 
cify other employment undertaken in compliance with a 
direction under sub-rule (1) of rule 78A of the Defence of 
India rules for the purposes of the said sub-paragraph. 

(Vide G. of B. Gaz. Part IVC No. 2091 of 29-10-42). 

No. L-827, dated New Delhi the 22nd September 1942. 

In pursuance of sub-paragraph (2) of paragraph (E) 
of sub-clause (2) of clause 2 of the Injuries scheme 1942, 
the Central Government is pleased to specify — 

(i) Every employment for port purposes at any port 
in British India to which Indian Ports Act, 1908, for 
the time being extends, whether engaged by the 
port authority or by shipping agents or contractors. 

(ii) employment as the Master or as a seaman of any 
ship registered in British India which is propelled 
wholly or in part by steam or other mechanical 
power or by electricity or which is towjed or in- 
tended to be towed by a ship so propelled ; 

(iii) employment for the purpose of loading or un- 
loading, fueling, constructing, repairing, demolish- 
ing, cleaning or painting any ship whether register- 
ed in British India or any other country or in the 
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handMng or transport at any such port as afore- 
said, of goods which have been discharged from or 
are to be loaded into any vessel ; 

(iv) employment in the operation or handling of a 
steamer ferry boat flat barged or for the purpose 
of loading, unloading, fueling, constructing, repair 
ing, demolishing, cleaning or painting and such 
steamer ferry boat flat or barged at Golgoalundo, 
Narayanganj, Dacca, Chandpur, Barisal, Khulna, 
Serajgunj, Jaganathgunj, Babadinabad, Fulchari, 
Chunmugaria and Zalakathi. 

(Vide G. of B Gaz. Part IVC 2298-99 of 5-11-42). 

6. No. L2227, dated the New Delhi, 8th October 1942. 

In pursuance of sub-paragraph (2) of paragraph (E) of 

sub-clause (2) of clause 2 of War Injuries scheme 1942, the 
Central Government is pleased 'to specify other amend- 
ments undertaken in compliance with a direction under 
sub-rule (1) of rule 78A of the Defence of India Rules for 
the purpose of the said sub-paragraph. 

(Vide G. of B. Gaz. Part IVC pp. 2298-99 of 5-11-42). 

7. No. L-825. — In pursuance of Sub-clause (C) of 
Clause 4 of the War Injuries Scheme 1942 the Central Gov- 
ernment is pleased to notify the following classes of per- 
sons for the purposes of the said sub-clause namely : — 

(i) persons receiving full tame instructions at the 
University, College, School or other Education 
Establishment and 

(ii) persons who for less than full remuneration are 
undergoing training for any trade, business, office, 
employment or vocation. 

(Vide G. of B. Gaz. Part IVC p. 238 of 11-3-43). 

1. In exercise of the powers conferred by section 14 of 
War Risks (Factories) Insurance Ordinance, 1942 (No. XII 
of 1942), the Central Government is pleased to exempt the 
following from the provisions of section 5 of the said Ordi- 
nance : — 
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1 .All buildings or portions of buildings occupied by 
the United States Army or its agencies for the 
purposes of a factory. 

2. Anand Printing Press, Anand, District Kail's. 

3. Artytoys Wood Working Institute, Bombay. 

4. All ASr-raid Precautions Work appertaining to 

dr appropriated for the same. 

5. Christian Industrial School, Saharanpur. 

6. Coronation Technical School, Khulna. 

7. Danish Mission Industrial School, Panruti, South 

Arcot. 

8. Don Bosco Technical School, Krishna Nagar, Dist. 

Nadia, Bengal. 

9. Elliot Technical School,, Comilla, Bengal- 

10. Engineering College, Electric Power House and 

Hindu University Press Benares. 

11. Factories belonging to the Bombay Telephone 

Company, Ltd., Bombay. 

12. Farfdpur Mission Industrial School, Faridpur. 

13. Hindu University, Benares. 

14. Indigo Factories situated in Behar Province. 

15. Industrial Orphanage, Kashinath Dutta Road, 
Bara Nagar, 24 Parganas. 

16. Kashi Keshav Technical School, Mymensingh. 

17. P. V. Krishnaiah Choudhary Trading Centre, 
Guntur. 

18. Property and all buildings or portions of buildings 

belonging to the Government of the United 
States of America. 

19. Queen Mary’s Technical School for disabled 

Indian Soldiers, Kirkee. 

20. Saint Mary’s Industrial School, Kumbakonam, 

Tanjore Dist. 

21. Workshops attached to the Engineering College, 

Muslim University, Aligarh. 

22. Workshop at Karachi belonging to British Over- 

seas Airways Corporation. 

23. Vishnupur Technical School, Vishnupur, Bankura. 
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In pursuance of sub-section (1) of section (XVII of the 
War Risks (Factories) Insurance Ordinance 1942 (XII of 
1942) the Central Government is pleased to declare that 
the provisions of the said section shall apply to the follow- 
ing states: — 

1. Administered areas except the District of Abu. 

2. Baroda. 

3. Benares. 

4. Bastar. 

5. Bhopal. 

6. Bundi. 

7. Cambay. 

8. Cochin. 

9. Cooch Behar. 

10. French Establishments in India. 

11. Jodhpur (Marwar) except the Sambhar Shamlet 

area. 

12. Jwnangad. 

13. Keon Jahr. 

14. Khanpur. 

15. Kharsawan. 

16. Korea. 

17. Kapurthala. 

18. Malerkotla. 

19. Mayurbhung. 

20. Mysore. 

21. Nabha. 

22. Nangaon. 

23. t Patiala. 

24. Patna- 

25. Raigarh. 

26. Rampur. 

27. Seraikella. 

28. Talcher. 

29. Travancore. 

30. The whole of the Dominian of His Exalted High- 

ness the Nizam of Hyderabad. 

31. Udaipur. 
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Legislation and Orders Relating to War 

THE DEFENCE OF INDIA RULES. 

PRAT I. 


Preliminary. 

Short title. 

1. These Rules may be called the Defence of India 
Rules. 

Definitions. 

2. In these Rules, unless there is anything repugnant 
in the subject or context, — 

(1) “enemy” means any person or State at war with 
His Majesty ; 

(2) “ enemy territory ” means — 

(a) any area which is under the sovereignty of, or 
administered by, or for the time being in the 
occupation of, a State at war with His Majesty, 
not being an area in the occupation of His Ma- 
jesty or of a State allied with His Majesty, and 

(b) any area which may be notified by the Central 
Government to be enemy territory ; 

(3) “notified” and “notification” mean notified and 
notification respectively in the official Gazette ; 

(4) “Ordinance” means the Defence of India Ordi- 
nance, 1939 ; 

(5) “prescribed” means prescribed by any order, di- 
rection or regulation made or given in persuance 
of any of these Rules ; 

(6) “prohibited place ” means a prohibited place as de- 
fined in sub-section (8) of section 2 of the Indian 
Official Secrets Act, 1923 ; 

(7) “protected place” means a place declared under 
rule 7 to be a protected place ; 

(8) “protected area” means an area declared under 
rule 8 to be a protected area ; 

(9) “Provincial Government” means in relation to a 
Chief Commissioner’s Province the Chief Commis- 
sioner ; 
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(10) “public servant” includes any public servant as 
defined in the Indian Penal Code and any servant 
of any local authority or railway administration ; 

(11) “requisition” means in relation to any property 
to take possession of the property or to require the 
property to be placed at the disposal of the requi- 
sitioning authority ; 

(12) “ war ” means any war in which His Majesty may 
for the time being be engaged. 

Interpretation. 

3. (1) The General Clauses Act, 1867, shall apply to 
the interpretation of these Rules as it applies to 
the interpretation of a Central Act. 

(2) Any reference in these Rules to the forces, vessels, 
aircraft, servants, subjects or prisoners of war of 
His Majesty shall, unless there is anything repug- 
nant in the subject or context, be deemed to in- 
clude the forces, vessels, aircraft, servants, sub- 
jects or prisoners of war, as the case may be, of 

‘ any part of His Majesty’s dominions, of any terri- 

tories under the protection or suzerainty of His 
Majesty and of any State in alliance with His 
Majesty. 

(3) Any reference in these Rules to the master of a 
vessel or the pilot of an aircraft shall be construed 
as including a reference to the person for the time 
being in charge of the vessel or aircraft, as the 
case may be. 

Saving. 

4. No prohibition, restriction or disability imposed by 
these rules, or by any order made or directions given there- 
under not being an order or direction of the Central Gov- 
ernment or of an officer specially authorised by the Central 
Government in this behalf expressly providing the contrary 
shall apply to anything done by or under the direction of 
any member of His Majesty’s forces or any public servant 
acting in the course of his duty as such member or public 
servant. 
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Non-compliance with these Buies or orders made there- 
under. 

5. If any person to whom any provision of these Rules 
relates, or to whom any order made in pursuance of these 
Rules is addressed or relates, or who is in occupation, pos- 
session or control of any land, building, vehicle, vessel or 
other thing to which such provision relates, or in respect 
of which such order is made — 

(a) fails without lawful authority or excuse, himself, 
or in respect of any land, building, vehicle, vessel 
or other thing of which he is in occupation, poses- 
sion or control, to comply, or to secure compliance, 
with such provision or order, or 

(b) evades, or attempts to evade, by any means such 
provision, or order, — 

he shall be deemed to have contravened such provision or 
order and in these Rules the expression “contravention” 
with its grammatical variations includes any such failure, 
evasion or attempt to evade. 

PART II. 

Access to certain premises and areas. 

Prohibited places. 

6. (1) No person shall without the permission of 
the Central Government or the Provincial Government, 
enter, or be on or in, or pass over, or loiter in the vicinity 
of, any prohibited place. 

(2) Where in pursuance of sub-rule (1) any person 
is granted permission to enter, or to be on or in, or to pass 
over, a prohibited place, that person shall, while acting 
under such permission, comply with such orders for regu- 
lating his conduct as may be given by the Central or the 
Provincial Government. 

(3) Any police officer, or any other person authorised 
in this behalf by the Central Government or the Provin- 
cial Government may search any person entering, or 
seeking to enter, or being on or in or leaving a prohibited 
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place, and any vehicle, vessel, aircraft or article brought 
in by such person, and may for the purpose of the search 
detain such person, vehicle, vessel, aircraft and article. 

Provided that no female shall be searched in pursuance 
of this sub-rule except by a female. 

(4) If any person is in a prohibited place in contra- 
vention of this rule, then, without prejudice to any other 
proceedings which may be taken against him, he may be 
removed therefrom by any police officer or by any person 
authorised in this behalf by the Central Government or 
the Provincial Government. 

(5) If any person is in a prohibited place in contra- 
vention of any of the provisions of this rule, he shall be 
punishable with imprisonment for a term which may ex.- 
tend to three years or with fine or with both. 

Prohibited places. 

t 7. If as respects any place or class of places, the Cen- 
tral Government or the Provincial Government considers 
it necessary or expedient that special precautions should 
be taken to prevent the entry of unauthorised persons, that 
Government may by order declare that place or, as the 
case may be, every place of that class to be a protected 
place ; and thereupon the provisions of the Indian Official 
Secrets Act, 1923, shall have effect in relation to such 
place or places as if references therein to a prohibited place 
and the Central Government were construed as references 
to a protected place and the Government making the de- 
claration and the provisions of rule 6 shall have effect in 
relation to such place or places as if references therein to 
a prohibited place were construed as references to a pro- 
tected place. 

Protected areas. 

8. (1) If the Central Government or the Provincial 
Government considers it necessary or expedient to regulate 
the entry of persons into any areas, that Government may, 
without prejudice to the provisions of any other rule, by 
order declare the area to be a protected area; and there- 
upon, for so long as the order is in force, such area shall be 
protected area for the purposes of these Rules. 
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(2) On and after such day as may be specified in, and 
subject to any exemptions for which provision may be 
made by, an order made under sub-rule (1), no person who 
was not at the beginning of the said day resident in the 
area declared to be a protected area by the said order shall 
be therein except in accordance with the terms of a permit 
in writing granted to him by an authority or person speci- 
fied in the said order. 

(2A) Any police officer, or any other person authoris- 
ed in this behalf by the Central Government or the Pro- 
vincial Government may search any person entering or 
seeking to enter, or being on or in, or leaving, a protected 
area, and any vehicle, vessel, aircraft or article brought in 
by such person, and may, for the purpose of the search de- 
tain such person, vehicle, vessel, air-craft and article. 

Provided that no female shall be searched in pursuance 
of this sub-rule except by a female. 

(3) If any person is in a protected area in contraven- 
tion of the provisions of this rule, then, without prejudice 
to any other proceedings which may be taken against him, 
he may be removed therefrom by or under the direction of 
any police officer or any member of His Majesty’s forces on 
duty in the protected area. 

(4) If any person is in a protected area in contraven- 
tion of the provisions if this rule, he shall be punishable 
with imprisonment for a term which may extend to three 
years or with fine or with both. 

Forcing or evading a guard. 

8A. Any person who effects or attempts to effect en- 
try into a prohibited place, protected place or protected 
area 

(a) by using, or threatening to use, criminal force to 
any person posted for the purpose of protecting, 
or of preventing or controlling access to, suclf place 
or area, or 

(b) after taking precautions to conceal his entry or 
attempted entry from any such person, 

shall be punishable with imprisonment for a term which 
may extend to seven years. 
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PART VI. 

PREVENTION OF PREJUDICIAL ACTS AND CONTROL 
OF INFORMATION 

Prohibition of prejudicial acts, publications and commu- 
nications. 

38. (1) No person shall, without lawful authority or 
excuse, — 

(a) do any prejudicial act ; or 

(b) obtain, collect, record, elicit, make, print or pub- 
lish, or distribute or communicate by any means 
whatsoever to any other person any information 
likely to assist the enemy; or 

(c) make, print, publish or distribute any document 
containing, or spread by any other means whatso- 
ever, any prejudicial report; or 

(d) make, print, produce, publish or distribute any 
publication containing, or communicate to any 
person by any means whatsoever, any confidential 
information. 

(2) The author, editor, printer and publisher of, and 
any person who otherwise make or produce, any 
information likely to assist the enemy, any confi- 
dential information or any prejudicial report, and 
any person who distributes or sells any information 
or report of that nature, knowing it to be of such 
nature, shall be deemed to have contravened this 
rule. 

(3) Any person who exhibits, or causes or allows to 
be exhibited, to the public or to any section of the 
public any unauthorised cinematograph film containing 
any information likely to assist the enemy, any confiden- 
tial information or any prejudicial report or any reference 
to or. representation of any such information or report 
and the licensee of any building or other premises licensed 
under the Cinematograph Act, 1918, for giving exhibitions 
by means of a cinematograph, and the occupier, or, if there 
is no occupier the owner, of any other building or other 
premises, in or on which any unauthorised cinematograph 
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film as aforesaid is exhibited shall be deemed to have con- 
travened this rule. 

(4) The proprietor, manager or any other person in 
control of any place in which, and every person who takes 
part in any public performance of any play, pantomime, 
drama or recitation in the course of which any confidential 
information, any information likely to assist the enemy 
or any prejudicial report is published shall each be deemed 
to have contravened this rule. 

(5) If any person contravenes any of the provisions 
of this rule, he shall be punishable with imprisonment for 
a term which may extend to five years or with fine or with 
both. 

Provided that in any proceedings arising out of a con- 
travention of this rule, — 

(a) in relation to the making or printing of any docu- 
ment or information, it shall be a defence for the 
accused to prove that the said document or infor- 
mation was made or printed, as the case may be, — 

(i) before the Ord’nance came into force, or 

(ii) with the permission or under the authority of 
Government, or 

(iii) as a proof intended for submission to Govern- 
ment or to a person or authority designated 
by Government in th : s behalf with a view to 
obtaining permission for its publication ; 

(b) in relation to the publication of any document or 
information it shall be a defence for the accused to 
prove that the said document or information was 
published — 

(i) before the Ordinance came into force, or 
(it) with the permission or under the authority of 
Government. 

Illegal possession of certain information and publications. 

39. (1) No person shall, without lawful authority or 

excuse, have in his possession — 

(a) any information likely to assist the enemy or any 
confidential information; or 


T1 



1122 LABOUR AND FACTORY LEGISLATION 

( b ) any document containing any prejudicial report or 

(c) any unauthorised cinematograph film of the nature 
described in sub-rule (3) of rule 38. 

(2) Any person who, without lawful authority or 
excuse, has on any premises in his occupation or under his 
control any document containing any information likely to 
assist the enemy, any confidential information or any pre- 
judicial report shall, unless he proves that he did not know, 
and had no reason to suspect, that the said document con- 
tained any such information or report as aforesaid, or that 
the said document was on such premises without his know- 
ledge or against his consent, be deemed to have contraven- 
ed this rule. 

1 * * * * 

(4) The licensee of any building or other premises 
licensed under the Cinematograph Act, 1918, and the occu- 
pier, or if there is no occupier, the owner, of any other 
building or other premises, in or on which any unauthoris- 
ed film as aforesaid is found, shall, unless he proves that 
the said unauthorised film was in or such building or other 
premises without his knowledge or against his consent, 
be deemed to have contravened this rule. 

(5) In any proceedings arising out a contravention of 
this rule in respect of the possession of any document or 
information, it shall be a defence for the accused to prove 
that the said document of information — 

(a) was in his possession with the permission or under 
the authority of Government ; or 

(b) was a proof prepared by or for him for submission 
to Government or to a person or authority desig- 
nated by Government in this behalf with a view 
to the obtaining of permission for its publication; 
or 

(c) was published before the Ordinance came into force. 

(6) If any person contravenes any of the provisions 
of this rule, he shall be punishable with imprisonment for 
a term which may extend to three years or with fine or 
with both. 

Sub-rule (8) omitted by D .C. Dept, notification No. «JO— ORf40, dated tfc« 18th Nov. 1M0. 
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PART VIII. 

PREPARATIONS FOR DEFENCE. 

Protection of factories and mines. 

51C. (1) The Central Government may by order re- 

quire the owner, manager or agent of any mine, or the 
occupier or manager of any factory — 

(a) to make, within such period as may be specified in 
the order, a report in writing stating the measures 
which he has taken or is taking or proposing to 
take to secure the due functioning of the mine or 
factory, and the safety of persons and property 
therein and in the vicinity thereof, in the event of 
hostile attack ; 

(b) to take, within such period as may be specified in 
the order, such measures as may be so specified, 
being measures the taking of which is in the opi- 
nion of the Central Government necessary for the 
purposes aforesaid. 

(2) The Central Government may by order require 
any person or class of persons employed in or in connection 
with, or resident within three miles of, any mine or factory, 
or class of mines or factories, or any local authority within 
whose jurisdiction any mine or factory is situated to 
take, within such period as may be specified in the order, 
such measures as may be specified, being measures the 
taking of which is in the opinion of the Central Government 
necessary te secure the due functioning of such mine or 
factory, or class of mines or factories, and the safety of 
persons or property therein or in the vicinity thereof, in 
the event of hostile attack. 

(3) Any person authorised in this behalf by the Cen- 
tral Government may at any time — 

(a) enter and inspect any factory or mine for the pur- 
pose of ascertaining what measures have been, or 
ought to be, taken to secure the due functioning of 
the mine or factory, and the safety of persons and 
property therein and in the vicinity thereof, in the 
event of hostile attack, or 
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(b) Enter and inspect any premises belonging to or 
occupied by any person or authority to whom an 
order made under sub-rule (1) or sub-rule (2) re- 
lates for the purpose of seeing whether the order 
has been complied with. 

(4) If in the opinion of the Central Government any 
person or authority who has been ordered under sub-rule 
(1) or sub-rule (2) to take any measures has failed to take 
or is unlikely to complete, the measures within the period 
specified in the order, then, without prejudice to any other 
proceedings which may be taken in respect of the contra- 
vention of the order, the, Central Government may cause 
the said measures to be taken or completed and the cost 
thereof shall be recoverable 1 * * by the Collector as if it 
were an arrear of land revenue 2 (from such person or 
authority, or where such person is the manager or agent of 
a mine or the manager of a factory, from the owner of the 
mine or ,as the case may be the occupier of the factory). 

(4A) For the purposes of this rule — 

(i) “mine” means any mine subject to the operation 
of the Mines Act, 1923 ; 

(it) “factory” means any factory subject to the opera- 
tion of the Factories Act, 1934, and includes any 
other premises which in the opinion of the Cen- 
tral Government are being used for maintaining 
supplies or services essential to the life of the 
community. 

(5) If any person contravenes any of the provisions 
of an order made under this rule, he shall be punishable 
with imprisonment for a term which may extend to three 
years, or with fine, or with both. 

Keeping of dangerous articles and substances. 

51G. (1) The Central Government or the Provincial 
Government may by order, in respect of any articles or 
substances from the explosive or inflammable nature of 
which special risks are in the opinion of that Government 

*• "«* P*™>“ or authority” omitted by D. C.Dept. notification No. 

71o— iin/41, 10*2*41. 

2. Added, ibid. 
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likely to arise in the event of hostile attack, issue direc- 
tions : — 

(a) prohibiting the keeping of such articles or sub- 
stances in or on such premises as may be specified 
in the order ; 

(b) prescribing the quantity of such articles or sub- 
stances which may be kept in or on any premises; 

(c) requiring the owner or occupier of any premises 
in or on which such articles or substances are kept 
to take such measures as may be specified in the 
order for the protection of persons or property 
therein or thereon, or in the vicinity thereof ; 

' (d) for any incidental or supplementary matters for 
which that Government thinks it expedient for the 
purposes of the order to provide, including in par- 
ticular, the entering and inspection of premises 
to which the order relates with a view to securing 
compliance with the order. 

(2) If any person contravenes any order made in 
pursuance of this rule, he shall be punishable with impri- 
sonment for a term which may extend to six months or 
with fine or with both. 


PART XII 

ESSENTIAL SUPPLIES AND WORK 

Powers relating to storage accommodation. 

76A. (1) The Central Government or the Provin- 

cial Government may by order in writing require the 
owner, or the person having the management, of any ware- 
house, or cold storage depot to p’ace it at the disposal of 
Government the whole or any part of the space or accom- 
modation available in such warehouse or cold storage de- 
pot and to employ such space or accommodation for the 
storage of any articles or things specified in the order, and 
such an order may require the said owner or person to 
afford such facilities, and maintain such services, in respect 
of the storage of such articles or things, as may be specified. 

(2) Whenever in pursuance of an order made under 
sub-rule (1) any space or accommodation in a warehouse or 
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cold storage depot is placed at the disposal of the Central 
Government or, as the case may be, of the Provincial 
Government, and the circumstances are not such as to 
render the provisions of section 19 of the Defence of India 
Act, 1939, applicable, the owner of such warehouse or cold 
storage depot shall be paid therefor at such rates as that 
Government may by order made in this behalf determine. 

(2A). The Central Government or the Provincial Gov- 
ernment may, with a view to requisitioning any space or 
accommodation under sub-rule (1) or to determining the 
compensation payable therefor, by order require to any 
person to furnish to such authority or may be specified in 
the order such information in his possession as may be spe- 
cified. 

(3) If any person contravenes any order made in 
pursuance of this rule, he shall be punishable with impri- 
sonment for a term which may extend to six months or 
with fine or with both. 

Power to provide lighting arrangement in Factories, 

80A. (1) The Central Government, so far as appears 

to it to be necessary or expedient for the efficient prosecu- 
tion of the War or for maintaining supplies and services 
essential to the life of the communities may by order pro- 
vide that lighting arrangement in any Factory or class of 
factories shall be in accordance with such standard as may 
be specified in the Order. 

(2) If any person contravenes any order made under 
this rule he shall be punishable with imprisonment for a 
term which may extend to one year or with fine or with 
both. 

General control of industry etc. 

81. (1) In this rule any reference to article shall be 

construed as including a reference to electrical energy and 
the expression “undertaking” means any undertaking by 
way of trade or business and includes the occupation of 
handling, loading or unloading goods in the course of trans- 
port. 

(2) The Central Government or the Provincial Gov- 
ernment, so far as appears to it to be necessary or expe- 
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client for securing the defence of British India or the effici- 
ent prosecution of the war, or for maintaining supplies and 
services essential to the life of the community, may by 
order provide — 

(a) for regulating or prohibiting the production, treat- 
ment, keeping storage, movement, transport distri- 
bution, disposal, acquisition, use or consumption of 
articles or things of any description whatsoever 
and in particular for prohibiting the withholding 
from sale, either generally or to specified persons 
or classes of persons, of articles or things kept for 
sale, and for requiring articles or things kept for 
sale to be sold either generally or to specified per- 
sons or class of persons or in specified circum- 
stances ; 

( aa ) for controlling the rates at which any vessel re- 
gistered in British India may be hired and the rates 
at which persons or goods may be carried in or on 
any such vessel ; 

(b) for controlling the prices or rates at which arti- 
cles or things of any description whatsoever may 
be sold or hired and for relaxing any maximum 
or- minimum limits otherwise imposed on such 
prices or rates. 

(bb) for regulating the letting and sub-letting of any 
accommodation or class of accommodation whether 
residential or non-residential whether furnished or 
unfurnished and whether with or without board, 
and particular either generally or when let to spe- 
cified persons or class of persons or in specified cir- 
cumstances. — 

(i) for controlling the rents for such accommoda- 
tion, either generally or when let to specified 
persons or class of persons or in specified cir- 
cumstances, 

(it) for preventing the eviction of tenants and sub- 
tenants from such accommodation in specified 
circumstances, and 

(iii) for requiring such accommodation to be let 
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either generally, or to specified persons dr 
classes of persons, or in specified circumstances; 

(be) for requiring any employers or class of employers 
to supply to all or any class of their employees 
and to all or any class of dependants of such em- 
ployees such essential articles in such quantities and 
such price as may be specified in the order and to 
provide such accommodation and other facilities 
for taking meals or near the place of employment 
as may be specified. 

(bd) for controlling the recruitment and employment 
of labour in such areas as may be specified in the 
order, with a view, to securing that sufficient work- 
ers are available for essential undertakings. 

(c) for regulating the carrying on of any undertaking 
engaged in, or capable of doing, work appearing to 
the Central Government or the Provincial Gov- 
ernment essential to any of the above mentioned 
purposes, and, in particular — 

(i) for requiring work to be done by an under- 
taking; 

(ii) for determining the order of priority in which, 
and the period or periods within which work 
shall be done by an undertaking ; 

(in) for controlling or fixing the charges which 
may be made by the undertakers in respect of 
the doing of any work by them ; 

(iv) for requiring, regulating or prohibiting the 
engagement in the undertaking of any em- 
ployee or any class or classes of employees ; 

( v ) for requiring the undertaking to provide ade- 
quate safeguards against sabotage ; 

(d) for requiring persons carrying on any undertak- 
ing to keep such books, accounts and records re- 
lating to the undertaking and to employ such 
accounting and auditing staff, as may be specified 
in the order; 

(e) for requiring persons carrying on, or employed in 
connection with, any undertaking to produce to 
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such authority as may be specified in the order any 
books, accounts or other documents relating to the 
undertaking and for requiring such persons to fur- 
nish to such authority and for requiring such per- 
sons to furnish to such authority as may be speci- 
fied in the order such estimates, returns or other 
information relating to the undertaking as may be 
specified in the order or demanded thereunder ; 

(f) for any incidental and supplementary matters for 
which the Central Govemmerit or Provincial 
Government thinks it expedient for the purposes 
of the order to provide, including, in particular, 
the entering, search and inspection of premises to 
which the order relates with a view to securing 
compliance with the order; the seizure subject to 
the provisions of sub-rule (3c) by a person autho- 
rised to make such search of any articles in respect 
of which such person has reason to believe that the 
contravention of the order has been, is being or is 
about to be committed the grant or issue of licens- 
es, permits, certificates and other documents and 
charging of fees therefor and an order under this 
rule may be made so as to apply either to persons 
or undertakings generally or to any particular 
person or undertaking or class of person or under- 
taking and either to the whole or to any part of any 
undertaking, and so as to have effect either gene- 
rally or in any particular area. 

(2a) any orders made, and any action taken under or 
In relation to clause (ba) or sub-rule 2 before the 15th 
March 1943 shall be deemed to have been taken under or 
in relation to clause (bb) of that sub-rule as amended with 
effect from that day. 

(3) If it appears to the Central Government or the 
Provincial Government that in the interests of the defence 
of British India or the efficient prosecution of the War, or 
for maintaning supplies and services essential to the life 
of the community, it is necessary to exercise control over 
the whole or any part of an existing undertaking, that 
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Government may by order authorise any person herein- 
after referred to as an authorised controUer to exercise, 
with respect to the undertaking or any part thereof speci- 
fied in the order, such functions of control as may be pro- 
vided by the order, and so long as an order made under 
this sub-rule is in force with respect to any undertaking or 
patt of an undertaking. — 

(a) the authorised controller shall exercise his func- 
tions in accordance with any instructions given to 
him by the Central Government, or the Provincial 
Government so, however, that he shall not have 
power to give any directions inconsistant with the 
provisions of any Act or other instrument deter- 
mining the functions of the undertakers except in 
so far as may be specifically provided by the order; 
and 

(b) the undertaking or part shall be carried on in ac- 
cordance with any directions given by the autho- 
rised controller in accordance with the provisions 
of the order, and any person having any functions 
of management in relation to the undertaking or 
part shall comply with any such directions; 

(c) any article seized under the authority of any order 
made under clause (f) of sub-rule (2) and shall be 
conveyed without delay before a magistrate who 
may give such directions as to their temporary 
qustody and as he thinks fit, so however, that 
where no prosecution is instituted for contraven- 
tion of the order in respect of the articles seized 
within a period in his opinion reasonable, magis- 
trate shall direct their return to the person from 
whom they were seized; and subject to the fore- 
going provisions of this sub-rule, the provisions of 
the code of Criminal Procedure, 1898, shall so far 
as they may be applicable, apply to any search or 
seizure under the authority of any such order as 
they apply any search or seizure under chapter VII 
of that Code. 

(3A) The Central Government, so far as it appears to 
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it to be necessary or expedient for securing the defence of 
British India or the efficient prosecution of the war or for 
maintaining supplies and services essential to the life of 
the community, may direct the employment of persons 
subject to the Indian Army Act, 1911, or the Indian Air 
Force Act, 1932, in any undertaking or part thereof — 

(i) which is being carried on by the Central or a Pro- 
vincial Government, or 

(ii) which, in the opinion of the Central Government, 
is engaged in any trade or business essential to the 
life of the community, or 

(iii) with respect to which an order made under sub- 
ru’e (3) is in force ; 

and thereupon it shall be the duty of every person so sub- 
ject to obey any command given by any superior officer in 
relation to such employment and every such command shall 
be deemed to be a lawful command within the meaning 
and for the purpose of the Indian Army Act, 1911,' or the 
Indian Air Force Act, 1932, as the case may be. 

(3B). A direction under sub-rule (3A) may be made 
with or without the consent of the person carrying on the 
undertaking or part thereof to wlrch the direction relates 
but if made without his consent shall be communicated to 
such person who shall thereupon be deemed to have con- 
travened an order made under this rule if he obstructs or 
fails to facilitate the emp'oyment of persons subject to the 
the Indan Army Act; 1911, or the Indian Air Force Act, 
1932, in pursuance of the direction. 

(4). If any person contravenes any order made under 
this rule, he shall be punishable with imprisonment for a 
term which may extend to three years or with fine or with 
both and if the order so provides, any Court trying such 
contravention may direct any property in respect of which 
the Court is satisfied that the order has been contravened 
shall be forfeited to His Majesty; 

Provided that where contravention is of an order re- 
lating to an article of food which contains express provi- 
sion in this behalf, Court shall make such direction, unless 
for reasons to be recorded in writing it is of opinion that 
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the direction not be made in respect of the whole, or as the 
case may be, a part of the property. 

Avoidance of strikes and lock-outs 

81A. (1) If in the opinion of the Central Government 
it is necessary or expedient so to do for securing the defence 
of British India, the public safety, the maintenance of 
public order or the efficient persecution of War, or for 
maintaining supplies and services essential to the life of 
the community, the Central Government may, by general 
or special order, applying generally or to any specified 
area, make provision — 

(a) for prohibiting, subject to the provisions of the 
Order a strike or lock-out in connection with any 
trade dispute ; 

(b) for requiring employers, workmen or both to ob- 
serve for such period as may be specified in the 
order such terms and conditions of employment as 
may be determined in accordance with the Order; 

(c) for referring any trade dispute for conciliation or 
adjudication in the manner provided in the Order; 

(d) for enforcing for such period as may be specified 
in the order or all any of them decisions of the 
authority to whom a trade dispute has been refer- 
red for adjudication ; 

fe) for any incidental or supplementary matters which 
appear to the Central Government necessary or 
expedient for the purposes of the Order ; 

Provided that no order made under clause (b) — 

(1) sha’l require an employer to observe terms and 
conditions of employment less favourable to the 
workmen than those which were applicable to 
them at any time within three months preceeding 
the date of the Order ; 

(it) where a trade dispute is referred for adjudication 
under clause (c) shall be enforced under the deci- 
sion of the adjudicating authority is announced by, 
or with the consent of the Central Government. 

(2) Unless any such order makes express provision to 
the contrary nothing there shall affect the power to refer 
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any trade disputes or matters connected therewith for re- 
port or settlement under the Trade Disputes Act 1929. 

(3) Nothing in the Arbitration Act, 1940, shall apply 
to any proceedings under any such order. 

(3A). An order made under sub-rule (1) referring a 
trade dispute for adjudication shall specify as far as may 
be practicable the matters upon which adjudication is ne- 
cessary or desirable 

Provided that : 

(i) The Central Government may, of its own motive, 
or at the instruction of any adjudicating authority, 
add to, amend or vary the matters so specified; 

(ii) the Central Government may, with a view to spe- 
cify the said matters direct the adjudicating autho- 
rity to make a preliminary inquiry into the nature 
of the dispute, and postpone specification for such 
time as may be reasonably required. 

(4) If any person contravenes any order made under 
the rule, he shall be punishable with imprisonment for a 
term which may extend to three years or with fine or with 
both. 

(5) In this rule the expression “employer,” “lock-out,” 
“strike,” “Trade dispute,” and “workmen” shall have mean- 
ings respectively assigned to them in Section 2 of the Trade 
Disputes Act, 1929 (VII of 1929 ), subject to the modification 
that references to “Trade or Industry’ in the definitions of 
“strike” and “workmen” in the said section shall be cons- 
trued as including the performance of its functions by a 
local authority. 

PART XIV 

FINANCIAL PROVISIONS 

Compensations. 

96- (1) Whenever in pursuance of any of rules 49. 
66, 72, 76, 78, (79 and 80), any property is removed, destroy- 
ed, rendered use'ess, used, requisitioned or acqu'red by, 
otherwise placed, at the disposal or under the control of, 
the Central Government or a Provincial Government and 
the circumsances are not such as to render the provisions 
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of section 19 of the Defence of India Act, 1939 applicable 
the owner of such property shall be paid such compensa- 
tion for any loss he may have sustained as a result of such 
removal, destruction, rendering useless, use, requis.tion.ng, 
acquisition disposal or control as may be fixed in accord- 
ance with the provisions of this rule. 

(2) In default of agreement, between Government and 
the, owner of the property, the Central Government or the 
Provincial Government, as the case may be, shall be gene- 
ral or special order specify the authority or person 
through which or whom any claim for compensation under 
sub-rule (1) shall be submitted and the authority or per- 
son by which or whom any such claim shall be adjudged 
and awarded. 

(3) The Central Government or the Provincial Gov- 
ernment, as the case may be, may further by general or 
special order prescribe the conditions to which the autho- 
rity or person responsible for adjudging or awarding c'aims 
for compensation shall have regard when determining the 
amount of compensation payable, and may give such sup- 
plementary orders as to the assessment and payment of 
compensation as may appear to it to be necessary or expe- 
dient. 


PART XVII. 

MISCELLANEOUS PROVISIONS 
False statements. 

117. If any person — 

(i) when required by or under any of these Rules to 
make any statement or furnish any information, 
makes any statement or furnishes any information 
which he knows or has reasonable cause to believe 
to be false, or not true, in any material particular, 
or 

(ii) makes any such statement as aforesaid in any ac- 
count, declaration, estimate, return or other docu- 
ment which he is required by or under any of 
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these Rules to furnish, he shall be punishable with 
imprisonment for a term which may extend to 
three years or with fine or with both. 

Powers to require production of books etc. 

117 A. (1) Where any person is required by or under 
any of these Rules to make any statement or furnish any 
information to any authority, that authority may by order, 
with a view to verifying the statement made or the infor- 
mation furnished by such person, further require him to 
produce any books, accounts or other documents relating 
thereto which may be in his possession or under his control. 

(2) If any person fails to produce any books, accounts 
or other documents in compliance with an order made un- 
der sub-rule (1) he shall be punishable with imprisonment 
for a term which may extend to three years or with fine 
or with both. 

Prohibition against disclosing information. 

118. (1) No person who obtains any information by 
virtue of these Rules shall, otherwise than in connection 
with the execution of the provisions of these Rules or of 
any order and in pursuance thereof, disclose that infor- 
mation to any other person except with permission granted 
by or on behalf of Government. 

(2) If any person contravenes the provisions of sub- 
rule (1) he shall be punishable with imprisonment for a 
term which may extend to two years or with fine or with 
both. 

Publication affixation and defacement of notices. 

119. (1) Save as otherwise expressly provided in 
these Rules, every authority officer or person who makes any 
order in writing in pursuance of any of these Rules shall, 
in the case of an order of a general, nature or affecting a 
class of persons publish, notice of such order in such man- 
ner as may, in the opinion of such authority, officer or per- 
son, be best adapted for informing persons whom the order 
concerns in the case of an order affecting an individual, 
corporation or firm serve or cause to be served in the man- 
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ner described for the service of a summons in Rule 2 of 
order XXIX or Ru’.e 3 of Order XXX as the case may be 
in the First Schedule to the Code of Civil Procedure, 1908 
(V of 1908) and in the case of an order affecting an indivi- 
dual person not being Corporation or firm serve or cause 
the order to be served on that person — 

(i) personally, by delivering or tendering to him the 
order, or 

(ii) by post, or 

(Hi) where the person cannot be found, by leaving an 
authentic copy of the order with some adult mem- 
ber of his family or by affixing such copy to some 
conspicuous part of the premises on which he is 
known to have last resided or carried on business 
or personally worked for gain and thereupon, the 
persons, Corporation, firm or person concerned 
shall be deemed to be duly informed of the Order. 

(1A). Where any of these rules empowers an autho- 
rity officer or person to take action by notified order, the 
provisions of sub-rule (1) shall not apply in relation to 
such order, and all persons whom the order concerns shall, 
upon its order, and all persons whom the order concerns 
shall, upon its notification be deemed to have been duly 
informed of it. 

(2) Any police officer, and any other person authoris- 
ed by Government in this behalf may, for any purpose con- 
nected with the defence of British India, public safety, the 
maintenance of public order, efficient prosecution of the 
war, maintaining supplies and services essential to the life 
of the community or the administration of these rules, affix 
any notice to, or cause any notice to be displayed on, any 
premises, vehicle, or vessel if any may for the purpose of 
exercising the power conferred by this rule enter any pre- 
mises, vehicle or vessel at any time. 

(3) Any person authorised by Government in this be 
half may for any purpose mentioned in sub-rule (2) by 
order direct the owner or other person in possession or con- 
trol of any premises, vehicle or vessel to display any notice 
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on, or in, the premises vehicle or vessel in such manner as 
may be specified in the order. 

(4) If any person without lawful authority removes, 
alters, defaces, obliterates or in any way tampers with any 
notice affixed or displayed in pursuance of these rules, or 
contravenes any orders under sub-rule (3), he shall be 
punishable with imprisonment which may extend six 
months or with fine or with both. 

PART XVIII. 

SUPPLEMENTARY AND PROCEDURAL. 

Attempts etc. to contravene the Rules. 

121. Any person who attempts to contravene, or abets, 
or attempts to abet, or does any act preparatory to a con- 
travention of, any of the provisions of these Rules or of any 
order made thereunder shall be deemed to have contraven- 
ed that provision or, as the case may be, that order. 

Entry and inspection of land. 

Any member of His Majesty’s forces acting in the 
course of his duty as such, and any person authorised by 
the Central Government or the Provincial Government 
to act under this rule, — 

(a) may enter on any land for the purpose of exercis- 
ing any of the powers conferred in relation to that 
land by any of these Rules ; 

(b) may enter and inspect any land for the purpose of 
determining whether, and, if so, in what manner, 
any of those powers are to be exercised in relation 
to that land ; 

(c) may, for any purpose connected with the defence 
'of British India, the public safety, the efficient 
prosecution of war, or the maintenance of supplies 
and services essential to the life of the community, 
pass with or without animals or vehicles over 
any land. 


79 




PART IV 


Insurance Schemes promulgated as 
Ordinances by the Government of India 
since 1st September, 1939, i.e., since the 
War. These Insurance Schemes are 
reproduced with the permission of the 
Government of India but not under their 
authority or direction. 
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War Injuries (Compensation Insurance) 
Act, 1943. 

(India Act, No. XXIII of 1943) 
INTRODUCTION 

The object of the War Injuries (Compensation Insur- 
ance) Act is to impose on the employers concerned an ob- 
ligation to pay compensation in respect of war injuries to 
the following classes of workmen, calculated to amount 
approximately to the difference between the amount paid 
by the Government under the War Injuries Scheme and 
the amount which would have been payable under the 
Workmen’s Compensation Act, if the war injury had given 
a right to compensation thereunder. 

(a) Workmen employed in any employment or class of 
employment to which the Essential Services (Main- 
tenance) Ordinance 1941 (XI of 1941) has been de- 
clared under section 3 of that Ordinance to apply 
whether such declaration is or is not subsequently 
revoked. 

(b) Workmen employed in any factory as defined in 
clause (j) of section 2 of the Factories Act, 1934 
(XXV of 1934). 

(c) Workmen employed in any mine within the mean- 
ing of the Indian Mines Act, 1923 (IV of 1923). 

(d) Workmen employed in any major port. 

(e) Workmen employed on any estate which is main- 
tained for the purposes of growing cinchona, cof- 
fee, rubber or tea, and on which on any one day in 
the preceding twelve months twenty-five or more 
persons have been employed as workmen. 

(f) Workmen employed in any employment specified 
in this behalf by the Central Government by noti- 
fication in the Official Gazette. 

Under Section 4 of the War Injuries Ordinance, 1941, 
whatever liability an employer may have had under the 
Workmen’s Compensation Act, 1923, in respect of war in- 
juries or war service injuries, was removed. The present 
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Act now imposes on employers of workmen mentioned 
abo\ne a special liability to pay compensation in respect of 
war injuries. The amount of compensation provided for 
in the Act is roughly such as would bring up the relief paid 
by Government under the War Injuries Scheme, to the ap- 
propriate level of compensation which would be payable if 
•the provisions of the Workmen’s Compensation Act had ap- 
plied. Were the monthly wages of a workman are more 
thSii Rs. 300 the compensation payable under the Act is the 
amount payable in the case of a workman whose monthly 
wages are more than Rs. 200. 

It is possible that some employers may have volun- 
tarily undertaken to pay compensation in respect of some 
of their employees on a scale even higher than what is 
provided for in the Act. A provision has, therefore, been 
made in section 4 of the Act limiting the right of workmen 
to receive compensation otherwise than under the Act and 
under the War Injuries Scheme to so much only of com- 
pensation as exceeds the amount of compensation payable 
under the Act. 

Insurance of Liability. 

Every employer other than a contractor whose con- 
tract is of less than one month in duration, to whom the 
Act applies is required to take out a policy of insurance 
from the Central Government and this policy will insure 
him until the termination of the present hostilities or until 
the date he ceases to be an employer, if such date is earlier. 

The provisions for compulsory insurance are naturally 
not made binding on the Crown; nor will they bind any 
Federal Railway unless the Central Goverment orders 
otherwise by notification in the Official Gazette. 

Insurance business in respect of liabilities for insur- 
ance under the Act is prohibited otherwise than by agents 
-authorised by the Central Government. These Agents will 
collect, on behalf of the Central Government the pre miums 
'from employers. A list of Agents will be found at pages 
1194-1197 of this book. 
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Amount of Premiums. 

The scheme of the Act is that the total amount of pre- 
mium will be fixed finally after the termination of the 
hostilities. The total premium will be assessed as a per- 
centage on the total wage bill of an employer for four com- 
plete ‘quarters’ immediately preceding the termination of 
hostilities. 

Advance payment against this final total premium will 
however, be recovered from employers. Such periodic pay- 
ments shall not be more frequent than once in each quarter 
of a year. 

Under the Act the first of such payments shall not ex- 
ceed 4 annas per Es. 100 of the wage bill for the period by 
reference to which the amount of the payment is fixed. 
Clause 8 of the Scheme fixes the amount of the first pre- 
mium at 4 annas per Rs. 100 of the wage bill. 

As regards subsequent periodic payments, there in an 
important limitation on their rate: “The rate of any perio- 
dic payment after the first shall not be higher than the rate 
estimated to raise the amount in the Fund after repayment 
of the advances, if any, paid into the Fund by the Central 
Government under sub-section (2) of section 11, to a sum 
of Rs. 15 lakhs.” 

In order not to prejudice the payment of claims, if the 
amount in the insurance fund is not sufficient at any time, 
the Central Government is required to pay into the Fund 
as an advance out of general revenues, such amount as the 
Central Government considers necessary. 

How to Insure. 

Every employer required to take out a policy of insur- 
ance must apply for insurance to a Government Agent or 
to such Officer as may be authorised by a Government 
Agent in this behalf. Such application shall be made — 

(o) if the employer had been an employer for one com- 
plete quarter before the 1st January 1944, then on 
. . or after 10th January 1944 and not later than 9th 
February 1944 ; 
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(b) in all other cases, within one month of the employ- 
er’s having been an employer for one quarter. 

Wage BUI. 

Wages are defined in the Act to have the same meaning 
as in the Workmen’s Compensation Act and this definition 
will govern the amount of compensation which would be 
payable in any individual case. The Act, however, gives 
the Central Government power to prescribe by rules the 
principles to be followed in ascertaining the total wages 
bill of employers “including provisions for the exclusion 
therefrom of certain elements” included in the definition 
of wages. 

Rule 3 of the rules made under the Act provides that 
the wage bill for the purposes of calculating premiums 
shall include all cash wages excluding allowances, if any, 
given on account of increased cost of living. The amount 
of premium will be calculated with reference to this wage 
bill. 

Principals and Contractors. 

The Act provides that the liabilities of a contractor 
whether he lends or lets on hire the services of workmen 
or executes any work for a principal employer shall not be 
transferred to the principal employer. The principal em- 
ployer will only be required to furnish the necessary in- 
formation regarding the terms of his arrangement or con- 
tract with the contractor. In this respect, the Act makes 
a departure from the provisions of the Workmen’s Compen- 
sation Act. The latter Act imposes on the principal em- 
ployer, by virtue of the definition of an ‘employer’, liabili- 
ties in respect of workmen whose services are lent or let 
on hire to him. That Act also imposes on the principal 
employer himself, the primary liability for payment of 
compensation in respect of contractor’s workmen, giving 
him however the right to indemnify himself from the con- 
tractor who executes any work for the principal. 

The War Injuries (Compensation Insurance) Act does 
not impose on the principal employer any liability to pay 
compensation in respect of workmen employed by contrac- 
tors. 
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The Act further provides that it shall not be necessary 
for the contractor to insure against the liabilities imposed 
by the Act where the contract or arrangement is for a term 
of less than a month. As will be clear from other provi- 
visions of the Act, although the workman may be employed 
for a short term the interests of the workman who sustains 
injuries, or in the event of his death, of his dependants, are 
preserved. Compensation in this respect will be payable 
directly out of the insurance fund, although no insurance 
of the liability of the employer is necessary in this respect. 

The liabilities of the contractor and the principal have 
been defined in clause 21 of the Scheme as follows : — 

“The contractor. — (a) The contractor shall be under an 
obligation in like manner as if he were any other employer 
for insuring the workmen working under him. 

(b) The contractor shall be responsible for informing 
the principal of the name of the Government Agent with 
whom he intends to insure. 

The principal. — The principal shall be responsible for 
bringing to the notice of the Government Agent with 
whom he has insured the existence of any contractors 
working under him. The principal will not be responsible 
for the accuracy of figures included in the applications 
made by the character.” 

The Insurance Fund. 

The War Injuries Compensation Insurance Fund will 
consist of all sums received by way of insurance premiums 
or by way of payments made on compositions of offences or 
by way of expenses or compensation awarded by the Court 
out of any fine imposed under the Act or by way of penalties 
imposed under the Scheme. The Fund will be utilised to 
pay sums required for the payment of compensation to 
workmen, for the remuneration or expenses of agents em- 
ployed for the insurance scheme and for payment of the 
cost of administering the Scheme. The Fund cannot be 
utilised to pay compensation to workmen employed by the 
Crown for the obvious reason that the Crown is not re- 
quired by pay insurance premiums in respect of such work- 
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men. As stated earlier the Central Government is required 
to make advances to the Fund when the amount standing 
to the credit of the Fund is not adequate for the purposes of 
the Act or the Scheme. 

The Act makes an important provision regarding the 
balances in the Fund: “If when all payments which have to 
be made out of the Fund, have been defrayed any balance 
remains in the Fund, the balance shall be constituted into 
a Fund to be utilised and administered by the Central Gov- 
ernment for the benefit of workmen.” 

Assessment of Claims and Payment of Compensation. 

The compensation payable under the Act will be only 
in respect of war injuries for which provision for basic re- 
lief is already made in the War Injuries Scheme. As every 
case of compensation under the Act must already have 
been a case of relief under the War Injuries Scheme, the 
work of assessment of claims can easily be done by the 
“Claims Officers” under the War Injuries Scheme. The War 
Injuries Compensation Insurance Scheme therefore provides 
that the same “Claims Officer” as would make decisions un- 
der the War Injuries Scheme should decide applications for 
compensation under the present Act. 

The Scheme also specifies that the compensation pay- 
able under this Act may be withheld, cancelled, reduced or 
reviewed if the award under the War Injuries Scheme is 
withheld, cancelled, reduced or reviewed, the appropriate 
authorities under both Schemes being the same. 

Thus the same machinery as administers the War In- 
juries Scheme will be utilised for the purpose of the War 
Injuries Compensation Insurance Scheme. 

As regards payment of compensation, payments will be 
made at Post-offices or through Government Treasuries. 

A provision is made for the payment of compensation 
by instalments. (Clause 17 of the Scheme). 

Application to Indian States. 

If an Indian State makes provisions substantially cor- 
responding to the provisons of the Act, the Central Govern- 
ment is empowered by the Act to declare, by notification in 



LABOUR AND FACTORY LEGISLATION 


1147 


the Official Gazette, that Section 21 of the Act shall apply 
to that State. On the application of that Section, the 
Scheme made under the Act shall extend to the undertak- 
ing by the Central Government in respect of employers in 
that State of the same liability in the same manner to the 
same extent and subject to the same conditions as if such 
employers were in British India. 


An Act to impose on employers a liability to pay compensation 
to workmen sustaining war injuries and to provide for 
the insurance of employers against such liability. 

WHEREAS it is expedient to impose on employers a 
liability to pay compensation to workmen sustaining in- 
juries and to provide for the insurance of employers 
against such liability; 

It is hereby enacted as follows: — 

Short title, extent and commencement. 

1. (1) This Act may be called the War Injuries 
(Compensation Insurance) Act, 1943. 1 

(2) It extends to the whole of British India, and ap- 
plies also to British subjects in any part of India. 

(3) It shall come into force on such date* as the Cen- 
tral Government may, by notification in the Official Ga- 
zette, appoint. 

Definitions. 

2. In this Act unless there is anything repugnant in 
the subject or context, — 

(a) “adult” and “minor” have the meanings assigned 
to those expressions in the Workmen’s Compensa- 
tion Act, 1923 (VIII of 1823) ; 

(b) “employer” includes any body of persons whether 
incorporated or not and any managing agent of an 
employer and the legal representative of a deceas- 

* This Act came Into force with effect from 16th November 1646 vide Government of 
India, Labour Department Notification No. L. WIS-838, dated 16th November 1948. 

1 The Act is made applicable to the partially excluded area in the Province of Bombay 
subject to the modification that sub-section (8) of sec. 1 of the Act should be deleted. Vide 
Government of Bombay Gas. Part IV-A p. 88 of 1-6-44. 
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ed employer, and when the services of a workman 
are temporarily lent or let on hire to another per- 
son with whom the workman has entered into a 
contract of service or apprenticeship, means the 
latter person while the workman is working for 
that other person; 

(c) “the Fund” means the War Injuries Compensation 
Insurance Fund constituted under section 11 ; 

(d) “gainfully occupied person” and “war injury” 
have the meanings assigned to those expressions in 
the War Injuries Ordinance, 1941 (VII of 1941); 

( e ) “partial disablement” means, where the disable- 
ment is of a temporory nature such disablement as 
reduces the earning capacity of a workman in any 
employment in which he was engaged at the time 
the injury was sustained, and where the disable- 
ment is of a permanent nature, such disablement as 
reduces his earning capacity in any employment 
which he was capable of undertaking at that time: 

Provided that every injury specified in items 2 to 9 of 
the Schedule shall be deemed to result in permanent partial 
disablement. 

(/) “prescribed” means prescribed by rules made under 
section 20 ; 

(g) “total disablement ” means such disablement, whe- 
ther of a temporary or permanent nature, as in- 
capacitates a workman for all work which he was 
capable of performing at the time the injury was 
sustained ; 

Provided that permanent total disablement shall be 
deemed to result from the permanent total loss of the sight 
of both eyes or from any injury specified in item 1 of the 
Schedule or from any combination of injuries specified in 
items 2 to 9 of the Schedule where the aggregate percent- 
age of disability as specified in that Schedule against those 
injuries amounts to one hundred per cent. ; 

(h) the “Scheme” means the War Injuries Compensa- 
ton Insurance Scheme referred to in sub-section 
(1) of section 7; 



LABOUR AND FACTORY LEGISLATION 1149 

(i) “wages” means wages as defined in the Workmen’s 
Compensation Act, 1923 (VIII of 1923), and 
“monthly wages” has the . meaning assigned to that 
expression by section 5 of the Workmen’s Compen- 
sation Act, 1923 (VIII of 1923), and shall be calcu- 
lated for the purposes of this Act in the manner 
laid down in that section ; 

(, j ) “ workman ” means any person other than a person 
whose employment is a casual nature and who is 
employed otherwise than for the purposes of the 
employers’ trade or business who is employed in 
any of the employments specified in section 6. 
Compensation payable under the Act by whom and how 
payable. 

3. (1) There shall, subject to such conditions as may 
be specified in the Scheme, be payable by an employer, in 
respect of a war injury sustained by a gainfully occupied 
person who is a workman to whom this Act applies, com- 
pensation, in addition to any relief provided under the War 
Injuries Ordinance, 1941 (VII of 1941, of the amount and 
kind provided by section 5; 

Provided that where an employer has taken out a po- 
licy of insurance as required by sub-section (1) of section 
9 and has made all payments by way of premium thereon 
which are subsequently due from him in accordance with 
the provisions of the Scheme, or where by the provisions of 
sub-section (2) of section 12 the employer is not required 
to insure, the Central Government shall assume and dis- 
charge on behalf of the employer the employer’s liability 
to pay compensation under this sub-section. 

(2) The compensation payable under this Act shall be 
payable in accordance with the provisions made in this be- 
half contained in the Scheme. 

(3) This section shall be binding on the Crown. 
Limitation on right to receive compensation otherwise than 

under this Act and Ordinance VII of 1941. 

4. Where any person has a right apart from the provi- 
sions of this Act and of the War Injuries Ordinance, 1941 
(VII of 1941), to receive compensation, whether in the 
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form of gratuity, pension, compassionate payment or other- 
wise or damages from an employer in respect of a war in- 
jury in respect of which compensation is payable under 
this Act, the right shall extend only to so much of such 
compensation or damages as exceeds the amount of com- 
pensation payable under this Act. 

Amount of compensation. 

5. (1) The compensation payable under this Act 

shall be as follows, namely: — 

(a) where death results from the injury — 

(i) in the case of an adult — the amount payable in 
a like case under the Workmen’s Compensa- 
tion Act, 1923 (VIII of 1923) , reduced by seven 
hundred and twenty rupees, and 

(ii) in the case of a minor — two hundred rupees; 

(b) where permanent total disablement results from 

the injury — 

(i) in the case of an adult — the amount payable in 
a like case under the Workmen’s Compensa- 
tion Act, 1923 (VIII of 1923), reduced by one 
thousand and eight rupees, and 

(ii) in the case of a minor — the monthly payment 
payable in a like case to an adult under the 
Scheme made under the War Injuries Ordi- 
nance, 1941 (VII of 1941), for so long as he re- 
mains a minor, and thereafter as in the forego- 
ing sub-clause ; 

(c) where permanent partial disablement results 

from the injury — 

(i) in the case of an injury specified in the Sche- 
dule — such percentage of the compensation 
which would have been payable in the 
case of permanent total disablement as is spe- 
cified therein as being the percentage of dis- 
ablement ; 

(ii) in the case of an injury not specified in the 
Schedule — the percentage of such compensa- 
tion specified in the Schedule for a disable- 
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merit held by a competent medical authority 
acting under the Scheme made under the War 
Injuries Ordinance, 1941 (VII of 1941), to be 
of corresponding degree ; 

(Hi) where more injuries than one are sustained 
— the aggregate of the compensation payable 
in respect of those injuries, so however as not 
to exceed in any ease the compensation which 
would have been payable if permanent total 
disability had resulted from the injuries ; 

(d) where temporary disablement, whether total or 
partial, results from the injury — 

(i) in the case of an adult — the half-monthly 
payments payable in a like case under tf*e 
Workmen’s Compensation Act, 1923 (VIII of 
1923), reduced in each case for so long as he 
receives any payment under the Scheme made 
under the War Injuries Ordinance 1941 (VII 
of 1941), by seven rupees, and 

(ii) in the case of a minor — the half-monthly pay- 
ments payable in a like case under the Work- 
men’s Compensation Act, 1923 (VIII of 1923), 
for so long as he remains a minor, and there- 
after as in the foregoing sub-clause. 

(2) Vftiere the monthly wages of a workman are 
more than three hundred rupees, the compensation pay- 
able under this Act shall be the amount payable under the 
provisions of sub-section (1) in the case of a workman 
whose monthly wages are more than two hundred rupees. 

Workmen to whom the Act applies. 

6. The workmen to whom this Act applies are — 

(o) workmen employed in any employment or class 
of employment to which the Essential Services 
(Maintenance) Ordinance, 1941 (XI of 1941), has 
been declared under section 3 of 'that Ordinance to 
apply, whether such declaration is or is not sub- 
sequently revoked; 

(b) workmen employed in any factory as defined in 
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clause (j) of section 2 of the Factories Act, 1934 
(XXV of 1934); 

.(c) workmen employed in any mine within the mean- 
ing of the Indian Mines Act, 1923 (IV of 1923) ; 

(d) workmen employed in any major port ; 

(e) workmen employed on any estate which is main- 
tained for the purpose of growing cinchona, cof- 
fee, rubber or tea, and on which on any one day 
in the preceding twelve months twenty-five or 
more persons have been employed as workmen ; 

(/) workmen employed in any employment specified 
in this behalf by the Central Government by no- 
tification in the Official Gazette. 

War Injuries Compensation Insurance Scheme. 

7. (1) The Central Government shall, by notifica- 

tion in the Official Gazette, put into operation a scheme 
to be called the War Injuries Compensation Insurance 
Scheme whereby provision is made for all matters neces- 
sary to give effect to the purposes of this Act and where- 
by the Central Government undertakes, in relation to em- 
ployers of workmen to whom this Act applies, the liabili- 
ties of insuring such employers against liabilities incurred 
by them to workmen under this Act and the Scheme. 

(2) The Scheme shall secure that any liability of the 
Central Government as insurer under the Scheme is de- 
termined by a policy of insurance issued in the prescribed 
form by a person acting on behalf of the Central Govern- 
ment. 

(3) The Scheme may provide that it shall come into 
operation or shall be deemed to have come into operation 
on such date as may be specified therein. 

(4) The Scheme may be amended at any time by the 
Central Government. 

(5) Without prejudice to the generality of the pro- 
visions of sub-section (1), the Scheme may — 

(a) make provisions regulating the payment of the 
compensation payable under this Act and the 
Scheme, including provision for punishment by 
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fine not exceeding one thousand rupees for the 
contravention of any requirment of the Scheme ; 

(b) make provisions specifying the persons to whom 
and the proportions and manner in which pay-- 
ments under this Act shall be made ; 

(c) specify conditions or circumstances which wili 
disentitle a workman to the compensation payable 
under this Act, and make it an express or implied 
condition of any policy of insurance issued under 
the Scheme that the payment of compensation in : 
defiance of such specification is not covered by the 
policy ; 

(d) specify the conditions or circumstances under 
which the compensation payable to a workman 
may be withheld, cancelled, reduced car reviewed 
if the award made under the Scheme made under 
the War Injuries Ordinance, 1941 (VII of 1941); 
is withheld, cancelled, reduced or reviewed. 

(e) provide for cases in which an employer has of his 
own accord undertaken a part or the whole of the 
liability imposed by this Act; 

(/) provide for the final assessment of the total pre- 
mium due on a policy of insurance under the 
Scheme as a percentage of the total wages bill of 
an employer for a period of not less than twelve 
or more than fifteen months immediately preced- t 
ing the termination of the present hostilities, and 
for the assessment of the total premium due on a 
policy which has ceased to be in force before the 
termination of the present hostilities owing to 
the employer having gone out of business. 

(g) provide for the recovery from an employer of the> 
total premium due on a policy of insurance in- 
cluding provision for its recovery by periodic ad-j 
vance payments of an amount based on a percent-, 
age of his total wages bill for any prescribed pe-? 
riod, the separate funding of the payments sq 
made by each employer, and the eventual adjust-; 
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ment of: the total premium as final’y assesed 
against the total of such periodic payments: 

Provided that the first of such per.odic payments shall 
be an amount representing not more than four annas per 
hundred rupees of the wages bill for the period by refer- 
ence t,o which the amount of the payment is fixed : 

Provided further that such periodic payments shall 
not be more frequent than once in each quarter of a year: 

Provided further that the rate of any periodic pay- 
ment after the first shall not be higher than the rate esti- 
mated to raise the amount in the Fund after repayment 
of the advances, if any, paid into the Fund by the Central 
Government under sub-section (2) of section 11, to a sum 
of rupees fifteen lakhs. 

Employment of agents by the Central Government. 

8. The Central Government may employ or authorise 
the employment of any person or firm to act as its agents 
for any of the purposes of this Act, and may pay to per- 
sons or firms so employed such remuneration as the Cen- 
tral Government thinks fit. 

Compulsory insurance. 

9. (1) Every employer of workmen to whom this 
Act applies or is subsequently made applicable shall be- 
fore such date as may be prescribed, or before the exp ry 
of such period as may be prescribed after his having first 
become such an employer, take out a policy of insurance 
issued in accordance with the Scheme, whereby he is in- 
sured until the termination of the present hostilities or 
until the date, if any, prior to the termination of the pre- 
sent hostilities at which he ceases to be an employer to 
whom this section applies, against all liabilities imposed 
on him by this Act. 

(2) Whoever contravenes the provisions of sub-sec- 
tion (1) or, having taken out a po icy of insurance as re- 
quired by that sub-section, fails to make any payment by 
way of premium thereon wh'ch is subsequently due from 
him in accordance with the provisions of the Scheme shall 
be punishable with fine which may extend to one thousand 
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rupees and shall also be punishable with a further fine 
which may extend to five hundred rupees for every day 
after having been so convicted on which the contraven- 
tion or failure continues. 

i(3) This section shall not bind the Crown nor, unless 
the Central Government by notification in the Official 
Gazette otherwise orders, any Federal Railway. 

Prohibition of certain insurance business. 

10 . ( 1 ) Alter the date on which the Scheme is put 
into operation no person shall, except as a person autho- 
rised by the Central Government as its agent to issue poli- 
cies in pursuance of the Scheme, carry on the business of 
insuring employers in British India against the Labilities 
for insurance against which the Scheme provides. 

(2) Nothing in sub-section (1) applies to any policy 
of insurance entered into before the date on which the 
Scheme is put into operation and current after that date 
or to any policy of insurance covering liabilities under- 
taken in excess of the liabilities imposed by this Act. 

(3) Whoever contravenes the provisions of sub-sec- 
tion (1) shall be punishable with fine which may extend 
to five thousand rupees and with a further fine which may 
extend to one thousand rupees for every day after the first 
on which the contravention continues. 

War Injuries Compensation Insurance Fund. 

11 . (1) The Central Government shall estabLsh a 
fund for the purposes of this Act to be called the War In- 
juries Compensation Insurance Fund into which shall be 
paid all sums received by the Central Government by way 
of insurance premiums under the Scheme or by way of 
payments made on composition of offences under section 
17 or by way of expenses or compensation awarded by a 
Court under section 545 of the Code of Criminal Proce- 
dure, 1898 (V of 1898), out of any fine imposed under this 
Act, or by way of penalties imposed under the Scheme, 
and out of which shall be paid all sums required for the 
discharge by the Central Government of any of its liabi- 
,lities under this Act or the Scheme, or for the payment 
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by the Central Government of the remuneration and ex- 
penses of agents employed for the purposes of the Scheme, 
or for tiie payment by the Central Government of the 
costs of administering the Scheme: 

Provided that no payment from the Fund shall be 
made in discharge of any liability of the Crown to pay 
compensation to workmen employed by it. 

(2) If at any time the sum standing to the credit of 
the Fund is less than the sum for the time being necessary 
for the adequate discharge of the purposes of the Fund, 
the Central Government shall pay into the Fund as an 
advance out of general revenues such amount as the Cen- 
tral Government considers necessary. 

(3) If when all payments which have to be made out 
of the Fund have been defrayed, any balance remains in 
the Fund, the balance shall be constituted into a Fund to 
be" utilised and administered by the Central Government 
for the benefit of workmen. 

(4) The Central Government shall prepare in such 
form and manner as may be prescribed and shall publish 
every six months an account of all sums received into and 
paid out of the Fund. 

Principals and contractors. 

12. (1) Where a person (in this section referred to 

as the principal) uses, in the course of or for the purposes 
of his trade or business, the services of workmen tempo- 
rarily lent or let on hire to him by arrangement with an- 
other person with whom the workmen have entered into 
contracts of service or apprenticeship, or in the course of 
or for the purposes of his trade or business, contracts with 
any other person for the execution by or under such other 
person of the whole or any part of any work which is 
ordinarily part of the trade or bus 'ness of the principal 
either such other person being in this section relerred to 
as the contractor the principal shall obtain from the con- 
tractor the name of the agent of the Central Government 
acting under section 8 w-th whom he intends to insure. 
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And shall report to that agent the existence of his arrange- 
ment or contract with the contractor. 

(2) Notwithstanding anything elsewhere contained in 
this Act, in any such case as is referred to in sub-section 
(1>, it shall not be necessary for the contractor to insure 
against the liabilities imposed on him by this Act in res- 
pect of workmen employed by him whose services are 
lent or let on hire on such an arrangement or used in the 
execution of work on such a contract as is referred to in 
sub-section (1), where the arrangement or contract is for 
a term of less than one month. 

(3) The Scheme may lnake provision for the supply 
by a contractor to a principal of any information neces- 
sary to enable the purposes of this section to be carried 
out including provision for punishment by fine not exceed- 
ing one thousand rupees for the contravention of any re- 
quirement of the Scheme. 

Power of Central Government to obtain information. 

13. (1) Any person authorised in this behalf by the 
Central Government may, for the purpose of ascertaining 
whether the requirements of this Act and of the Scheme 
have been complied with, require any employer to submit 
to him such accounts, books or other documents or to fur- 
nish to him such information or to give such certificates 
as he may reasonably think necessary. 

(2) Whoever wilfully obstructs any person in the 
exercise of his powers under this section or fails without 
reasonable excuse to comply with any request made 
thereunder shall, in respect of each occasion on which any 
such distribution or failure takes place, be punishable with 
fine which may extend to one thousand rupees. 

(3) Whoever in purporting to comply with his obli- 
gations under this section knowingly or recklessly makes 
a statement false in a material particular shall be punish- 
able with fine which may extend to one thousand rupees. 

« 

Recovery of premium unpaid. 

14. (1) Without prejudice to the provisions of sub- 
section (2) of section 9, where any person has failed to 
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insure as or to the full amount required by this Act: And 
the Scheme and has thereby evaded the payment by way 
of premium of any money which he would have had to 
pay in accordance with the provisions of the Scheme but 
for such failure, an officer authorised in this behalf; by thG 
Central Government may determine the amount payment 
of which has been so evaded, and the amount so deter-r 
mined shall be payable by such person and shall be re- 
coverable from him as provided in sub-section (2). ■> 

(2) Any sum payable in accordance with the provi-* 
sions of the Scheme by way of premium on a po'icy of 
insurance issued under the Scheme and any amount de- 
termined as payable under sub-section (1) shall be. re- 
coverable as an arrear of land revenue. 

(3) Any person against whom a determination is 
made under sub-section (1) may, within the prescribed pe- 
riod, appeal against such deternrnation to the Central 
Government whose decision shall be final. 

Payment of compensation where employer has failed to 
insure. 

15. Where an employer has failed to take out a po- 
licy of insurance as required by sub-section (1) of section 
9, or having taken out a policy of insurance as required 
by that sub-section has failed to make the payments by 
way of premium thereon which are subsequently due from 
him in accordance with the provisions of the Scheme, pay- 
ment of any compensation for the payment of which he i$ 
liable under this Act may be made out of the Fund, and 
the sum so paid together with a penalty of such amount 
not exceeding the sum so paid as may be determined by 
an officer authorised in this behalf by the Central Govern- 
ment shall be recoverable from the employer as an arrear 
of land revenue for payment into the Fund. 

Limitation of prosecutions. 

16. ’ No prosecution for any offence punishable under 
this Act shall be instituted against any person except by 
or with the consent of the Central Government or an 
authority authorised in this behalf by the Central Gov- 
ernment. 
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Composition of offences. 

17. Any offence punishable under sub-section (2) of 
section 9 may, either before or after the institution of the 
prosecution, be compounded by the Central Government 
or by an authority authorised in this behalf by the Cen- 
tral Government on payment for credit to the Fund of 
such sum as the Central Government or such authority, 
as the case may be, thinks fit. 

Bar of legal proceedings. 

18. (1) No suit, prosecution or other legal proceed- 
ing shall lie against any person for anything which is in 
good faith done or intended to be done under this Act. 

(2) No suit shall be maintainable in any Civil Court 
against the Central Government or a person acting as its 
agent under section 8 for the refund of any money paid 
or purporting to have been paid by way of premium on a 
policy of insurance taken out or purporting to have been 
taken out under this Act. 

Power to exempt employers. 

19. The Central Government shall exempt any em- 
ployer from the provisions of this Act on the employer’s 
request, if satisfied that he has before the commencement 
of this Act entered into a contract with insurers substan- 
tially covering the liabilities imposed on him by this Act, 
for so long as that contract continues. 

Power to make rules. 

20. (1) The Central Government may, by notifica- 
tion in the Official Gazette, make rules to carry into effect 
the provisions of this Act. 

(2) Without prejudice to the generality of the fore- 
going power such rules may prescribe — 

(a) the principles to be followed in ascertaining the 
total wages bill of an emp’oyer, including provi- 
sion for the exclusion therefrom of certain cate- 
gories of wages or of certain elements included 

. in the definition of wages ; 

(b) the form of the policies of insurance referred to 
in sub-section (2) of section 7 ; 
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(c) the period referred to in duase (g) of sub-section 

• (5) erf section 7 ; 

(d) the associations referred to in the proviso to sec- 
tion 8 ; 

(e) the date and the period referred to in sub-section 

(1) of section 9 ; 

(/) the form of and the manner of preparing and pub- 
lishing the account referred to in sub-section (4) 
of section 11 ; 

(g) the periods referred to in sub-section (3) of sec- 
tion 14. 

Application of the Scheme to Indian States. 

21. (1) If the Central Government is satisfied that 
by the law of an Indian State provision has been made 
substantially corresponding to the provision made by this 
Act imposing liabilities upon employers and requiring 
them to take out policies of insurance covering such liabi- 
lities, the Central Government may, by notification in the 
Official Gazette, declare that this' section apply to that 
State. 

(2) On the application of this section to any State 
the Scheme made under this Act shall extend to the un- 
dertaking by the Central Government in respect of em- 
ployers in that State of the same liabilities in the same 
manner, to the same extent and subject to the same con- 
ditions as if such employers were in British India. 

(3) On the application of this section to any State 
the provisions of section 10 shall be deemed to prohibit any 
person except a person authorised by the Central Govern- 
ment as its agent to issue policies in pursuance of the 
Scheme from carrying on after the date of the notification 
by which this section is app’ied the business of insuring 
employers in that State against liabilities insurance 
against which is provided under the Scheme. 



LABOUR, AND FACTORY LEGISLATION 


1141 


THE SCHEDULE 
[See sections 2. and 5 (1).] 


Item 

No. 

Inquiry. j 

Percentage of 
disability. 

1 

Loss of two or more limbs. 

Lunacy. 

Jacksonian epilepsy. 

Very severe facial disfigurement. 

100 

2 

i Loss of right arm above or at the 
elbow. 

90 

! 

8 

Severe facial disfigurement. 

Total loss of speech. 

Loss of left arm above or at the 
elblow 

Loss of right arm below the elbow. 
Loss of leg at or above the knee. 

70 

4 

Loss of left arm below the elbow. 
Loss of leg below the knee. 
Permanent total loss of hearing. 

60 

5 

Loss of one eye. 

Loss of right thumb or four fingers 
of right hand. 

50 

6 

Loss of all toes of both feet above 
knuckle. 

Loss of left thumb or four fingers of 
left-hand or three fingers of right 
hand. 

40 

7 

Loss of all toes of one foot above 
knuckle. 

Loss of all toes of both feet at or 
below knuckle. 

30 
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8 Limited restriction of movement of 

joints through injury without pe- 
netration, limited function of 
limb through fracture. 

Loss of two fingers of either hand. 
Compound fracture of thumb or two 
or more fingers of either hand with 
impaired function. 

9 Loss of one phalanx of thumb. 

Loss of index finger. 

Loss of great toe. 


20 


10 


War Injuries (Compensation Insurance) 
Scheme Act, 1943 

(Govt, of India Department of Labour Notification No. L-W.I.S. 828 (1), 
dated the lttth December, 1043). 

In pursuance of sub-section (1) of section 7 of the 
War Injuries (Compensation Insurance) Act, 1943 (XXIII 
of 1943), the Central Government is pleased to make the 
following Scheme, namely : — 

Short title and commencement. 

1. (1) This Scheme shall be called the War Injuries 
Compensation Insurance Scheme. 

(2) It shall be deemed to have come into force on 
the 16th day of November 1943. 

1 (3) It extends to the whole of British Ind ; a, includ- 
ing all excluded and partially excluded areas to which the 
Act has been or may hereafter be, applied by notification 
under sub-section (1) of section 92 of the Government of 
India Act, 1935. 

Interpretation. 

2. (1) The General Clauses Act, 1897, (X of 1897), 
applies to the interpretation of this Scheme as it applies 
to the interpretation of an Act or Regulation. 


1 Added vide Gazette of India Part I Se. of 8/7/44. 
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(2) In this Scheme unles there is anything repug- 
nant in the subject or context, — 

(a) “ Act ” means the War Injuries (Compensation 
Insurance) Act, 1943. 

(b) ‘advance premium” means the advance payments 
against the total premium to be paid by an em- 
ployer as required in clause 6; 

(c) “Claims Officer” means the officer appointed as 
Cla'ms Officer for the purposes of the Scheme 
made under the War Injuries Ordinance, 1941 ; 

(d) “clause” means a clause of this Scheme; 

(e) “Commissioner” means a Commissioner for Work- 
men’s Compensation appointed under section 20 
of the Workmen’s Compensation Act, 1923; 

(/) “compensation” means compensation payable un- 
der sections 3 and 4 of the Act ; 

(g) “dependant” has the meaning assigned to it in the 
Workmen’s Compensation Act, 1923 ; 

(h) “eligib’e member of a family” means (i) a widow 
lawfully married by a valid ceremony, («) father, 
( iii ) mother, (iv) a legitimate son but not an 
adopted son, (u) a legitimate daughter but not an 
adopted daughter, and (v i) any other dependant 
to whom the Claims Officer thinks that compen- 
sation should be payable ; 

(t) “Form” means a form appended to this Scheme; 

(j) “Government Agent” means any person or firm 
employed under section 8 to act as agent of the 
Central Government for any of the purposes of 
the Act; 

(k) “policy” means a policly of insurance issued un-« 
der this Scheme ; 

(l) “qualifying injury” means a war injury sustained 
by a gainfully occupied person in respect of which 
compensation is payable under section 3 of the 
Act; 
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(m) - “quarter” means a period of three months, com- 
mencing on the first day of April, July, October 
or January, respectively; 

(«) “section” means a section of the Act. 

Employer’s obligations. 

3. (1) Every employer shall take out in the manner 
indicated in this Scheme, a policy of insurance as laid 
down in section 9 and pay such advance premiums as may 
be notified under clause 8 and such final premium as may 
after the conclusion of hostilities be notified under clause 
6 . 

(2) An employer who has fulfilled such of his obli- 
gation under sub-clause (1) as have fallen due shall be en- 
titled to have any liability for the payment of compensa- 
tion incurred by him under the Act discharged on his be- 
half by Government out of the Fund. 

(3) Where an employer has failed to fulfil such of 
his obligations under sub-clause (1) as have fallen due 
payment of any compensation for the payment of which 
he is liable under the Act shall be made out of the Fund, 
but any amount so paid shall be capable of being recoup- 
ed from the employer in accordance with the procedure 
provided in that behalf in the Act. 

Application for insurance. 

4. (1) Every employer required to take out a policy 
of insurance under section 9 shall apply to a Government 
Agent or to such officer as may be authorised by a Govern- 
ment Agent in this behalf, for insurance. 

(2) Every such application shall be made in duplicate 
in Form A. The amount of first advance premium shall 
be simultaneously remitted by bank draft, cheque, money 
order or postal order, or delivered in cash. 

(3) Where the remittance is by cheque the amount, 
if any, charged by the Government Agent’s bank as col- 
lection charges shall be deducted from the amount of the 
cheque, and the applicant given credit only for the ba- 
lance. 
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(4) If no amount accompanies the application, or the 
amount accompanying falls short of the required amount, 
the application if otherwise in order may be kept in sus- 
pense pending the receipt of the due amount. 

(5) If the application for insurance is not received 
in accordance .with the prescribed form the remittance 
may be retained by the Government Agent and the appli- 
cation returned to the applicant for re-submission. 

Issue of Policy. 

5. The Government Agent shall issue a policy of in- 
surance as soon as possible after the receipt of an appli- 
cation made under clause 4 ; 

Provided that (1) if the advance premium is remitted 
by cheque the Government Agent may, in his discretion, 
postpone the issue of the policy until the cheque has been 
cashed and (2) if the application is unaccompanied by the 
full advance premium required under clause 8 the Gov- 
ernment Agent may withhold the issue of a policy until 
the advance is paid in full. 

Amount of premium. 

6. (a) The total premium due on a policy of insur- 
ance shall be determined by the Central Govern- 
ment by a notification in the Official Gazette 
within nine months after the termination of the 
present hostilities. 

(b) The premium will be expressed as a percentage 
of the wage bill of the employer. 

(c) This premium, less such advance premiums as 
may have been recovered, will be payable by em- 
ployers in such instalments as may be fixed by 
the Central Government. Each such instalment 
shall be payable to the Government Agent within 
30 days of the date fixed for payment by a noti- 
fication in the Official Gazette. 

If the advance premium already recovered exceeds the 
total premium, then the excess shall be refunded by Gov- 
ernment to the employer. 
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Manner of Assessing final premium. 

7. For the purpose of calculating the total premium 
due by any employer on a policy of insurance the total 
wage bill of that employer for the four ’quarters preced- 
ing the date of termination of the present hostilities shall 
be the wage bill on which percentages will be charged. 

Provided that in respect of an employer who has gone 
out of business before that date the period shall be the 
four ’quarters preceding the date on which he goes out of 
bus-ness. 

Advance of Premium. 

8. (1) The amount of the first advance premium 
against the total premium to be determined under clause 
6 shall be at the rate of four annas per one hundred rupees 
of the wage bill. 

(2) The amount of subsequent advance premiums, 
which shall be expresed as a percentage of the wage bi-1 
of each employer, shall be such as may be notified by the 
Central Government in the Official Gazette and shall be 
payable within thirty days of the date specified in such 
notification. 

(3) Advance premiums shall not be required more 
frequently than once in a quarter. 

(4) All advance prem.ums shall have reference to 
the wage bill of the quarter preceding the one in which 
the 2 advance premium is required to be paid: 

Provided, however, that if no advance premium had 
been required to be paid for such preceding quarter, then 
in respect of employment in which there was less than 
forty days working in the preceding quarter the advance 
premium shall have reference to half the wage bill of the 
two quarters preceding the one in which the advance pre- 
mium is required to be paid. 

(5) When in the opinion of the Central Government 
the balance in the fund is sufficient to meet the probable 
liabilities of the fund as the time foreseen under the Act 

1 The word “Complete” deleted vide Bombay Goverameut Gazette Part IV C. p. 
2»K.;44. 

2 Added vide Ibid. 
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and this Scheme, no further advance premium shall be 
requ-red by the Central Government. 

(6) All advance prem-ums shall be paid by the em- 
ployer to the Government Agent or Officer to whom the 
application under clause 4 is required to be made. 

{7) The final premium and the advance premiums 
shall be calculated to the nearest anna. 

(8) The Government Agent or Officer shall give a 
receipt in Form B for each advance premium after the 
first paid by the employer. 

Excess Compensation or Damages. 

9. For the purposes of section 4 the excess amount of 
compensation or damages which any person has a right to 
receive from an employer, shall be computed as follows: — 

(1) In case of death or of permanent total or partial 
disability resulting from injury. 

(a) if the compensation or damages are payable in a 
lump sum there shall be deducted from such sum 
the lump sum amount payable under the Act and 
70 times the monthly rate of relief under the 
Scheme made under the War Injuries Ordinance, 
1941; 

(b) if* the compensation or damages are payable in 
periodic amounts, there shall be deducted from 
the periodic payment for one month l/70th of the 
lump sum compensation payable under the Act, 
and the whole of the month y rate of relief under 
the War Injuries Scheme, 1942. 

(2) In case of temporary disability resulting fromi 
the injury, 

if the compensation or damages are payable in a lump 
sum amount, there shall be deducted from such amount 
70 times the monthly rate of compensation under the Act 
and 70 times the monthly rate of relief under the War In- 
juries Scheme, 1942. 

Title to Compensation. 

10 . Compensation in respect of a qualifying injury 
sustained by a workman shall be admissible only if the 
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injury was sustained at any time (a) on a day on which 
he was on duty as such workman, or (b) on a day on which 
he would have been on duty but for that day being a re- 
cognised ho.iday or day of rest or for his being casually 
absent from duty on account of illness, injury or other 
similar cause, or for any other reason which in the opinion 
of the Claims Officer was good and sufficient. 

Advance payment by employers. 

11. (1) The employer of a workman sustaining a 
qualifying injury may grant to the workman himself or 
in the event of his death to any person to whom compen- 
sation would be payable under the Act an advance on 
account of compensation not exceeding an aggregate of 
fts. 100. 

(2) Upon acceptance of an advance payment in ac- 
cordance with sub-clause (1) the recipient thereof shall 
give to the employer a receipt in duplicate in Form C. 

(3) An employer who wishes to claim a refund of 
the advance payment made by him to a workman under 
sub-clause (1) shall, within two weeks of making such 
advance, make an application in Form D therefor to the 
Claims Officer having jurisdiction in the area where the 
injury was sustained. Such an application Stall be ac- 
companied by a copy of the receipt given by the workman 
in Form C. 

(4) So much of the aggregate amount paid under 
sub-clause (1) as does not exceed the compensation pay- 
able under an award made under this Scheme shall be re- 
payable to the employer from the Fund. 

(5) When making an award under this Scheme tar 
an injury in respect of wh : ch the employer of the injured 
person has made an advance payment to the workman, 
the Claims Officer shall, on receipt of an app'ication under 
sub-clause (3), make an order in Form E requiring the 
repayment of the advance payment to the employer, and 
shall reduce the award by the amount of such order. 
Application for Compensation. 

12. (1) An application for compensation under this 
Scheme shall be made to the Claims Officer of the area 
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where the injury was sustained within four months £fter 
the date of sustaining the qualifying injury by any of the 
following persons in the manner laid down in clause 13 
of this Scheme : — 

(1) the workman, or 

(ii) an eligible member of the workman’s family, in 
case of the workman’s death. 

(2) The Claims Officer may accept an application 
from the employer of the workman on behalf of the work- 
man or his family, if such officer is satisfied that it is in 
the interest of the workman so to do or in the event of his 
death, of an eligible member of the workman’s family. 

(3) Where the Claims Officer is satisfied that a per- 
son by whom an application should be made is for suffici- 
ent reason incapable of making the same, the Claims Offi- 
cer may entertain an application made on such person’s 
behalf by any other person. 

(4) An application made after the period of four 
months of the date of the qualifying injury shall not be 
considered. But the Claims Officer may in his discretion, 
if he is satisfied that the delay has been due to valid rea- 
sons admit the application. 

Application for compensation by workman, employer or 
any person authorised in this behalf. 

13. (1.) An application for compensation by the 

workman sustaining the qualifying injury shall be made 
in Form F to the Claims Officer through the person in 
charge of the hospital or dispensary where he last receiv- 
ed or is receiving treatment, or if he has not been treated 
in any hospital or dispensary, through the Medical Officer 
of Government or the registered medical practitioner, if 
any, who last treated him for the injury, and shall be 
countersigned by such person, officer or practitioner. 

(2) An application for compensation made by an eli- 
gible member of the workman’s family for the workman 
sustaining the qualifying injury shall be in Form G. 

(3) An application in respect of compensation made 
under sub-clause (3) of clause 12 or by an employer under 
sub*clause (2) of clause 12 shall be in Form H* 


74 
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Certification by Employer. 

14. (1) On receipt of an application for compensa- 
tion in Form F, G. or H the Claims Officer shall call on 
the employer to submit a return in Form I within such 
time as may be prescribed by the Claims Officer. 

(2) An advance payment made under clause 11 shall 
not be refundable if not recorded in Form I. 

An advance payment made after submission of Form 
I by the employer shall not be refundable. 

Award for payment of compensation. 

15. When an application for compensation under 
this Scheme is received the Claims Officer shall, after con- 
sidering the reports and certificates pertaining to the case 
and after obtaining such other evidence, if any, as he con- 
siders necessary, make in addition to the award under the 
Scheme made under the War Injuries Ordinance, 1941, 
another award, or awards when there are several eligible 
members, under the provisions of this Scheme for the 
amount prescribed in the Act, in Form J. Before making 
any such further award he may give the employer an op- 
portunity of being heard. 

The Central Government may make a similar award 
in respect of cases in which relief has been granted under 
clause 45 of the Scheme made under the War Injuries 
Ordinance, 1941. 

A signed and sealed copy of the award shall be given 
to the person in whose favour the award is made or to 
his authorised agent; a true copy shall be sent to the em- 
ployer of the workman concerned together with attested 
specimens of thumb and finger impressions of the payee 
and his signature, if literate; a true copy shall be sent to 
the Post-office or the Government Treasury where the 
payment is to be made, together with attested specimens 
of the thumb and finger impressions of the payee and his 
signature, if literate; and another true copy shall be sent 
to the audit officer specified for this purpose by the Direc- 
tor General Posts and Telegraphs, when the payment is 
to be made at a Post-office or by the Central Government 
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when the payment is to be made at a Government Trea- 
sury. 

(2) If an application for compensation is rejected, 
the reasons for such rejection shall be recorded separately 
and intimated to the applicant and to the reviewing au- 
thority if any, set up under the Scheme made under the 
War Injuries Ordinance, 1941. 

Distribution of compensation. 

16. The amount of compensation in respect of death 
shall be paid and distributed by the Claims Officer in like 
manner as compensation in respect of a workman whose 
injury has resulted in death, is paid and distributed by a 
Commissioner under section 8 of the Workmen’s Compen- 
sation Act, 1923, except that the payment shall be made 
through an award in Form J, under clause 15. 

Payment by instalments. 

17. (1) When compensation admissible under the 
Act to any person is less than or equal to three hundred 
rupees it shall be paid as a lump sum. 

(2) When the compensation admisible under the 
Act to a person exceeds three hundred rupees, a part of 
the admissible amount up to the extent of Rs. 300 shall 
be paid as a lump sum and the balance shall be paid in 
monthly or quarterly instalments at such rate as may be 
prescribed by the authority making the award under 
clause 15 or the authority issuing directions under clause 
19: 

Provided that the number of instalments shall not ex- 
ceed 60 in the case of monthly instalments and 20 in the 
case of quarterly instalments. 

Place of Payment. 

18. (1) Compensation under this Scheme shall be 
payable at all head and sub-post-offices and such branch 
post-offices in Ind'a as may be authorised in this behalf 
by the head of the circle or at a Government Treasury, as 
the authority making the award shall direct. 

(2) All such amounts shall be drawn within one 
month of the date when they are due. The Post-master 
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or the Treasury Officer concerned may, .however, at his 
discretion make payment of full' arrears within three 
months of the due date. 

(3) All such payments shall from time to time be en- 
dorsed on the award by the Post-master, or the Treasury 
Officer concerned. 

Power to review and alter award. 

19 . The authority having power to withhold, cancel 
review or alter an award under the Scheme made under 
the War Injuries Ordinance, 1941, shall issue such direc- 
tions as may appear to it necessary in the circumstances 
of the case for the withholding, cancellation, review or 
alteration of the award under this Scheme in respect of 
the same workman: 

Provided that no such direction shall be made to re- 
♦ 

cover any amounts already paid under this Scheme. 
Exemption of Employers. 

20. An employer desiring to be exempted from the 
provisions of the Act under section 19 shall make an appli- 
cation to he Central Government in Form K. 

Submission of details by contractors. 

21. The liabilities under this Scheme of the contrac- 
tor and the principal as defined in section 12, shall be as 
follows : — 

The Contractor. 

The contractor shall be under an obligation in like 
manner as if he were any other employer for insuring the 
workmen working under him. 

The Principal. 

The principal shall be responsible for obtaining from 
the contractor the name of the Agent of the Central Gov- 
ernment with whom he intends to insure, and shall report 
to that Agent the existence of his arrangement or contract 
with the contractor. 

Penalties. 

22. (1) Any person, who being responsible for the 
observance of any of the provisions of this Scheme, com- 
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mits a breach thereof, shall be punishable for every such 
breach with fine which may extend to one thousand rupees 
and in the case of continuing breach after being convicted 
for such breach, with a further fine which may extend to 
one hundred rupees for every day subsequent to the con- 
viction on which the breach has continued. 

(2) Any person who %eing required to submit a re- 
turn, application or form under the provisions of this 
Scheme, knowing or recklessly submits a false application, 
return or form, shall be punishable with fine which may 
extend to one thousand rupees. 


FORM A 

IMPORTANT : — Before completing this application form 
read the instructions overleaf. 

Government of India. 


WAR INJURIES (COMPENSATION INSURANCE) 
ACT, 1943. 

Application and Wages Declaration Form. 

1. Employer’s Name 

2. Business Address 

3. Full description of [ 

Employer’s trade J 

or business. [ 

4. Industry group or 

groups to which 

the trade or busi- , 

ness belongs (for j 

list see part, 3 

overleaf) . [ 

5. Situation of Fac- ( 

tory, Mine or Esta- i 

blishment. i 
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Schedule of Employees 

All persons employed and all wages and allowances 
paid during the relevant preceding quarter (s) must be de- 
clared. 

(For definition of “Quarter” and other instructions, 
see para, 12 overleaf). 

A. DIRECT employees earning Rs. 300 or less per 
month. 


Actual wages and allowances paid during relevant quarter. 

Maximum daily Other cash allowances Total wages and 

number of Wages. (but not including cash allowances (sum of 
employees. dearness allowance). 2 and 3). 

12 3 4 


Rs. Rs. Rs. 


B. DIRECT employees earning more than Rs. 300 
month. 

(State the total number of persons earning more than 
Rs. 300 per mensem and calculate the premium on that 
number, multiplied by 900 for the quarter, i.e. Rs. 300 per 
mensem). 

Maximum daily number of Assumed wages for the relevant 

employees quarter. 

Rs 

Total wages under A and B Rs 

Advance against premium calculated to the nearest anna at 

percent Rs 

5. Have you employed any contractor or contractors 
in the relevant preceding quarter (s)? If so give: — 

Name of Contractor(s). Period Approximate number of 

of persons employed 

contract. 


(For definition of “Contractor” see para. 11 overleaf.) 
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(Here insert name of Insurance Company through whom 
insurance is to be or has been effected.) 

(To be completed when application for insurance is first made). 

I/We warrant that the above statements and particu- 
lars are true and I/we request you to effect insurance on 
my /our behalf with the Government of India in terms of 
the prescribed standard Indemnity which I/we agree to 
accept. 

I/We further agree that this application shall be the 
basis of the contract between the Governor-General in 
Council and myself/ourselves. 

I/We send bank draft/cheque|money orderjpost order) 
cash value Rs 

Signature of the Employer 

Date 

(To be completed when submitting a declaration of wages subse- 
quent to original application). 

I/We warrant that the above statements and particu- 
lars are true and I/we send bank draft|cheque|money 


orderjpostal orderlcash value Rs in payment of 

the advance against premium due on The 


number of my/our policy for the first advance against pre- 
mium is 

Signature of Employer 

Date 

(Note. — Cheques on out-station banks must include bank exchange.) 

INSTRUCTIONS. 

Liability. 

1. The aboVe Act imposes on employers of persons 
engaged in essential services, in factories, mines, major 
ports, plantations and other employments to be specified, 
an obligation to pay compensation in respect of war injury 
to their employees calculated approximately to amount to 
the difference between the amount paid by Government 
under the War Injuries Scheme and the amount which 
would have been payable under the Workmen’s Compen- 
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sation Act, 1923, if the war injury had given a right to 
compensation thereunder. The Act extends to the whoJe 
of British India and applies also to British subjects in any 
part of India. 

Compulsory Insurance. 

2. As from the 16th November 1943, all employers to 
whom the Act applies must insure their liability with the 
Central Government and the Act prescribes heavy penal- 
ties for failure to insure or failure to pay any advance 
against premium due or failure to pay compensation due 
under the Act. 

Employers to whom the Act applies. 

3. The Act applies to all employers throughout Bri- 
tish India of persons employed in : — 

(a) any employment or class of employment to which 
the Essential Services (Maintenance) Ordinance, 
1941, has been declared under section 3 of thajt 
Ordinance to apply, whether such declaration is 
or is not subsequently revoked ; 

(b) any factory as defined in clause (j) of section 2 
of the Factories Act, 1934 ; 

(c) any mine within the meaning of the Indian Mines 
Act, 1923 ; 

(d) any major port as defined in the Indian Ports Act, 
1908. 

(e) any estate which is maintained for the purpose 
of growing cinchona, coffee, rubber or tea, and on 
which on any one day in the preceding twelve 
months twenty-five or more persons have been 
employed as workmen ; 

(f) any employment specified in this behalf by the 
Central Government by notification in the Official 
Gazette. 

Please indicate category or categories of employments 
in item 4 of the Form. 

Employers not required to insure. 

4. The following classes of employers are not requir- 
ed to insure under the Act : — 
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(a) The Crown [section 9 (3)]. 

(b) Federal Railway, unless -otherwise ordered by the 
Central Government; [section 9 (3)]. 

(c) Short-term contractors, i.e., where the loaning or 
letting on hire of the services of the workman, or 
the execution of work, is for a term of less than 
one month. 

[section 12 (2) ] . 

(d) Employers exempted under section 19 of the Act. 
Employees included. 

5. All direct employees, including Managers, Super- 
visors, Assistants etc., and all Contractors’ employees (see 
definition of “Contractor”) are included in the Scheme. 
It should be noted that all employees in the employments 
referred to are covered and the application of the Act is 
not restricted to a specific class e.g., “Workers” defined in 
the Factories Act. 

How to insure. 

6. The application Form overleaf should be complet- 
ed and forwarded in duplicate to a Government Agent. 

All applications, must be accompanied by a remittance 
to cover the prescribed advance payment against premium 
calculated to the nearest anna. Remittances by cheque on 
out-station banks must include bank exchange. 

Date by which policy to he taken. 

7. An application for taking out a policly of insur- 
ance shall be made : — 

(a) if the employer had been an employer for one 
complete quarter before the 1st January 1944, 
then on or after 10th January 1944 and not later 

. than 9th February 1944 ; 

(b) in all other cases, within one month of the em- 
ployer’s having been an employer for one quarter. 

Government Agents. 

8. The Government of India have appointed certain 
Insurance Companies to act as Government Agents and 
to issue policies under the Scheme. If the employer is 
already insured in respect of his liability under the Indian 
Workmen’s Compensation Act, it is recommended that the 
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insurance under the War Injuries (Compensation Insur- 
ance) Act, 1943, should be arranged through the same In- 
surance Company. 

Rate of premium. 

9. The total premium payable will be decided by 
Government after the termination of hostilities when the 
total liability has been ascertained. In the meantime, 
employers will be required to pay to Government periodic 
advance payments against this premium and the amount 
of any such advance payment will be such percentage of 
the total wages bill as may be prescribed by Government 
from time to time. 

The rate of first advance premium has been fixed at 
annas four per Rs. 100 of the wage bill. 

Definition of ‘Wages.’ 

10. For the purposes of computing the amount of 
compensation payable, ‘wages’ means wages as defined in 
the Workmen’s Compensation Act, 1923 i.e., “Wages” in- 
cludes any privilege or benefit which is capable of being 
estimated in money, other than a travelling allowance or 
the value of any travelling concession or the contribution 
paid by the employer of a workman towards any pension 
or provident fund or a sum paid to a workman to cover 
any special expenses entailed on him by the nature of his 
employment. 

For the purpose, however, of computing the ‘wages 
bill’ on which is based the amount of premium, the total 
is taken only of “the gross cash wages of all workmen ex- 
cluding all that part of gross cash wages of individual em- 
ployees which exceeds Rs. 300 per month, and all allow- 
ances given against increased cost of living.” 

It is the wage bill so computed that should be entered 
in the application form. 

Definition of ‘Contractor.’ 

11. Please see section 12 of the Act. Unlike the pro- 
vision of the Workmen’s Compensation Act, 1923, the 
‘contractor,’ is liable in respect of workmen whose servi- 
ces are temporarily lent or let on hire to another. 
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The liabilities of the Principal and Contractor under 
the Scheme are as follows: — 

The Contractor. 

(a) The contractor shall be under an obligation in 
like manner as if he were any other employer for 
insuring the workman working under him. 

(b) The contractor shall be responsible for informing 
the principal of the name of the Government 
Agent with whom he intends to insure. 

The Principal. 

The principal shall be responsible for bringing to the 
notice of the Government Agent with whom he has insur- 
ed the existence of any contractors working under him. 
The principal will not be responsible for the accuracy of 
figures included in the application made by the contractor. 

Definition of “Quarter.” 

12. A “Quarter” means a period of three months com- 
mencing on the first day of April, July, October and Jan- 
uary. 

For ‘relevant quarter’ for which the wages are calcu- 
lated and advance of premium paid please see clause 8 of 
the Scheme. 


FORM B 

Receipt No 

Quarter ending 

Received on the day of 194 , from 

the sum of Rupees for advance against 

premium under Policy No dated 

on the following wages declared to have been paid during 
the quarter ended 


Total Wages and Allowances 
paid during the above period. 
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A. Employees earning less than Rs. 300 Rs * • • • 

per month. 

B. Employees earning more than Rs. 300 Rs 

per month. 

Total Rs 

Rs 

Dated the 194 

Government Agent. 


FORM C 


Received from of 

an advance payment of Rs 

(Rupees ) under clause 11 of the War Injuries 

Compensation Insurance Scheme, with reference to the 
injury sustained on at by of 

ticket No 

department 

Employee of 

In consideratoin of the advance, I hereby enter into 
the undertaking that the amount of this advance may be 
deducted under the provisions of the War Injuries Com- 
pensation Insurance Scheme from out of any award made 
(either to me or to my relatives)* in respect of the afore- 
said injury sustained by deceased. 

me 

Date 

Witness 

o« 

Signature or thumb impression 

of 

Address 


♦Only when receipt is given by the injured person. 
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FORM D 


Application lor refund of advance payments. 


To the Claims Officer for 
i 

We, the firm of Messrs. 

have paid to 
other details are given below 8 sum of — _ — 

an aggregate sum of Rs. 

vance payment for the injury sustained by 


(area) 

do hereby declare that ^. e 
whose age description and 


as an ad- 
of 


The advance 


ticket No 

department 

a workman in employment under ^ 

payment was made on and a duplicate copy 

of the receipt it attached here to. 

- ir - — _ — L — claim a refund of the amount 

We, the firm of Messrs. 

stated above and request to you to pass an order for the 


repayment of the said amount to - 

us 


at 


Post-office 
Govt. Treasury. 


Date of application. 


Signature of employer. 


Particulars of the person to whom advance paid. 
Name. 

Relation with deceased, 

in case of workman’s death. 

Father’s name. 

Age. Residence. 


Caste. 


Profession. 
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FORM E 


Order for refund to employer 
Claims Officer for (area). 

Name of Claims Officer 


Name of employer. 

Full address. • 

Date of application for refund. 

Amount to be refunded. 

Being satisfied that the sum of Rs. the amount 

of the advance payment made to in accordance with 

sub-clause (1) of clause 11 of the War Injuries Compensa- 
tion Insurance Scheme by (name of employer) 

the employer of is due to the said employer, I 

direct that the said sum shall be paid to him from the War 
Injuries Compensation Insurance Fund at 


Post-office 
Govt. Treasury 


on production, of this order. 


Delivered to payee Date and Signature of 

Claims Officer. 

Forwarded to the payee through the 

Deputy Collector/Assistant Commis sioner 
Collector/Deputy Commissioner 
of District. 

Copy forwarded to the . F 08 *' 111 ^^— Post-office 

srj Treasury Officer 


FORM F 

Application for compensation by workmen. 

Claimant’s full name (in capitals). 

Name of father in the case of married woman, 
of husband). 

Age. Date of birth. 

Caste Profession. 

Residence. Nationality. 
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Monthly rate of wages at the time the injury was sustain- 
ed. 

What amount of compensation is claimed and 
justification for the claim. 

Name of employer and his full address. 

Ticket number, if any, and department in which employed 
The amount of advance received from employer. 

Place where injury was sustained. Date of injury- 

Cause of injury in detail. 

Details of injury. 

If taken to dispensary or hospital, which and when. 

If discharged from dispensary or hospital, when. 

If attended to at residence by a medical practitioner, 
details of place where treated and name of medi- 
cal practitioner. 

If any temporary allowance and/or pension is being 
or has been drawn by the injured person, details 
thereof. 

The compensation may be made payable at 
Fost-office 

Tiovernment Treasury. 

I certify that I am not in receipt of any compensation 
under the War Injuries Compensation Insurance Scheme, 
other than that claimed above in respect of the war injury 
sustained by me. 

I certify that the information furnished above is true 
to the best of my knowledge and belief. 

Date (Signature of claimant or thumb impression 

if illiterate). 


FORM G 

Application for Compensation by Eligible Member. 
Applicant’s full name (in capitals). 

Name of father (in the case of married woman, of hus- 
band). 

Age. Date of birth. 

Caste. Profession. 

Residence Nationality. 
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Relationship with deceased. 

Full name of the deceased (in capitals). 

Place of death. 

Cause of death. 

Name of the employer of the deceased. 

Ticket number, if any and department in which employed. 
Place of employment. 

Monthly rate of wages of the workman at the time 
the injury was sustained Or death occurred. 

Was deceased attended to by A.R.P. volunteer, civic 
guard, police or other organisation — if so, details. 

If deceased received any medical treatment, details 
thereof including place where received. 

If deceased died in any hospital or dispensary, state 
details. 

If not, give any other proof of death, e.g., affidavits, or 
any certificates by a Gazetted Officer, Magistrate or Sub- 
Inspector of Police. 

If deceased has any of the following relatives living at 
the time of his death, give details* in respect of each: — 
widow or widows, father, mother, legitimate natural 
son(s), legitimate natural daughter (s). State also if any 
has since died, or whether any female relative has since 
married or remarried. 


Date of birth 
Residence 



with applicant, state details. 


In the case 

of all eligible relatives, 
staying elsewhere than 


In the case of daughter — whether married. 


In the case of children — Guardian. 


if any other than applicant. 

If any of the said relatives or the applicant 

(i) draws any other pension and/or allowance from 
public funds, state details as to source and amount. 

(ii) holds any appointment under Government or lo- 
cal authority, state details and rate of emoluments. 

•If necessary, this may be done on a sheet to be attach- 
ed and signed. 
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Amount and particulars of the claim made : 

The compensation may be made payable at 

Post-office. 

Government Treasury. 

I certify that I am not in receipt of any compensation 
under the War Injuries Compensation Insurance Scheme 
other than that claimed above in respect of the War Injury 
sustained by the deceased. 

I certify that the information furnished in the state- 
ment is true to the best of my knowledge and belief. 

Date (Signature of claimant or thumb impres- 

sion, if illiterate). 


FORM H. 

Application by employers and other persons authorised 
in this behalf for Compensation 

Name of applicant (if other than the employer) and 
full address. 

Name of employer and full address. 

Name of person (s) on whose behalf application is 
made. 

Name of workman sustaining qualifying injury. 

Name of workman’s father (in the case of married 
woman, of husband). 

Ticket number, if any, and department in which em- 
ployed. 

Age of workman at the time of receiving injury. 

Residence Caste 

Place of qualifying injury. 

Date and time of qualifying injury. 

Whether the qualifying injury resulted in death or 

not. 

If workman received or is receiving any medical 
treatment, details thereof including place where received. 

♦If workman died in hospital or dispensary, give de- 
tails. If not, give any other proof of death, e.g., affidavits, 

♦To be filled up only in case of death of the workman. 
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or any certificates by a Gazetted Officer, Magistrate or 
Sub-Inspeotpr pf Police. 

Amount of compensation claimed. 

Amount of advance, if any, a ready paid to workman 
or his dependants. 

Monthly rate of wages of the workman at the time the 
injury was sustained or death occurred. 

fPeriod during which the .workman was employed. 

Nature of employment. 

fNumber and date of policy taken by employer under 
clause 5 of the War Injuries Compensation Insurance 
Scheme. 

I certify that to the best of my knowledge and belief 
no other application for compensation in respect of this 
injury has been made by any person and that I am acting 


on behalf of the 


wrkinan 

dependant (s) if the workman 


with 


express consent. 

The Compensation may be made payable at 


his 

their 


Post-o ffice 

Government Treasury 

I also certify that the information furnished in the 
statement is true to the best of my knowledge and belie! 
Date . . 

(Signature of Employer or the person making the appli- 
cation) . 

fTo be filled up by the employer when the applica- 
tion is made by him. 


FORM I 


I 

We, the firm of Messrs. 


do hereby certify 


(i) that whose age and description are given 

below 


(a) was a workman in employment under 

ticket number (if any) and employed in 

......... department 

(t>) was last at work under 

' <ha ft tm 


and 
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(c) that his wages as entered in the last wage/ roll 
were at the rate of Rs.- per mensem ; 1 

(ii) that- 1 — have taken out a Policy of Insurance 

we 

under the War Injuries Compensation Insurance 

Scheme with Company at and the 

number and date of the Policy are. . ; 


(Hi) 

paid by 


no advance payment 

that a n advance payment of Hs. has/ha V6 bfcGH 

advance payments aggregating to Rs. 


me said workm an 

us dependant(s) of the said workman. 


Age of workman. 
Description of workman. 
Nature of injury. 


Date 


(Signature of employer). 


FORM J. 

Award under the War Injuries Compensation Insurance 

Scheme 


Claims Office for (area) 

Name of Claims Officer 

Name of person g ugrtag_tni 2! y _ 

Napne of father of such person (in case of married 
woman* of husband). 

Date and place of in jury /death. 

Age Residence 

Caste 

Profession Nationality 

■ Compensation in favour of (block capitals) . 

Name of father of such person if other than the per- 
son sustaining qua'ifying injury (in the case of married 
woman, of husband). 

Description of such person. 
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Age Residence 

Caste. Profession 

Amount of compensation. 

A lump sum of Rs. and in addition a payment of Rs. 
per 

Guardian, if any 

Period for which the payment is sanc- 

tioned, with the date of commencement. 

Payable at 


on the 


Being satisfied that the sum of Rs 


of each Port-offic* 

Govt. Treasury, 
the amount 


unrepaid balance 


of an advance payment made in accordance with sub- 
clause (1) of clause 11 of the War Injuries Compensation 
Insurance Scheme, by (name and 

address) the employer of 

in respect of whose injury this award is made, is due to 
the said employer, I direct that the said sum be deducted 
from the lump sum payable under this award in the fol- 
lowing manner : 

Deduction from lump sum payment of Rs 


and in addition deduction of Rs, 

months 

quarteis. 


per 


?° nth for 

quarter 







Amount of advance of 


4* 

Signature or 

Signature of 

Date 

Rs. to be recovered 


i t 

thumb im- 

Post- master 

stamp 

in lump 

1 

!*s i 

pr salon 

or other 

of 

instalments of Rs. 

£ 

| 5 

of payee 

authorised 

office 

each from each payment 

Pa 



officers. 


for remittance to the 






employer. 

(i) 

(2) 

(8) 

<*) 

(5) 

<«) 


1 1 

l.l II 


Date and signature of Claims Officer. 
Forwarded to the payee through the 


Deputy Collector/Asgtetant CommUgioner 
Collector/Deputy Commissioner 

of District. 
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FORM K. 

Application for Exemption. 

Name of employer. 

Full address. 

Particulars of concern or concerns in respect of which 
exemption is sought. 

Name of concern. 

•Number of workmen employed. 

Average monthly wage bill. 

Period for which exemption is sought. 

Reasons for asking for exemption. 

Amount of compensation which the employer has 
undertaken to give to the employees. 

The name of the firm with which the liability has 
been insured- 

Number and date of Policy. 

Period covered by the Insurance. 

I declare that the information given above is true. 

Date (Signature of employer). 

•Only workmen to whom the Act would be applicable 
should be included. 


War Injuries (Compensation Insurance) Act, 

*943 

(Govt, of India, Department of Labour Notification No. L.-WXS. 
828(2), dated the 16th December, 1943). 

In exercise of the powers conferred by sub-section (1) of 
section 20 of the War Injuries (Compensation Insurance) Act, 
1943 (xxin of 1943) , the Central Government is pleased to make 
the following rules, namely : — 

Short title and extent. 

"1. Short title and extent: — (a) These rules may be called 
the Wat Injuries Compensation Insurance Rules, 1943. > 
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(b) They extend to the whole of British India, including all 
excluded and partially excluded areas to which the War 
Injuries Compensation Insurance Scheme applies. 

Interpretation. 

28. In these Rules, — 

(a) “Act” means the War Injuries (Compensation Insurance) 
Act, 1943; 

<b) “Scheme” means the War Injuries Compensation In- 
surance Scheme; 

(c) “Form” means a form appended to these Rules; 

id) “quarter” means a period of three months, commenc- 
ing on the first day of April, July, October or January, 
respectively. 

Ascertainment of Wage Bill. 

3. The wage bill of an employer shall be computed by ag- 
gregating the gross cash wages of all workmen employed by him 
but shall exclude all that part of gross cash wages of individual 
employees which exceeds Rs. 300 per month, and all allowances 
given against increased cost of living. 

Form of Policy. 

4. Every policy shall be in Form X. 

* 5. The period for the purposes of clause ($0 of sub-section 
(5) of section 7 of the Act shall be a quarter or if the employer 
*ifc in the business concerned, only for a portion of any quarter, 
then that portion. 

Date by which policy to be taken. 

6. An application for taking out a policy of insurance shall 
be made — 

(a) if the employer had been an employer for one quarter 
before the 1st January 1944, then on or after 10th Jan- 
uary 1944 and not later than 23rd March 1944; 

(b) hi all other cases before the 1st August 1944 or within 
one month from the end of the quarter during which 
the employer, became an employer, whichever is later. 

jFfrq* and manner of accounts. 

7. An account of all sums received into and paid out of the 
Fun^ shall, be prepared in Form Y and shall be published every 
sia months In the Official Gazette. 

Pert od of appeal. 

8. An appeal under sub-section (3) of section 14 of the Act 

shall be made within ninety days of the determination made 
under sub-section (1) of that section. ’ 

■ , ... r . « r » — v * 

^ The fora 'complete' omitted vide Government of Bombay Gazette Part IV*o p. 63J 

8 Substituted vide Ibid. 
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Recovery. 

9 . The Claims Officer may, on default by an employer, re- 
cover as an arrear of land revenue and amount payable by the 
employer under this Act, and the Claims Officer shall be deem- 
ed to be a public officer within the meaning of section 5 of the 
Revenue Recovery. Act, 1890. 


FORM X 


Policy No. 

Government of India. 

WAR INJURIES (COMPENSATION INSURANCE) 
ACT, 1943. 

Policy of Insurance against liabilities thereunder. 

This Policy and the Specification hereto’ (which forms 
an integral part of this Policy) shall be read together as 
one contract and the words arid expressions to which spe- 
cific meanings have been attached in the Specification shall 
bear those meanings wherever they may appear. 

The Specification. 

The Governor General The Governor General of 

India in Council. 

The Government Agent. 

The Insured. Name. 

Business Address 

Trade or business 

Situation of Factory •..».*.« 

Mine or Establishment 

Schedule of Wages declared to have been paid during the 
undemoted period. 

Period. Total Wages 

and Allowances. 
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Quarter A. Direct employees earning less • 

ended. than Rs. 300 per month. 

B. Direct employees earning more 
than Rs. 300 per month. 

Rs. 


Advance against premium Rs. received on the day 

of 194 . 


WHEREAS the Insured has made and forwarded to 
the Government Agent a signed application for insurance 
which application the Insured has agreed shall be the basis 
of this Policy and has paid the advance of premium 
named above. 

Now this Policy witnesseth that in consideration of 
the Insured paying to the Governor General the said ad- 
vance of permium the Governor General agrees [subject 
to the provisions contained in the War Injuries (Compen- 
sation Insurance) Act, 1943 and the Scheme and Rules 
made thereunder which provisions shall so far as the na- 
ture of them respectively will permit be deemed to be con- 
ditions precedent to the right of the Insured to recover 
hereunder] that if during the present hostilities any em- 
ployee to whom the said Act applies shall sustain any War 
Injury for which the Insured is liable to pay compensation 
under the said Act then the Governor General will inde- 
mnify the Insured against all sums for which the Insured 
shall be so liable. 

' In witness whereof I being duly authorised in that 
behalf have hereto set my hand on behalf of the Governor 
General. 


(Date of issue). 
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FORM Y. 

Account of sums received into and paid out of the War Injuries 
Compensation Insurance Fund during the six months ending 

194 


| Receipts | 

Amount 

* 

Progress 

of 

receipts 
up to 

9 

the and 

of 


Expenditure 



Progress 
Fof ex- 
penditure 
up to 
the end 
of 


Rs. a. p. Rs. 

1. Advances 
of pre- 
mium. 


2. Advances 
from 
G^n er al 
Revenues 
under sec- 
tion 11(2) 


8. Miscellan- 
eous. 


1. Compensation un- 
der the War Injuries 
Compensation Insu- 
rance Scheme. 

2. Remuneration and 
expenses of Govern- 
ment Agents. 

3. Expenses of the 
staff employed to 
do the work in the 
Provinces and at the 
headquarters of the 
Central Government. 

4. Expenses of the 
additional staff em- 
ployed to cope with 
the audit and ac- 
counting arrange- j 
ments. 

5. Repayments of ad- 
vances made under 
clause 11 of the War 
Injuries Compensa- 
tion Insurance 
Scheme. 

6. Miscellaneous. 


Rs. 


a. p, 


Rs. a. 


P- 


LIST OF GOVERNMENT AGENTS APPOINTED 
UNDER THE ACT. 

(Department of Labour Notification No* L-W.I.S. 828(3), 
dated the lGth December 1943). 

It is hereby notified for general information that, in 
pursuance of section 8 of the War Injuries (Compensation 
Insurance) Act, 1943 (XXIII of 1943), the Central Govern- 
ment has been pleased to employ as its agents for the pur- 
poses of the said Act the firms specified in the Schedule 
hereto annexed. 
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THE SCHEDULE. 

1. Advance Assurance Co., Ltd. 

2. Alliance Assurance Co., Ltd., 

3. American Insurance Company oi Heviatk, N.J. 

4. Anand Insurance Co., Ltd., 

5. Asian Assurance Co., Ltd., 

6- Atlas Assurance Co., Ltd., . 

7. Baloise Fire Insurance Company, Ltd., 

8. Bankers’ and Traders’ Insurance Company, Ltd., 

of Sydney. 

9. Bharat Fire and General Insurance, Limited. 

10. Bombay Fire and General Insurance Co., Ltd. 

11. British America Assurance Company. 

12. British and Foreign Marine Insurance Company, 

Ltd- 

13. British Crown Assurance Corporation, Ltd. 

14. British Equitable Assurance Company, Ltd. 

15. British Fire Insurance Company, Limited. 

16. British General Insurance Company, Limited. 

17. British India General Insurance Company, Ltd. 

18. British Traders’ Insurance Company, Ltd. 

19. Caledonian Insurance Company. 

20. Canton Insurance Office, Limited. 

21. Central Insurance Company, Limited. 

22. Century Insurance Company, Limited. 

23. China Fire Insurance Company, Limited. 

24. Clive Insurance Company, Limited. 

25. Commercial Union Assurance Company, Limited. 
26., Concord of India Insurance Company, Limited. 
26-A. Co-operative Assurance Company, Limited. 

27. Co-operative Fire and General Insurance Society, 

Ltd. 

28. Deepak General insurance Co., Ltd., 

29. Devkaran Nanjee Insurance Co., Ltd., 

30. Eagle Star Insurance Co., Ltd. 

31. Eastern Federal Union Insurance Co., Ltd., 

32. pastern United Assurance Corporation, Ltd., 

33. ErhplOyers’ Liability Assurance Corporation, Ltd. 

34. Essex and Suffolk Equitable Insurance Society Ltd. 
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♦iff 


35. Fine Art and General Insurance Co., Ltd., 

36. Free India General Insurance Co.* Ltd., 

37. Fire and General Insurance Co. of India, Ltd., ’ 

38. General Accident, Fire and Life Assurance Corpo- 

ration, Ltd. 

38A. General Assurance Society, Ltd. 

39. Great American Insurance Company. 

40. Gresham Fire and Accident Insurance Society, Ltd., 

41. Guardian Assurance Company, Limited, 

42. Habib Insurance Company, Limited. 

43. Hartford Fire Insurance Company, Limited ■ of 

Hartford. 

44. Helvatia Swiss Fire Insurance Company Limited, 

of St. Gall. 

45. Hercules Insurance Company, Limited. 

45A. Hindustan General Insurance Society, Ltd., 

46. Home Insurance Company. 

47. Hong Kong Fire Insurance Company, Limited. 

48. Hukamchand Insurance Cmpany, Limited. 

49. Indemnity Marine Assurance Company, Limited. 

50. Indian Globe Insurance Company, Limited. 

51. Indian Guarantee and General Insurance Company, 

Limited. 

52. Indian Mercantile Insurance Company, Limited. 
52A. Indian Trade and General Insurance Co-, Ltd. 

53. Insurance Office of Australia, Limited. 

54. Java Sea and Fire Insurance Company, Limited. • 

55. Jupiter General Insurance Company, Limited. 

56. Jayabharat Insurance Co., Ltd., 

56 A. Messrs. Hind Insurance Co., Ltd., 

57. Law Union and Rock Insurance Company, Limited. 

58. Legal and General Assurance Society, Limited of 

London. 

59. Liverpool and London and Globe Insurance Ceto- 

pany, Ltd. 

60. London Assurance (The). 

61. London Guarantee and Accident Company, Limited. 

62. London and Lancashire Insurance Company, Ltd., 
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63. London and Provincial Marine and General Insur- 

ance Company, Ltd. 

64. London and Scottish Assurance Corporation, Ltd., 

65. Maritime Insurance Company, Limited. 

66. Mercantile Fire Insurance Company of Canada. 

67. Millowners’ Mutual Insurance Association, Limited. 

68. Motor Union Insurance Company, Limited. 

69. national Employers Mutual Generali Association, 

Ltd- 

70. National Fire and General Insurance Company, Ltd. 

71. National Insurance Company of Great Britain, Ltd. 

72. Omitted. 

73. New Asiatic Insurance Company, Limited. 

74. New Great Insurance Co. of India, Limited. 

75. New India Assurance Company, Limited. 

76. New Zealand Insurance Company, Limited. 

77. North China Insurance Company, Limited. 

78. Northern Assurance Company, Limited. 

79. North British and Mercantile Insurance Company, 

Ltd- 

80. Norwich Union Fire Insurance Society, Limited. 

81. Ocean Accident and Guarantee Corporation, Ltd., 

82. Ocean Marine Insurance Company, Limited. 

83. Overseas Assurance Corporation, Limited. 

84. Orient Insurance Company of Hartford, U.S.A. 

85. Palatine Insurance Company, Limited. 

86. Pandyan Insurance Company, Limited. 

87. Pearl Assurance Company, Limited. 

88. Phoenix Assurance Company, Limited. 

89. Pioneer Fire and General Insurance Company, Ltd. 

90. ' Prithvi Insurance Company, Ltd. 

91. Provincial Insurance Company, Limited. 

92. Prudential Assurance Company, Limited. 

93- Queen Insurance Company of America. 

94. Queensland Insurance Company. 

95. Railway Passengers’ Assurance Company. 

• 96. Reliance Marine Insurance Company, Limited.: 

97. Royal Exchange Assurance Corporation. 
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98. Royal Insurance Company, Limited. 

99. Ruby General Insurance Company, Limited. 

100. Scottish Insurance Corporation, Limited. 

101. Scottish Union and National Insurance Company. 

102. Sea Insurance Company, Limited. 

103. Sentinel Assurance Company, Limited. 

104. South British Insurance Company, Limited. 

105. South India Fire and General Insurance Company 

(Coimbatore), Ltd. 

105-A. Standard General Assurance Co., Ltd. 

106. State Assurance Company, Limited. 

107. Sun Insurance Office, Limited. 

108. Tropical Insurance Company, Limited. 

109. Thames and Mersey Marine Insurance Company, 

Limited. 

110. Triton Insurance Company, Limited. 

111. Union Assurance Society, Limited. 

112. Union Insurance Society of Canton, Limited. 

113- Union Marine and General Insurance Company, 
Limited. 

114. United India Fire and General Insurance Company, 

Ltd. 

115. United Scottish Insurance Company, Limited. 

116. Universal Fire and General Insurance Company, 

Limited. 

117. Viswabharati Insurance Co., Limited. 

118. Vulcan Insurance Company, Limited. 

119. Warden Insurance Company, Limited. 

120. West of Scotland Insurance Office, Limited. 

121. Western Assurance Company of London and 

Toronto. 

122. World Marine and General Insurance Company, 

Limited. 

123. Yang-tsze Insurance Association, Limited. 

124. Yorkshire Insurance Company, Limited. 
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NOTIFICATION. 

No. L.-W.I.S. 828, dated New Delhi, the 5th Aprtl 1944V 
In pursuance of clause (/) of section 6 of thenar In- 
juries (Compensation Insurance) Act, 1943 (XXtll of 
1943), the Central Government is pleased to specify em- 
ployment as a civil trainee in centres, other than factories, 
under the Government of India, Department of labour, 
Technical Training Scheme for the purposes of the said 
section. 

(vide G. of B. Gaz. Part IV-C. p. 293 of 20-4-1944) 


War Risks (Factories) Insurance Ordinance 

1942 

ORDINANCE No. XII of 1942. 

As amended by Ordinance No. XXXII of 1942, XL of 
1942, No. IX of 1943 and No. IX of 1944 

An Ordinance to provide for the insurance of certain property 
against war risks. 

WHEREAS an emergency has arisen which makes it 
necessary io provide for the insurance of certain property 
against war risks; 

NOW, TttEnEFORE, in exercise of the powers con- 
ferred by section 72 of the Government of India Act, as 
set out in the Ninth Schedule to the Government of India 
Act, 1935, the Governor General is pleased to make and 
promulgate the following Ordinance: — 

Short title, extent and commencement. ■ 

1. (1) This Ordinance may be called the War Risks 
(Factories) Insurance Ordinance, 1942. 

(2) It extends to the whole of British India. 

(3) It sha'l come into force at once. 

Definitions, 

2. In th’s Ordinance, unless there is anything repug- 
nant in the subject or context, — 

1. TM* Ordi"»Tce U made applicable to the partially excluded areas in the Province of 
Boimbav. V‘de Govt. of Hfimb ’v f, *7.ette Pnrt IV-A p. 204 28*5-42. Also Amendment 
Ordinpive v n . XXXII of 1942 VI of 1942 vide Government of Bombay Gasette Part IV-A 
p. 877 of 22-9*42. 
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(a) “buildings” includes inundations, plinths, floors, 
staircases, tanks, engine and boiler beds, chimneys 
and -flues and boundary walls; 

(b) “factory” means a factory as defined in clause (j) 
of section 2 of the Factories Act 1934, and includes 
any. premises including the precincts thereof 
which, having at any time after the 31st day of De- 
cember, 1938, been a factory as defined in clause 
0) of section 2 of the said Act, have not been ex- 
empted under section 14 from the provisions of 
sections 5 of this Ordinance ; 

(c) “factory buildings” includes all buildings com- 
prised in the factory, and such other buildings 
(including residential buildings for staff and 
workmen, hospitals and welfare centres) within 
a radius of two miles from the main factory build- 
ings as are in the same ownership or occupation as 
the factory and are used for the purposes of the 
factory ; 

(d) “the Fund” means the War Risks (Factories) In- 
surance Fund constituted under section 7; 

(e) “Insurable value” of property means the value of 
the property as ascertained for the purposes of 
insurance under this Ordinance ; 

(f) “occupier” of a factory has the meaning assigned 
to the word in clause (l) of section 2 of the Fac- 
tories Act, 1934 ; 

(g) “owner” of a factory includes, when parts of the 
property insurable under this Ordinance in rela- 
tion to the factory are owned by different persons, 
each such person in respect of the part owned by 
him; 

(h) “prescribed” means prescribed by rules made 
under this Ordinance; 

<i) “property insurable under this Ordinance” means 
in relation to any factory, the factory buildings 
and, except where they are for the time being 
goods insurable under the War Risks (Goods) In- 
surance Ordinance, 1940, all plant and machinery 
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in the factory, all materials in the factory for us 
in the production or transmission of motive powei 
or in the maintenance of plant and machinery o: 
in the construction or reconstruction or mainten 
ance of plant and machinery or in the construe 
tion or reconstruction or maintenanbe of factor; 
buildings, and such other plant, machinery or ma 
terials as may be prescribed. 

(ii) “quarter” means a period of three months com 
mencing on the first day of March, June, Sep 
tember or December. 

(j) “the Scheme” means the War Risks (Factories 
Insurance Scheme referred to in sub-section (1 
of section 3; 

(k) “war risks” means such risks arising from — 

(i) action taken by an enemy or action taken i: 
combating an enemy or in repelling an ima 
gined attack by an enemy, 

(ii) measures taken under proper authority t 
avoid the spreading of, or otherwise to miti 
gate, the consequences of damage occurrin 
(whether accidentally or not) as the direct re 
suit of any such action as aforesaid, 

(iii) pecautionary or preparatory measures take 
under proper authority with a view to pre 
venting or hindering the carrying out of an; 
attack by an enemy, being measures invoh 
ing risk to property, 

(iu) precautionary or preparatory measures in 
volving the doing of work on land and take 
under proper authority in any way in antic 
pation of enemy action, being measures ii 
volving risk to property, 

(v) precautionary or prepartory measures take 
under proper authority with a view to denj 
ing facilities to an enemy, being measures ii 
volving damage to or diminution of the valu 
as may be prescribed. 
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War Risks (Factories) Insurance Scheme. 

3. (1) The Central Government may, by notification 

in the Official Gazette, put into operation a scheme to be 
called the War Risks (Factories) Insurance Scheme, 
whereby the Central Government undertakes in relation 
to factories the liabilities of insuring against war 
risks, to the extent provided by and subject to the provi- 
sions of this Ordinance, property insurable under this 
Ordinance which appertains to a factory. 

(2) The Scheme may be such as to provide for the 
undertaking by the Central Government of its liabilities 
under the Scheme as from a date anterior to the inaugura- 
tion of the Scheme, or to the commencement of this Ordi- 
nance. 

(3) The Scheme may extend to the undertaking by 
the Central Government in relation to any person of the 
liability of insuring such person against war risks in res- 
pect of any property insurable under this Ordinance which 
is not owned by him but in which he has an interest, up 
to the extent of such interest. 

(4) The Scheme shall be such as to secure — 

(a) that the liability of the Central Government as 
insurers shall not extend to more than eighty per 
cent, of the insurable value of the property insur- 
able ; 

(b) that in respect of each claim the insured shall 
bear twenty per cent, of the loss or damage, or 
such other amount as may be fixed, with reference 
to the insurable value of the property insurable, 
in accordance with the prescribed scale, which- 
ever is the greater ; 

(c) that any liability of the Central Government as 
insurers under the Scheme is determined by a 
policy of insurance issued in the prescribed form 

> and in respect of a prescribed period by a person 
acting on behalf of the Central Government; 

(d) that any premium under a policy so issued is pay- 
able at such rate as may for the time being be 
prescribed. 


76 
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(5) The Scheme may provide — 

(a) for undertaking in relation to works in course of 
construction which, when completed, will become 
factories, and such plant and machinery 
appertaining to such works as may be prescribed, 
the same liabilities as are undertaken by the 
Scheme in relation to factories ; 

(b) that the payments due under a policy of insurance 
issued under the Scheme may, at the option of 
the Central Government, take either of the follow- 
ing forms, namely : — 

(i) payment, within the limits of the liability as- 

sumed by the Central Government and in 
such manner and by such instalments 
as the Central Government may think 

fit, of the cost necessary to restore the 
property as far as practicable to the condition 
in which it existed before the occurrence of 
the damage, or 

(ii) compensation, within the aforesaid limits, for 
the loss in value, ascertained on the basis of 
values and prices ruling at the time at which 
the policy of insurance was taken out, or at 
which the loss occurred, whichever is less, 
suffered, by the property as a result of the 
damage, after due allowance has been made 
for depreciation during the period of insurance 
cover ; 

(q) that payments due under a policy of insurance 
issued at any time on or after the 29th day of 
May, 1942, under the Scheme may be postponed 
to any time before the expiry of one year from 
the date of the termination of the present hostili- 
ties, or, subject to payment of interest at the rate 
of two per cent, per annum from the expiry of 
the said year to any later date ; 

(d) for making it an express or implied condition of 
any policy of insurance issued under the Scheme — 
(i) that the owner or occupier of a factory shall 
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comply with all regulations or instructions. . 
made or issued under the • authority of Gov- 
ernment for safeguarding the property against 
damage from war risks, or 
(ii) that, where the Central Government exer- 
cises its option to pay the cost necessary to re- 
store the property to its original condition, the 
owner of the factory shall, if so required by 
the Central Government, reconstruct the fac- 
tory or remove the factory to and reconstruct 
it in another locality. 

(6) 1 Different forms of policies, different rates of pre- 
mium and different periods of insurances may be prescrib- 
ed under sub-section (4) for the purpose of differentiating 
from other factories and other property insurable under 
this Ordinance — 

(a) premises becoming factories after the inaugura- 
tion of the Scheme, 

(aa) 2 premises which were factories on the 29th day 
of May 1942 but were not insured under this Ordi- 
nance before the 31st day of March, 1944 ; 

(b) property insurable under this Ordinance which 
consists of additions made after the inaguration 
of the Scheme to the property insurable under this 
Ordinance appertaining to a factory. 

(c) property insurable under this Ordinance which 
consists of restorations or reconstructions of pro- 
perty insurable under this Ordinance which has 
after the inauguration of the Scheme suffered 
damage or destruction arising from a war risk. 

(d) works in course of construction (whether con- 
struction was begun before or after the inaugura- 
tion of the Scheme) which, when completed, will 
become factories, and subsequent additions to such 
works. 


1. Substituted vide War Risks Insurance (extending) Ordinance No. IX of 1944 of 
11-8*44. 

9. Added vide Ibid* 
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Employment of agents by the Central Government. 

4 . The Central Government may employ or authorize 
the employment of any person or firm to act as its agents 
for any of the purposes of this Ordinance, and may pay 
to persons or firms so employed such remuneration as the 
Central Government thinks fit : 

Provided that no person or firm shall be so employed 
unless that person or firm is either — 

(a) a member of an association prescribed in this be- 
half, or 

(b) a person who in British India has a standing con- 
tract with underwriters who are members of the 
Society of Llyod’s whereby such person is autho- 
rized within the terms of such contract to issue 
protection notes, cover notes or other documents 
granting insurance against war risks. 

Compulsory Insurance. 

5. (1) Every owner of a factory, except a factory be- 
longing to the Crown or a factory exempted under section 
14 from the provisions of this Ordinance, shall by such 
date as may be specified in this behalf by the Central Gov- 
ernment, by notification in the Official Gazette, or, in res- 
pect of premises becoming a factory or property becoming 
property insurable under this Ordinance after that date 
or in a case to which sub-section (2) refers, before the 
commencement of the quarter next following that in 
which the premises become a factory, or the property be- 
comes insurable under this Ordinance, or as the case may 
be, in which the reconstruction of the factory is complet- 
ed, or before the expiry of seven days from the commence- 
ment of the War Risks (Factories) Insurance (Amend- 
ment) Ordinance, 1942, whichever is later, take out a po- 
licy of insurance against war risks issued in accordance 
with the Scheme, whereby he is insured in respect of all 
property insurable under this Ordinance which appertains 
to the fatcory for a sum not less than the insurable value of 
such property : 

Provided that, where the owner of the factory is not 
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himself the occupier of the factory, the occupier of the 
factory shall, unless the owner has already taken out a 
policy of insurance as required by this sub-section, him- 
self take out the policy, and in such a case the occupier 
shall be deemed to act as the agent of the owner and shall 
be entitled to receive from the owner all sums paid as pre- 
miums on the policy. 

(2) The obligation imposed by sub-section (1) in- 
cludes, when the owner of the factory is required by the 
Central Government to reconstruct a factory which has 
suffered damage, an obligation to take out an additional 
policy of insurance as required by the sub-section in res- 
pect of the reconstructed factory. 

(3) When a factory in respect of which a policy of 
insurance against war risks has been taken out as required 
by this section is transferred from one owner to another 
or there is a change of occupier of the factory, the policy 
may be transferred to the new owner or occupier, and 
such new owner or occupier shall succeed to all rights and 
liabilities under and in relation to the policy as if the 
policy had been in. the first instance taken out by him. 

(4) ‘Whoever contravenes the provisions of sub-sec- 
tion (1) or the proviso thereto, or having taken out a po- 
licy of insurance as required by that sub-section, fails to 
pay any instalment of premium thereon which is subse- 
quently due, shall be punishable with fine which may ex- 
tend to two thousand rupees and with a further fine which 
may extend to one thousand rupees for every day after 
the first on which the contravention or failure continues, 
and such punishment shall be withdut prejudice to any 
other penalty or liability incurred in consequence of such 
contravention or failure. 

(5) Where any offence under sub-section (4) is tried 
by a Presidency-magistrate or a Magistrate of the first 
class then, notwithstanding anything contained in the 
Code of Criminal Procedure, 1898, the Magistrate trying 
the offence may pass any sentence authorised by that sub- 
section. 
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Restriction on carrying on certain insurance business; 

6. (1) After the date on which the Scheme is put 
into operation no person shall, except as a person autho- 
rized by the Central Government as their agent to issue 
policies in pursuance of the Scheme, carry on the business 
of insuring factories in British India against war risks in 
respect of property insurable under this Ordinance. 

(2) Whoever contravenes the provisions of sub-sec- 
tion (1) shall be punishable with fine which may extend 
to five thousand rupees and with a further fine which may 
extend to one thousand rupees for every day after the first 
on which the contravention continues. 

War Risks (Factories) Insurance Fund. 

7. (1) The Central Government shall establish a 
fund for the purposes of this Ordinance to be called the 
War Risks (Factories) Insurance Fund into which shall 
be paid all sums received by the Central Government by 
way of insurance premiums under the Scheme or by way 
of payments made on composition of offences under sec- 
tion 12, or under any provision of law corresponding there- 
to in force in an Indian State, or in the French Establish- 
ments in India, or in the territories (hereinafter referred 
to as administered Areas) set out in the Schedule, or by 
way of expenses or compensation awarded by a Court, 
under section 545 of the Code of Criminal Procedure, 1898, 
out of any fine imposed under this Ordinance and out of 
which shall be paid all sums required for the discharge by 
the Central Government of any of its liabilities under the 
Scheme, or for payments by the Central Government un- 
der section 9, or for the payment by the Central Govern- 
ment of the remuneration and expenses of agents employ- 
ed for the purposes of the Scheme. 

(2) If at any time when a payment is to be made out 
of the Fund the sum standing to the credit of the Fund is 
less than the sum required for the making of that payment 
an amount equal to the deficiency shall be paid into the 
Fund as an advance out of general revenues. 
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(3) If at any time the amount standing to the credit 
of the Fund exceeds the sum which, in the opinion of the 
Central Government, is likely to be required for the mak- 
ing of payments out of the Fund, the excess shall be paid 
into general revenues. 

(4) The Central Government shall prepare in such 
form and manner as may be prescribed and shall publish 
either annually, or at such shorter intervals as may be 
prescribed, an account of all sums received into and paid 
out of the Fund. 

Power of Central Government to obtain information. 

8. (1) Any person authorised in this behalf by the 

Central Government may, for the purpose of ascertaining 
whether or not the owner or occupier of any property re- 
quired to be insured under this Ordinance has taken out 
a policy of insurance as required by this Ordinance in res- 
pect of such property, or for the purpose of investigating 
the insurable value of any property insured, or required to 
be insured, or proposed for insurance under this Ordinance 
or for the purpose of estimating the damage suffered by 
any property insured under this Ordinance, — 

(a) require the owner or occupier of the property, or 
any person carrying on in British India the busi- 
ness of fire insurance in respect of the property, 
to submit to him such accounts, books or other 
documents, or to furnish to him such information 
as he may reasonably think necessary, or 

(b) at any reasonable time enter any premises com- 
prising or containing the property, inspect such 
premises or property, and require any person 
found on such premises whom he believes to be in 
possession of information relevant to his investi- 
gation, to furnish to him such information as he 

* may reasonably think necessary. 

(2) Whoever wilfully obstructs any person in the 
exercise of his powers under this section or fails without 
reasonable excuse to comply with any request made there- 
under shall, in respect of each occasion on which any such 
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obstruction or failure takes place, be punishable with fine 
which may extend to one thousand rupees. 

(3) Whoever, in purporting to comply with his ob- 
ligations under this section, knowingly or recklessly makes 
a statement false in a material particular, shall be punish- 
able with fine which may extend to one thousand rupees. 

Payments towards cost of removal and reconstruction of 
factory. 

9. Where the Central Government requires the own- 
er of a factory to remove the factory and to reconstruct it 
in another locality, the Central Government shall make 
to such owner out of the Fund such payments, in addition 
to any sum payable under the policy of insurance, as it 
considers sufficient to defray the cost of the removal and, 
if necessary, the replacement of any part of the property 
in respect of which no compensation is payable. 

Recovery of premiums unpaid. 

10- (l)Without prejudice to the provisions of sub- 
section (4) of section 5, where any person has failed to 
insure as, or to the full amount required by this Ordi- 
nance, and has thereby evaded the payment by way of 
premium of any money which he would have had to pay 
but for such failure, an officer authorised in this behalf by 
the Central Government may determine the amount pay- 
ment of which has been so evaded and the amount so de- 
termined shall be payable by ^uchperson and shall be re- 
coverable from him as provided in sub-section (2). 

(2) Any instalment of premium due on a policy of 

insurance issued under the Scheme, and any amount de- 
termined as payable under sub-section (1) shall be re- 
coverable as an arrear of land-revenue and shall be a first 
charge on the property in respect of which the default 
was made. # 

(3) A person against whom a determination is made 
under sub-section (1.) may, within the prescribed period, 
appeal against such determination to the Central Govern- 
ment whose decision shall be final. 
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Limitation of prosecutions. 

11 . No prosecution for any offence punishable under 
this Ordinance shall be instituted against any person ex- 
cept by or with the ( consent of the Central Government or 
an authority authorised in this behalf by the Central Gov- 
ernment. 

Composition of offences. 

12 . Any offence punishable under sub-section (4) of 
section 5 may, either before or after the institution of the 
prosecution, be compounded by the Central Government, 
or by any authority authorized in this behalf by the Cen- 
tral Government, on payment for credit to the Fund of 
such sum as the Central Government or such authority, 
as the case may be, thinks fit. 

Bar of legal proceedings. 

13. (1) No suit, prosecutions or other legal proceed- 
ings shall lie against any person for anything which is in 
good faith done or intended to be done under this Ordi- 
nance. 

(2) On and after the 29th day of May, 1942, no suit 
shall be maintainable in any civil court against the Cen- 
tral Government, or a person acting as its agent under sec- 
tion 4, for the refund of any money paid or purporting to 
have been paid as premium on a policy of insurance taken 
out or purporting to have been taken out under this Ordi- 
nance. 

Power to exempt factories. 

14 . (1) The Central Government may, by notifica- 
tion in the Official Gazette, exempt any factory or any 
description of factories or any premises including the pre- 
cincts thereof which have at any time after the 31st day 
of December, 1938, been a factory as defined in clause (j) 
of section 2 of the Factories Act, 1934, from the provisions 
of this Ordinance requiring such factories or premises to 
be insured or to continue to be insured under this Ordi- 
nance; but such exemption shall not prejudice the inflic- 
tion of any penalty or the accrual of any liability incurred 
before the date on which the exemption takes effect. 
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Power to make rules- 

(2) In granting any exemption under this section 
the Central Government may direct that the exemption • 
shall take effect or be deemed to have taken effect on a 
specified date after or before the date of the notification. 

15. (1) The Central Government may, by notifica- 
tion in the Official Gazette, make rules to carry into effect 
the provisions of this Ordinance. 

(2) Without prejudice to the generality of the fore- 
going power, such rules may — 

(a) prescribe the method of ascertaining the value of 
property for the purposes of insurance under this 
Ordinance ; 

(b) prescribe the plant machinery and materials 
other than plant, machinery and materials in the 
factory which shall be property insurable under 
this Ordinance. 

(c) prescribe the risks which shall be deemed to be 
war risks for the purposes of clause ( k ) of section 
2 ; 

(d) prescribe the forms of the policies of insurance 
referred to in clause (c) of sub-section (4) of sec- 
tion 3 and the period in respect of which such po- 
licies shall be issued ; 

(e) prescribe the associations referred to in clause (a) 
of the proviso to section 4; 

(/) prescribe the form of and the manner of prepar- 
ing the account referred to in sub-section (4) of 
section 7. 

(g) prescribe the procedure in making determinations 
and in presenting appeals from determinations 
made under section 10. 

Power of Central Government to extend Ordinance and 
scheme to certain insurance projects. 

16. (1) The Central Government may, by Order, 
declare that the provisions of this Ordinance and of the 
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Scheme made thereunder shall apply to the insuring against 
war risks of— 

(a) the plant and machinery, whether above or below 
ground, appertaining to mines as defined in the 
Indian Mines Act, 1923, buildings appertaining to 
mines and within a radius of two miles from the 
mine excavation and, in relation to such plant, 
machinery and buildings, such materials above 
ground as would if the mine were a factory, be in- 
cluded in the term “property insurable under this 
Ordinance” ; 

(b) the whole or a specified part of the distribution 
systems of gas supply undertakings generally, or 
of specified gas supply undertakings ; 

(c) the whole or a specified part of the distribution 
and transmission systems, sub-stations, switch 
houses and transformer houses of electric supply 
undertakings generally, or of specified electric 
supply undertakings. 

(d) the whole or a specified part of the sluice houses, 
valve houses, water-pipe lines, penstocks and any 
other plant and machinery pertaining to the in- 
take of hydraulic power of hydro-electric supply 
undertakings generally, or of specified hydro- 
electric supply undertakings, 

as they apply to property insurable under this Ordinance 
which appertains to a factory. 

(2) in interpreting this Ordinance as applied by a 
notification under clause (a) of sub-section (1) to mines, 
references to the owner of a factory shall be read as refer- 
ences to the owner or agent of a mine as defined in the 
Indian Mines Act, 1923, and references to the occupier of 
a factory shall be read as references to the agent of a mine 
as defined in that Act; and in interpreting this Ordinance 
as applied by notification or order under any of the clauses 
of sub-section (1) ‘property insurable under this Ordi- 
nance’ shall be inerpreted as 'meaning all property to 
which the Scheme is by the said notification or order de- 
clared to apply. 
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Application of the scheme to property in certain territories 
outside British India. 

17. (1) If the Central Government is satisfied that 
by the law of an Indian State or of the French Establish- 
ments in India or of the Administered Areas provision 
has been made substantially corresponding to the provi- 
sion made by this Ordinance requiring the owners or oc- 
cupiers of factories in that State or those Establishments 
or the Administered Areas, as the case may be, to take out 
policies of insurance against war risks, the Central Gov- 
ernment may, by notification in the Official Gazette, de- 
clare that this section shall apply to the territory of that 
State or of those Establishments or comprising the Admi- 
nistered Areas. 

(2) On the application of this section to any territory, 
the Scheme made under this Ordinance shall extend to 
the undertaking by the Central Government in respect of 
persons and property in such territory of the same liabili- 
ties, in the same manner, to the same extent and subject 
to the same conditions, as if the persons and property con- 
cerned were in British India. 

(3) On the application of this section to any terri-' 
tory, the provisions of section 6 shall be deemed to pro- 
hibit any person, except as a person authorised by the 
Central Government as their agent to issue policies' in 
pursuance of the Scheme, from carrying on after the date 
of the notification by which this section is applied the 
business of insuring factories in that territory against war 
risks in respect of property insurable under this Ordinance. 

(4) The references to factories in this section shall 
be construed as references to premises which, if they were 
situated in British India, would be factories as defined in 
this Ordinance. 

Refund of Insurance Premiums. 

18. The Central Government may, in any case in 
which it thinks fit, allow »a refund to be made of any sum 
paid by way of premium on a policy "of insurance issued 
or purporting to have been issued under this Ordinance. 
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THE SCHEDULE. 

1. The Cantonment of Baroda. 

2. The administered areas in the Western India States 
Agency specified in the Western Indian States Admini- 
stered Areas (Application of Laws) Order 1937. 

3. The administered areas in the Central India Agen- 
cy specified in the Central India Administered Areas (Ap- 
plication of Laws) Order, 1937. 

4. The Gwalior Residency Area. 

5. The District of Abu. 

6. The -administered areas in the Hyderabad State 
specified in the Hyderabad Administered Areas (Appli- 
cation of Laws) Order, 1937. 

7. The Civil and Military Station of Bangalore. 

8. The Kolhapur Residency Area and the Wadi Ja- 
ghir. 

9. The railway lands in the Western Indian States 
Agency specified in the notifications of the Political De- 
partment, Nos. 189-1. B. and 190-1. B. dated the 8th Sep- 
tember 1937. 

10. The Rajputana and Central India railway lands 
specified in the Rajputana and Central India Railway 
Lands (Application of Laws) Order, 1937. 

11. The Punjab States railway lands specified in the 
Punjab States Railway Lands (Application of Laws) Or- 
der, 1939. 

12. The Thana Circles in the Rewa Kantha Agency 
in the Gujerat Agency and the Dangs. 

13. The British Reserve in Manipur. 


War Risks (Factories) Insurance 
Ordinance, 1942 

RULES 

Notification No. 2-W.R.I. (F)/42, Dated the 2nd May 1942. 

In exercise of the powers conferred by section 15 of 
the War Risks (Factories) Insurance Ordinance, 1942 (No. 
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XII of 1942), the Central Government is pleased to make 
the following rules, namely : — 

1. (1) These rules may be called the War Risks 
(Factories) Insurance Rules, 1942. 

(2) They extend to the whole of British India includ- 
ing those excluded and partially excluded areas to which 
the War Risks (Factories) Insurance Ordinance, 1942 (No. 
XII of 1942), has been, or may hereafter be, applied by no- 
tification under sub-section (1) of Section, 92 of the Gov- 
ernment of India Act, 1935. 

2. In these rules, 'unless there is anything repugnant 
in the subject or context, — 

(i) “Government Agent” means any person or firm 
employed under section 4 to act as agent of the 
Central Government for any of the purposes of 
the Ordinance ; 

(ii) “Ordinance” means the War Risks (Factories) 
Insurance Ordinance, 1942 ; 

(iii) “Policy” means a policy of insurance issued un- 
der the Scheme, and includes the supplementary 
policies referred to in rule 5 ; 

(iv) “Section” means a section of the Ordinance. 

3. For the purposes of the Ordinance and these 
Rules — 

(1) the following risks shall be war risks, namely, 
the risks of — 

(a) damage occurring (whether accidentally or not) as 
the direct result of action taken by the enemy, 
or action taken in combating the enemy or in re- 
pelling an imagined attack by the enemy ; 

(b) damage occurring (whether accidentally or not) 
as the direct result of measures taken under pro- 
per authority to avoid the spreading of, or other- 
wise to mitigate, the consequences of such dam- 
age as aforesaid ; 

(c) accidental damage occurring as the direct result — 

(i) of any precautionary or preparatory mea- 
sures taken under proper authority with a 
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view to preventing or hindering the carrying 
out of any attack by the enemy, or 
(ii) of precautionary or preparatory measures in- 
volving the doing of work on land and taken 
under proper authority in any way in antici- 
pation of enemy action, 

being in either case, measures involving risk to 
property ; 

(d) damage occurring (whether accidentally or not) 
as the direct result of precautionary or prepara- 
tory measures taken under proper authority with 
a view to denying facilities to an enemy, being 
measures involving damage to or diminution of 
the value of property ; 

Provided that the measures mentioned in sub-clause 
(c) do not include the imposing of restrictions on the dis- 
play of lights or measures taken for training purposes : 

(2) such action against the enemy as is referred to 
in sub-clause (a) of clause (1) — 

(a) shall, in relation to any ship or, aircraft taking 
part in such action, be deemed to continue until 
the ship or aircraft has returned to its base ; 

(b) includes naval, military or air reconnaissances 
and patrols. 

4. (1) Every policy issued on or before the 31st day 
of March 1944 shall be in the form given in Part A of the 
First Schedule to these Rules. 

(2) Every policy issued after the 31st day of March 
1944 shall be in the form given in Part B of the First Sche- 
dule to these Rules and shall be in respect of a period end- 
ing on the 31st day of March 1945 or such subsequent date 
as the Central Government may by notification in the Offi 
cial Gazette direct under section 2 of the War Risks Insu- 
rance (Extending) Ordinance, 1944 (No. IX of 1944). 

5. (1) Every policy shall be in respect of property 
insurable under the Ordinance appertaining to a single 
factory. 

Provided that if a single building owned by one person 
houses several factories, the whole or that portion of the 
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building which houses the several factories may be insur- 
ed under a single policy. 

Provided further that when any plant, machinery and 
materials appertain to more factories than one such plant 
machinery and materials may be insured separately under 
a single Policy. 

(3) If during the currency of a policy, any additions 
are made to the property insurable under the Ordinance 
appertaining to the factory, a supplementary policy shall 
be taken out in respect of such additions. 

(3) A policy may be taken dut in relation to works in 
course of construction which when completed will be a 
factory. When the option is exercised the original insur- 
ance shall be effected by the 31st August 1942 or within 
a month from the date of the commencement of the works, 
whichever is later and a supplementary policy shall be 
taken out before the end of every quarter in which the 
insurable value of the property has increased or is expect- 
ed to increase as a result of additions made or to be made 
to the works. 

6. (1) The premium payable under any policy in 
respect of property which on the 29th May 1942 was insur- 
able under the scheme shall in respect of the period end- 
ing on the 31st day of March 1944, be four per cent, of the 
insurable value of the property calculated to the nearest 
anna on each complete sum of one hundred rupees and 
shall be paid in eight equal instalments as hereinafter 
prescribed. 

(a) Where the application for insurance is made not 
later than the 31st May 1942 or, being an applica- 
tion in respect of any property insurable in pur- 
suance of an order or a notification issued under 
section 16 or 17 section, not later than the 30th 
August 1942, the first instalment shall be payable 
along with the application and the other seven 
instalments shall be payable on or before the first 
day of each succeeding quarter. 

(b) Where the application for insurance is made after 
the appropriate date specified in clause («), it 
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shall be accompanied by all the instalments that 
would have been payable under clause (a) had the 
application been made not later than the appro- 
priate date specified therein, and the remaining? 
instalments shall be payable on or before the first 
day of each succeeding quarter: 

Provided that where the application for insurance is 
made on or after the 1st September 1942, but before the 
1st December 1942, and is in respect of a factory in any 
excluded or partially excluded area in British India, the 
application heed not be accompanied by more than two 
instalments of the premium ( provided that all the instal- 
ments due on or by the 1st December 1942 under this sub- 
rule shall be paid on or before the 1st December 1942. 

(2) The premium payable under any policy issued in 
respect of property which on the 29th May 1942 was not 
insurable under the Scheme shall be payable at such rate 
and in such instalments as may from time to time be fixed 
by the Central Government by notification in the Official 
Gazette. 

Provided that if the property insurable 1 other than 
property specified below is comprised in any of the pro- 
perties specified in section 16 or is situate in an excluded 
or partially excluded area or in any of the territories re- 
ferred to in section 17, the premium payable under the 
policy shall in respect of the period ending on the 31st day 
of March, 1944 be four per cent, of the insurable value 
calculated in the manner laid down in sub-rule (1) if the 
property was in existence on the 29th May 1942. 

2(o) boundary walls ; 

(b) all materials in the factory for use in the produc- 
tion or transmission of motive power, or in the 
maintenance of plant and machinery or in the 
construction or reconstruction or maintenance of 
factory buildings. 

(3) The premium payable under any policy in res- 
pect of any period subsequent to that ending on the 31st 

1 Added vide Government of Bombay Gazette Part IV-C p. 999 of 1-4-43* 

9 Added vWe ibid. 

77 
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day of March 1944 shall be payable at such rates and in 
such instalments as may, for the time being, be fixed by 
the Central Government by notification in the Official 
Gazette. 

7. For the purposes of insurance under the Ordinance, 
the insurable value of property shall be ascertained in ac- 
cordance with the following principles : — 

(a) The insurable value shall be the actual value or in 
the case of works in course of construction, the 
estimated value, of the property on the relevant 
date after making due allowance for any depre- 
ciation. 

(b) All plan and machinery which is part of the pro- 
perty to be insured under the Scheme shall be 
valued as part of a going concern and not as scrap. 

(c) The relevant date referred to in clause (a) shall 
be — 

(i) in relation to factories insurable under the 
Ordinance and any property insurable in pur- 
suance of a notification issued under section 
16 or section 17 — the date on which the appli- 
cation for insurance is made, and 

(ii) in relation to works in course of construction 
and additions made to property insurable un- 
der the Ordinance — the last day of the quarter 
in which the application for insurance is made. 

8. (1) Every application for insurance under the 
Scheme shall be in duplicate with the form given in Part 
A or Part B of the Third Schedule to these Rules accord- 
ing as the application is for an original or a supplementary 
policy, and shall be made to a Government Agent or to 
such officer as may be authorised by a Government Agent 
in this behalf. 

(2), i Ev^ry such application shall be accompanied by, 
the requisite instalment or instalments of the premium 
calculated in accordance with the provisions of rules 6 and 
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7, which amount may be remitted by bank draft, cheque, 
money order or postal order or delivered in cash. 

Note 1 . — The applicant may, if he so desires, remit more than the 
requisite instalments of the premium along with his application. 

Note 2 . — Where the remittance is by" cheque, the amount, if any, 
charged by the Government Agents’ bank as collection charges shall be de- 
ducted from the amount of the cheque, and the applicant given credit only 
for the balance. 

9. (1) Every policy issued on an application made 

before 29th May 1942, or if in respect of any property in- 
surable in pursuance of a notification issued under section 
16 or section 17, before the 31st August 1942, in accordance 
with the provisions of rule 8 shall be deemed to have taken 
effect from the 1st April 1942 and shall be made out accord- 
ingly. 

(2) Every policy issued on an application made on 
or after the 29th May 1942 or if in respect of any property 
insurable in pursuance of a notification issued under sec- 
tion 16 or section 17, (before) on or after the 31st August 
1942, shall take effect from the date of receipt of the ap- 
plication by the Government Agent, or, as the case may 
be, the officer authorised by the Government Agent, or 
on and from the date given in the application as the date 
on which the insurance is to commence, whichever is la- 
ter, and shall be made out accordingly. 

(3) Where any property insurable under the Ordi- 
nance is or has been damaged or destroyed from War risks 
before the 29th May 1942 or, in the case of property insur- 
able in pursuance of a notification issued under section 16 
or section 17, before the 31st August 1942, the owner or 
occupier of a factory or any other person interested in 
the property may make an application before the 29th May 
1942 or as the case may be 31st August 1942 in accordahce 
with the provisions of rule 8 for insuring the property un- 
der the Scheme for a sum equal to the insurable value of 
the property on the date immediately preceding the date 
on which the property is or has been so damaged or des- 
troyed, and on such application being made, a policy, tak- 
ing effect from the 1st April, 1942, shall be issued to the 
person making the application. 
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16. (i) If no atnount accompanies the application 
for insurance the application if otherwise in order may 
be kept in suspense pending the receipt of the requisite 
instalments of the premium, and on receipt thereof, a policy 
of insurance shall be issued on such application, and shall 
take effect from the date of receipt of the premium or oh 
and from the date given in the application as the date on 
which the insurance is to commence, whichever is later: 

Provided that if the application was made before the 
29th May 1942 or being an application in respect of any 
property insurable in pursuance of a notification issued 
under section 16 or section 17, before the 31st August 1942 
and the requisite premium was also received before the 
29th May 1942 or as the case may be 31st August 1942, the 
policy shall be deemed to take effect from the 1st April 
1942. 

(2) If the application for insurance is not received 
in accordance with the prescribed form, the amount ac- 
companying the application may be retained by the Gov- 
ernment Agent and the application returned to the appli- 
cant for necessary correction and resubmission. A policy 
of insurance shall be issued on receipt of such application 
correctly made out in accordance with the prescribed form 
and that policy shall take effect from the date of receipt 
of the application so made out, or on and from the date 
given in the application as the date on which the insurance 
is to commence whichever is later: 

Provided that if the requisite premium and the appli- 
cation in the correct form are both received before the 
29th May 1942 or if in respect of any property insurable in 
pursuance of a notification issued under section 16 or sec- 
tion 17, before the 31st August 1942 the policy shall be 
deemed to take effect from the 1st April 1942. 

11. (1) The Government Agent shall issue a policy 
of insurance as soon as possible after the receipt of an 
application in accordance with the provisions of rule 8: 

Provided that— . 

(a) if the application shows that the applicant has 
*i taken out an insurance in respect of the same pro- 
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perty or any part thereof against fire, or accident 
risks with any other insurance company, the 
Government Agent may, in his discretion, post- 
pone the issue of the policy until enquiries have 
been made from that company ; and 

( b ) if the premium is remitted by cheque, the Gov- 
ernment Agent may, in his discretion, postpone 
the issue of the policy until the cheque has been 
cashed. 

(2) Where the amount determined in accordance 
with rule 20 is fully recovered, the Government 
Agent to whom the amount has been paid shall, as 
soon as possible after such recovery, send the re- 
quisite application forms to the defaulter for com- 
pletion and return, except in the case of a factory 
which has been exempted from compulsory insur- 
ance. A policy or supplementary policy in res- 
pect of the property concerned according as the 
recovery is in respect of non-insurance or under- 
insurance shall be issued by the Government 
Agent on receipt of the application correctly made 
out in accordance with the prescribed form and 
that policy shall be made out to take effect from 
the date the amount was fully recovered. 

12. In the event of the loss of a policy a duplicate 
policy will not be issued, but if it is satisfactorily proved 
that a policy has been issued, the absence of that policy 
will not be a bar to a claim under it. 

13 The following Associations are prescribed for the 
purpose of clause (a) of the proviso to section 4 : — 

1. The Indian Insurance Companies Association, 

Industrial Assurance Building, Churchgate, Bom- 
bay. 

2. The Indian Insurance Companies Association, 

102-A, Clive Street, Calcutta. 

3. The Calcutta Insurance Association, Royal Ex- 
. change, Calcutta. 

4. The Madras Fire Insurance Association, 2-6, Se- 

cond Line Beach, Madras. 
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5. The Bombay Fire Insurance Association, Rampart 
Row, Fort, Bombay. 

6. The Fire Salvage Association of Bombay, Limited, 
Bombay. 

7. The Bombay Accident Insurance Association, 
Bombay. 

8. The Bombay Underwriters’ Association, Bombay. 

14. (1) All claims shall be submitted in writing in 

the Form given in the Fourth Schedule to these Rules to 
the Government Agent concerned within the time speci- 
fied in condition 4 of the Conditions set forth in the Se- 
cond Schedule to these Rules. 

(2) On receipt of a claim, the Government Agent 
shall send notice to the Claims Committee and shall, in 
consultation with the Committee, have the claim verified 
and the loss or damage, if any, assessed by a person who 
is for the time being included in the list of recognised Loss 
Assessors issued and maintained by the Central Govern- 
ment in this behalf, or if the Central Government so di- 
rects, by such person as may be specifically deputed by 
them for the purpose. 

Provided that in case of loss or damage in a district 
where none of the Loss Assessors included in the list of 
recognised Loss Assessors is available such verification 
and assessment shall be made by a person who may be de- 
puted for the purpose either by any of the Associations 
specified in rule 13 or by any of the Special Officers, War 
Risks (Factories) Insurance. 

Provided further that any person generally authorised 
in this behalf by the Central Government may also assess 
the loss or damage independently and report thereon to 
the Secretary to the Government of India in the Depart- 
ment of Commerce. Government Agents should keep such 
a person informed of all claims received by them. 

(3) As soon as the Loss Assessor has verified the 
claim and assessed the loss or damage, if any, he shall re- 
port thereon to the Government Agent who shall, after 
such further verification as he thinks fit to make, forward 
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the report, with his remarks and recommendation to the 
Claims Committee which will examine and submit it with 
such recommendation as it considers necessary to make 
to the Secretary to the Government of India in the De- 
partment of Commerce through the Accounts Officer to 
whom the counterfoil of the policy was sent. 

(4) If the claim is proved to the satisfaction of the 
Central Government, a payment order in favour of the 
claimant will be issued through the Government Agent 
on a date fixed in accordance with rule 19 except where 
payment is postponed in pursuance of clause (c) of sub- 
section (5) of section 3. On receipt of the payment, the 
claimant shall give a receipt in the Form set forth in the 
Sixth Schedule to these Rules. 

15. (1) Where it is established to the satisfaction of 
Government that insurance under the Scheme has been 
taken out separately by the owner and the occupier of a 
factory in respect of the same property, the policy taken 
out by the occupier may be cancelled and a refund of pre- 
mium allowed to him unless he has recovered the pre- 
mium from the owner in which case the refund may be 
made to the owner. 

(2) Notwithstanding anything contained in these 
Rules, where a policy has been taken out in respect of any 
property insurable under the Ordinance appertaining to 
a factory or other premises and that factory or premises is 
subsequently exempted from the provisions of section 5 
or destroyed otherwise than by any action on measure 
comprised in the express War risks as defined for the 
time being by these Rules and the insurance is not conti- 
nued by the person taking out the policy, the policy shall 
be cancelled with effect from the date on which the exemp- 
tion takes effect or, as the case may be, on which the fac- 
tory or premises are destroyed as aforesaid and no further 
instalments of premium shall be payable in respect of 
the period, if any, up to the day before the next instalment is 
due. 
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(3) No refund of premium shall be allowed in res- 
pect of any policy issued or purported to have been issued 
under the Scheme except as provided in section 18 and 
sub-rules (1) and (2). 

16. An account of all sums received into and paid out 
of the Fund shall be prepared in the form set forth in the 
Fifth Schedule to these Rules and shall be published an- 
nually. 

17. (1) All plant, machinery and materials (being 
materials for use in the production or transmission of 
motive power or in the maintenance of plant and machi- 
nery or in the construction or re-construction or mainte- 
nance of factory buildings) appertaining to, or appropri- 
ated for the purposes of a factory (being a factory which 
is insurable under the Ordinance) shall, when owned by 
the ojyner or occupier of the factory, be property insur- 
able under the Ordinance if situated anywhere in British 
India or in any territory to which section 17 for the time 
being applies, provided that such plant or machinery or 
materials are not for the time being covered against war 
risks by an Overseas Government War Risks Insurance' 
Policy or a Marine Insurance Policy whereby they are 
insured for a sum not less than their value for the time 
being and provided also that such plant and machinery or 
materials are not insurable for the time being under the 
War Risks (Goods) Insurance Ordinance, 1940 (No. IX of 
1940). 

(2) When a policy has been taken out in accordance 
with sub-rule (3) of rule 5 in respect of any works in 
course of construction which when completed will become 
a factory, all plant and machinery appertaining to or ap- 
propriated for the plurposes of such works shall, when owned 
by the owner of the works, be property insurable under 
the Ordinance if situated anywhere in British India or in 
any territory to which section 17 for the time being ap- 
plies provided that such plant or machinery is not for the 
time being covered against war risks by an Overseas Gov- 
ernment War Risks Insurance Policy or a Marine Insur- 
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ance Policy whereby it is insured for a sum not less than 
its value for the time being and provided also that such 
plant and machinery is not insurable for the time being, 
under the War Risks (Goods) Insurance Ordinance, 1940 
(No. IX of 1940). 

18. In respect of each claim under a policy the in- 
sured shall bear twenty per cent, of the loss or damage or 
the sum specified below whichever is greater : — 

If the insurable value of the property insured does 
not exceed Rs. 5,000, the first Rs. 250 of each claim. 

If the insurable value of the property insured exceeds 
Rs. 5,000 but does not exceed Rs. 10,000, the first Rs. 500 
of each claim. 

If the insurable value of the property insured exceeds 
Rs. 10,000 but does not exceed Rs. 15,000, the first Rs. 750 
of each claim. 

If the insurable value of the property insured exceeds 
Rs. 15,000, the first Rs. 1,000 of each claim. 

19. Payment of compensation under the Scheme 
shall be made, 

(a) in a case where the Government exercises the 
option to pay within the liability assumed by it 
the cost of restoring the property lost or damaged 
as far as practicable to the condition in which it 
existed before the occurrence of such loss or dam- 
age, on such restoration, or, 

(b) where the Government decides to make the pay- 
ment in instalments during the progress of the 
works relating to the restoration of the property 
lost or damaged,, the instalments shall be paid on 
restoration of parts of the property as determined 
by the Government and at the expiration of such 
period after the restoration of the relevant parts 
as may be required by it to ascertain the fact of 
restoration and the proper cost thereof, or 

(c) in a case where the payment is based on the loss 
in value suffered by the property on such date 
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whether before or after the termination of the 
present hostilities and in such instalments, if any, 
as Government may fix in this behalf. 

Provided that where any payment based on the loss 
in value suffered by the property is postponed to a date 
later than one year from the termination of the present 
hostilities, simple interest at the rate of two per cent, per 
annum from the expiry of the said dne year shall be paid 
on the unpaid portion of claim admitted by the Govern- 
ment. 

20. (1) Where any person has failed to insure as or 

to the full amount, required by the Ordinance and has 
thereby evaded the payment by way of premium of any 
money which he would have had to pay but for such fail- 
ure the amount evaded shall be determined in accordance 
with the Seventh Schedule to these Rules. 

(2) Every person against whom a determination has 
been made in pursuance of sub-rule (1) may, within the 
period laid down in the Seventh Schedule to these Rules, 
appeal to the Central Government whose decision shall be 
final. 


FIRST SCHEDULE. 

(See Rule 4.) 

PART A. 

GOVERNMENT OF INDIA. 

Policy No 

Supplementary to Policy No 

War Risks (Factories) Insurance Ordinance, 1942. 

Policy of Insurance in respect of Properties Insurable 
thereunder. 

This Policy and the Specification hereto (which forms 
an integral part of this Policy) shall be read together as 
one contract, and the words and expressions to which spe- 
cific meanings have been attached in the Specification 
shall bear those meanings wherever they may appear. 
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THE SPECIFICATION. 

The Governor General. The Governor General of 
India in Council. 

The Government Agent 
The Insured 
Address 

The Insured’s business 

The Property Insured: Property insurable under the 
Ordinance 

Description and situation of property Insured. 

Sum for which Insured: 

(a) Buildings. Rs. 

(b) Plant, Machinery and 

Material Rs. 

Total Rs. 

Period of Insurance: 

From the day of 194 

first day of March 1944. 

The Premium: Rs. 

First Instalment of Premium Rs. 

Received on the day of 

Subsequent instalments of the Premium of Rs. 

are payable as under : — 

2nd instalment — 1st June 1942. 

3rd instalment — 1st September 1942. 

4th instalment — 1st December 1942. 

5th instalment — 1st March 1943. 

6th instalment — 1st June 1943. 

7th instalment — 1st September 1943. 

8th instalment — 1st December 1943. 

But in respect of property insurable by virtue of No- 
tifications under section 16 or 17, the subsequent instal- 
ments are payable as under: — 

2nd instalment — 1st September 1942. 

3rd instalment — 1st December 1942. 

4th instalment — 1st March 1943. 


to the Thirty- 


194 
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5th instalment — 1st June 1943. 

6th instalment — 1st September 1943. 

7th instalment — 1st December 1943. 

8th instalment — 1st March 1944. 

No days of grace are allowed. 

WHEREAS the Insured has made and forwarded to 
the Government Agent a signed application for insurance, 
which application he has agreed shall be the basis of this 
Policy, and has paid the amount of the first instalment of 
premium. 

NOW this Policy witnesseth that in consideration of 
the Insured paying to the Governor General the said first 
instalment of premium and subject to the payment of all 
subsequent instalments of premium as they become due, 
the Governor General agrees [subject to the conditions 
contained in the Second Schedule to the War Risks (Fac- 
tories) Insurance Rules which conditions shall, so far as 
the nature of them respectively will permit, be deemed to 
be conditions precedent to the right of the insured to re- 
cover hereunder] that if during the period of insurance 
stated above the property insured or any part of such pro- 
perty shall suffer any loss or damage, being loss or dam- 
age caused by any act comprised in the expression “War 
Risks” as defined for the time being by the said Rules, the 
Governor General will, at his option, — 

(a) pay, within the limits of liability assumed by him 
and in such manner and by such instalments as is 
provided for in the Rules, the cost necessary to 
restore the property as far as practicable to the 
condition in which it existed before the occurrence 
of the damage, 

or 

(b) compensate, within the aforesaid limits, for the 
loss in value, ascertained on the basis of values 
and prices , ruling at the time at which the policy 
of insurance took effect or when the loss or dam- 
age took place whichever is less, suffered by the 
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property as a result of such loss or damage, after 
due allowance has been made for depreciation 
during the period of insurance hereunder ; 

Provided that the liability of the Governor General 
shall in no case exceed eighty per cent, of the interest of 
the Insured in the property affected or eighty per cent, 
of the sum insured hereby whichever is less. 

Provided also that no liability shall attach to this po- 
licy,— 

(a) for 20 per cent of any loss or damage or such sum 
as is specified in the War Risks (Factories) Insur- 
ance Rules, whichever is greater, 

(b) while and so long as any instalment of premium 
hereunder remains unpaid. 

It is expressly warranted that the Insured shall at all 
times comply with all regulations or instructions 
made or issued under the authority of Govern- 
ment for safeguarding the property against dam- 
age from war risks. 

In witness whereof, I, being duly authorised in that 
behalf have hereto set my hand on behalf of the Governor 
General. 

Dated, 

The 194 Signature 


PART B. 

Form of Policy to be issued after 31st March 1944. 
Policy No. 

Supplementary to Policy No. 

GOVERNMENT OF INDIA. 

War Risk (Factories) Insurance Ordinance, 1942. 

Policy of Insurance in respect of properties Insurable 
thereunder. 
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This Policy , and the Specification hereto (which forms 
an integral part of this Policy) shall be read together as 
one contract and the words and expressions to which spe- 
cific meanings have been attached in the Specification 
shall bear those meanings wherever they may appear. 

THE SPECIFICATION. 

The Governor General: The Governor General of 
India in Council. 

The Government Agent. 

The Insured 

Address 

The Insured’s business 

The Property Insured: Property insurable under the 
Ordinance: 

Description and situation of property Insured. 


Sum for which Insured: 


(a) Buildings 

Rs 

(b) Plant, Machinery and Materials 

Rs 

Total 

Rs 

Period of Insurance: 


From the day of 

194 


to the Thirty first day of March 1945. 

The Premium for the period ended 31st March 1944: 

Rs 

The Premium for the period ending 31st March 1945: 

Rs 

First Instalment of Premium: 

Rs 

Received on the day of 194 

Subsequent instalments of the Premium of Rs 

are payable as under: 

2nd instalment — 1st June 1944. 

3rd instalment — 1st September 1944. 

4th instalment— 1st December 1944. 

No days of grace are allowed, 
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WHEREAS the Insured has made and forwarded to 
the Government Agent a signed application for insurance, 
which application he has agreed shall be the basis of this 
Policy, and has paid the amount of the first instalment of 
premium. 

Now this Policy witnesseth that in consideration of 
the Insured paying to the Governor General the said first 
instalment of premium and subject to the payment of all 
subsequent instalments of premium as they become due, 
the Governor General agrees (subject to the conditions 
contained in the Second Schedule to the War Risks (Fac- 
tories) Insurance Rules which conditions shall, so far as 
the nature of them respectively will permit, be deemed to 
be conditions precedent to the right of the insured to re- 
cover hereunder) that if during the period of insurance 
stated above the property insured or any part of such pro- 
perty shall suffer any loss or damage, being loss or damage 
caused by any act comprised in the expression “War 
Risks” as defined for the time being by the said Rules, the 
Governor General will, at his option, — 

(a) pay, within the limits of liability assumed by him, 
and in such manner and by such instalments as is 
provided for in the Rules, the cost necessary to 
restore the property as far as practicable to the 
condition in which it existed before the occur- 
rence of the damage, 

or 

(b) compensate, within the aforesaid limits, for the 
loss in value ascertained on the basis of value and 
prices ruling at the time at which the policy of 
insurance took effect or when the loss or damage 
took place whichever is less, suffered by the pro- 
perty as a result of such loss or damage, after due 
allowance has been made for depreciation during 
the period of insurance hereunder: 

Provided that the liability of the Governor General 
shall in no case exceed eighty per cent of the interest of 
the Insured in the property affected or eighty per cent of 
the sum insured hereby whichever is less. 
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PFoVided also that no liability shall attach to this po- 

licy,- 1 

(h) for twenty per cent of any loss or damage or such 
slim as is specified in the War Bisks (Factories) 
Insurance Rules whichever is greater ; 

(b) while and so long as any instalment of premium 
hereunder remains unpaid. 

It is expressly warranted that the Insured shall at all 
times comply with all regulations or instructions made or 
issued under the authority of Government for safeguard- 
ing the property against damage from war risks. 

In witness whereof, I, being duly authorised in that 
behalf have hereto set my hand on behalf of the Governor 
General. 

Dated, 

The 194 Signature. 

SECOND SCHEDULE. 

[See rule 14 (1) and the First Schedule.] 
CONDITIONS. 

The Governor General shall be under no liability under 
any policy of insurance to which these conditions apply 
(hereinafter referred to as “the policy”) if and in so far 
as the Insured is not entitled to be insured for the sum 
thereby insured in rdspect of the property insured under 
the Ordinance. 

2. If at the time of the happening of any loss or dam- 
age the sum insured by this policy shall be less than (a) 
the total value of the property at the time of the loss or 
damage or (b) the total value of the property on the date 
of commencement of insurance whichever is less the in- 
sured shall be considered as being his own insurer for the 
excess and shall bear a rateable share of the loss accord- 
ingly. 

3. If at the time of the happening of any loss or dam- 
age there be any Other insurance effected by or bn behalf 
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of the insured covering any of the property suffering that 
loss or damage, the liability of the Governor General un- 
der the policy shall be limited to its rateable proportion 
of such loss or damage, 

4. On the happening of any loss or damage the insur- 
ed shall forthwith give notice thereof in writing to the 
Government Agertt, and shall wiljhin fifteen days after 
such loss or damage, or such further time as the Govern- 
ment Agent may in writing allow, at his own expense de- 
liver to the Government Agent a claim in writing contain- 
ing as particular an account as may be reasonably prac- 
ticable of the several articles or portions of property suf- 
fering that loss or damage and of the amount of such loss 
or damage, having regard to their value on the basis of 
values and prices ruling on the date of commencement of 
the insurance or on the date on which the damage or loss 
occurred whichever is less together with details of any 
other insurances on the property insured. The Insured 
shall also give to the Government Agent all such proofs 
and information with respect to the claim as may reason- 
ably be required, together with (if demanded) a declara- 
tion, verified by an affidavit, of the truth of the claim and 
of any matters connected therewith. No claim under the 
policy shall be payable unless the terms of this condition 
have been complied with. 

5. If the claim be in any respect fraudulent, or if 
any fraudulent means or devices be used by the Insured 
or anyone acting on his .behalf to obtain any benefit under’ 
this policy, or if any loss or damage be occasioned by the 
wilful act or with the connivance of the Insured all bene- 
fits under the policy shall be forfeited. 

Provided that the benefits under the policy shall not 
be forfeited even though the loss or damage is occasioned 
by the wilful act and with the connivance of the Insured, 
where the wilful act is done under orders of proper autho- 
rity or where the Insured permits certain measures to be 
taken under orders of proper authority. 


78 
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• 5A. If the owner or occupier of a factory as the case 
may be, shall fail to comply with all regulations or in- 
structions made or issued under the authority of Govern- 
ment for safeguarding the property against damage from 
War Risks, all benefits under the policy shall be forfeited. 

6. If in his application for the insurance effected by 
the policy, the Insured shall have intentionally made a 
material mis-statement of the value of the property insur- 
ed all benefits under the policy shall be forfeited. 

7. If the Governor General elects to pay eighty per 
cent of the cost of restoring any property insured, the Insur- 
ed shall at his own expense produce and give to the Gov- 
ernor General all such plans, documents, books and infor- 
mation as the Governor General may reasonably require. 
The Governor General shall not be bound to pay the cost 
of exact or complete restoration but only of such restora- 
tion as circumstances permit and as is reasonably suffi- 
cient and shall not in any case be bound to expend in res- 
pect of the property insured more than eighty per cent 
of the sum insured thereon. 

7A. If the Governor General elects to pay eighty per 
cent, of the cost of restoring the property insured, the 
owner of the factory shall, if so required by the Governor 
General, reconstruct the factory or remove the factory to 
and reconstruct it in such other locality as may be speci- 
fied by the Governor General. In which case the insured 
shall be compensated for the cost of moving and if neces- 
sary replacing such part of the property not affected by 
the loss or damage. 

8. On the happening of any loss or damage in respect 
of which a claim is or may be made under the policy, the 
Government Agent and every person authorised by the 
Government Agent, may, without thereby incurring any 
liability, and without diminishing the right of the Gover- 
nor General to rely upon any conditions of the policy, al- 
ter, take or keep possession of the building or premises 
where the loss or damage has happened, and may take 
possession of or require to be delivered to them any of 
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the property insured, and may keep possession of and deal 
with such property for all reasonable purposes and in any 
reasonable manner. This condition shall be evidence of 
the leave and licence of the Insured to the Governor Ge- 
neral so to do. If the Insured or any one acting on his be- 
half shall not comply with the requirements of the Gov- 
ernor General, or shall hinder or obstruct the Governor 
General or any person acting on his behalf in doing any 
of the above mentioned acts, then all benefits under this 
policy shall be forfeited. The Insured shall not in any case 
be entitled to abandon any property to the Governor Ge- 
neral whether taken possession of by the Governor Gene- 
ral or not. 

9. The Insured shall at the request and expense of 
the Governor General do and concur in doing and permit 
to be done all such acts and things as may be reasonably 
required for the purpose of enforcing any rights and re- 
medies to which the Governor General is or would become 
entitled or subrogated upon paying for or making good 
any damage, whether such acts and things shall be requir- 
ed before or after indemnification by the Governor Gene- 
ral. 

10. In the event of a transfer of interest, this policy 
may be assigned but such assignment shall not effect until 
notice of assignment has been given to the Governor Ge- 
neral. 

11. The following condition may be included in the 
policy at the request of the Insured : — 

“It is hereby agreed and declared that 

being persons having an interest in the property in- 
sured, shall, to the extent of their interest in the pro- 
perty insured, be entitled jointly with the Insured to 
the rights hereby granted to the Insured, but not so 
as to grant to them any further or greater rights than 
those of the Insured under this policy.” 

, 12. The liability of the Governor General under t|ie 
poliqy shall not exceed in the aggregate eighty per gent- 
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happening of any loss or damage the said sum shall be 
of the sum thereby insured, and accordingly after the 
deemed to be reduced by the amount of that loss or dam- 
age, the liability of the Governor General being limited to 
eighty per cent, of the reduced sum. 

13. The insured shall bear, in respect of each claim, 
20 per cent of the loss or damage or such sum as be speci- 
fied for the time being in the W.R.I. (Factories) Insurance 
Rules whichever is greater. 

14. The Insured shall at all times take due precau- 
tions for the safety of the property insured having regard 
to the nature thereof, and in particular if at any time any 
property insured sustains war damage, the Insured shall 
take all reasonable steps to preserve the property insured 
from damage or further damage as the case may be. 

15. The amount which the Insured may provide for 
depreciation and which may be entered in the annual ac- 
counts of the Insured shall not be taken as final and con- 
clusive as against either Insurer or Insured in settling any 
loss which may occur. 

16. Except as otherwise provided by the War Risks 
(Factories) Insurance Rules, the insured shall not be re- 
lieved from liability to pay subsequent instalments of pre- 
mium by reason of the property having been damaged or 
destroyed, or by reason of the hostilities having ceased be- 
fore the expiry of the period of insurance, or for any 
other reason whatsoever. The Governor General shall have 
the right to deduct from the amount of compensation pay- 
able in respect of any claim on account of loss or damage 
suffered by the whole or any part of the property insured 
a sum equal to the amount of instalments of the premium 
remaining unpaid on the date on which compensation is 
paid by the Governor General. 

17. No refund of premium shall be allowed in respect 
of any policy issued under the Scheme, except as provided 
in the War Risks (Factories) Insurance Rules. 

18. If any instalment of premium in respect of a po- 
licy issued under the Scheme is not paid by the date on 
which the instalment is due, all benefits under the policy 
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shall be suspended, provided that if the instalment is sub- 
sequently paid the Governor General shall revive the be- 
nefits but may do so either from the date on which the 
original default was made or from the date on which the 
payment was subsequently made. 

19. The following condition shall apply to every po- 
licy of insurance in respect of property situate in the In- 
dian States, the Administered Areas or the French Establi- 
shments in India : — 

“It is hereby agreed, and declared that this policy shall 
be deemed to be made in British India, that the claims 
under this policy shall be settled in British India and that 
the insured will submit to the jurisdiction of courts in 
British India for all matters arising out of or in connec- 
tion with this policy.” 

[Forms for transfer or assignment can be obtained from 
Government Agents.] 


THIRD SCHEDULE. 

PART A. 

[See Rule 8 (1)] 

Form of Application 

Important: — Before completing this application form, 
read the instructions overleaf. 


GOVERNMENT OF INDIA. 

War Risks (Factories) Insurance Ordinance, 1942. 
Application for insurance of property insurable thereunder 
Applicant’s Name 
Address 
Business 

Description and situation of property to be insured. 

Are the premises a factory as defined in Section 2 (j) 
of the Factories Act, 1934? 
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If not, (a) have they been so subsequent to the 31st 
December 1938? 

(b) and if they are in course of construction, will 
they be so when completed? 

Are the premises the subject of a notification or an 
order under section 16 (1) of the Ordinance? If so state 
number and date of order or notification 

Date on which property to be insured became insur- 
able. 

In cases of property specified in section 16 or situate 
in an excluded or partially excluded area or in any of the 
territories referred to in section 17, state when property 
came into existence. 

What is the nature of your interest in the property to 
be insured? 

If you are the occupier of the factory within the mean- 
ing of Section 2(1) of the Factories Act, 1934 or of the mine 
within the meaning of section 16(2) of the ordinance but 
do not own the property, the following should be answer- 
ed: 

(a) Name and address of owner 

(b) Have you been requested by the owner to effect 
this insurance on his behalf? 

(c) If not, are you aware whether the owner is also 
applying for insurance? 

Description of property to be insured 

Are the Buildings, Plant, Machinery and materials of 
property to be insured against Fire Risks? 

If so, state (a) Name of insurance company 

(b) Totals on (i) the Building Rs. 

(ii) the Plant, Machinery and materials 
Rs. 

Insurable value* 

What was the value '(i* e > after making allowance for 
depreciation) on the date of this application, of':— 
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(a) the Building ? Rs. 

(b) the Plant, Machinery and materials? Rs. 

In the case of property under construction (first applica- 
tion), what is the estimated value on the last day of the 
Quarter/Period in which the insurance is effected, of 

(a) the Building ? Rs. 

(b) the Plant, Machinery and materials? Rs. 

Subsequent applications to be made on an Applica- 
tion Form for Supplementary Policies. 

SEPARATE AMOUNTS MUST BE DECLARED AS 
BETWEEN (a) AND (b) BUT SEPARATE AMOUNTS 
NEED NOT BE DECLARED AGAINST EACH BLOCK. 
IN THE EVENT OF A CLAIM HOWEVER THE CLAIM- 
ANT MAY BE CALLED UPON TO SHOW IN DETAIL 
HOW THE VALUATION HAS BEEN MADE UP. 

Has any other person any insurable interest in the proper- 
ty to be insured? 

If so, give particulars 

Date from which insurance is to commence 

To: (Here insert name of Insurance Company through 
whom insurance is to be effected). 

I/We warrant that the above statements and particu- 
lars are true and I/we request you to effect War Risks 
(Factories) Insurance on my/our behalf with the Govern- 
ment of India in terms of the prescribed standard policy 
which I/we agree to accept. • 

I/We further agree that this application shall be the 
basis of the contract between the Governor General and 
myself/ourselves. 

I/We enclose bank draft/cheque/money order/postal 
order/cash value Rs. 

Signature of applicant 
Date 

Hate . — Cheques on out-station banks should include bank exchange. 



1240 


LABOUR AND FACTORY LEGISLATION 


PART B. 

Form of Application for a Supplementary Policy 
GOVERNMENT OF INDIA. 


WAR RISKS (FACTORIES) INSURANCE 
ORDINANCE, 1942. 

Application for supplementary insurance. 

Applicant’s Name. 

Address 

Description and situation of property to be insured. 
Name of Government Agent who issued the original 
policy 

Number of the original policy 

Amounts insured by the original policy on 

(a) the Buildings Rs. 

(b) the Plant and Machinery Rs. 

Total Rs. 

Description of the property to be insured. 

Additional amounts for which insurance is now to be 
effected on 

(a) the Buildings Rs. 

(b) the Plant and Machinery Rs. 

Total Rs. 

Reasons for making this application 


Has any other person any insurable interest in the pro- 
perty to be insured ? 

If so, give particulars 

Date from which insurance is to commence 

To: (Here insert name of Insurance Company 
through whom insurance is to be effected.) 

I/We warrant that the above statements and particu- 
lars are true and I/we request you to effect War Risks 
(Factories) Insurance on my /our behalf with the Govern- 
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ment of India in terms of the prescribed standard policy 
which I/we agree to accept. 

I/We further agree that this application shall be the 
basis of the contract between the Governor General and 
myself/ourselves. 

I/We enclose bank draft/cheque/money order/postal 
order /cash value Rs. 

Signature of applicant 

Date 

Note. — Cheques on out-station banks should include bank 
exchange. 


FOURTH SCHEDULE. 

(See Rule 14.) 

GOVERNMENT OF INDIA. 

WAR RISKS (FACTORIES) INSURANCE 
ORDINANCE, 1942. 

Statement of claims thereunder. 

Through Insurance Company, 

Government Agents, 

at 

and the Accountant General, 

I/We 

of (address) 

do hereby solemnly declare that on or about 

o’clock a.m./p.m. Indian Standard Time on the 

owned by me/us 

day of 19 property occupied by me/u s 

in which I /we have an interest 

which was insured under the policy or policies detailed in 
Schedule “A” annexed hereto, was destroyed or damaged 
by an act comprised in the expression “war risks” as de- 
fined by the War Risks (Factories) Insurance Rules and 
as shown in Schedule “B” attached hereto. The actual de- 
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tails of the act (manner in which the damage occurred) 
are given below : — 


I/We further solemnly declare that at the time of the 
said loss or damage the actual value, after making due al- 
lowance for any depreciation, of the property 

owned by me/us 

occupied by me/us 

in which I/we have an interest 

as described in the said policy or policies amounted to Rs 

as more particularly set forth in the annexed Schedule 
“C”, and that apart from myself/ourselves no person other 

than 

has any interest in the said property. 

*My/Our interest in the property is 

I/We therefore claim from the Government of India, 

the sum of Rs as detailed in Schedule “D” 

annexed hereto and I/we solemnly declare that this State- 
ment of Claims is a true and accurate statement of the 
loss sustained by me/us. 

Declared before me this day of 19 

Signed 


Court Seal. 


*1Ms portion may bo struck out where the property is either owned 
or occupied by the etaimant/elaima&tft. 

MAGISTRATE. 
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SCHEDULE “A” 

Statement of Policies in force on the date of loss or damage 


(1) 

' (2) 

! (3) 

(4) 

(5) 

Policy 

No. 

Issued through 
(Government 
Agent). 1 

i 

Date of 

| issue. 

Sum insured 

The property 
insured as 
described in 
policy. 


SCHEDULE “B” 

Definition of the expression “War Risks.” 

“For the purposes of the Ordinance and these Rules 
the following risks shall be war risks, namely the risks of — 

(1) (a) damage occurring (whether accidentally or 

not) as the direct result of action taken by the 
enemy, or action taken in combating the enemy 
or in repelling an imagined attack by the enemy; 

(b) damage occurring (whether accidentally or not) 
as the direct result of measures taken under pro- 
per authority to avoid the spreading of, or other- 
wise to mitigate, the consequences of such dam- 
age as aforesaid ; 

(c) accidental damage occurring as the direct result — 

(i) of any precautionary or preparatory measures 
taken under proper authority with a view to 
preveriting or hindering the carrying out of 
any attack by the enemy; or 

(ii) of precautionary or preparatory measures in- 
volving the doing of work on land and taken 
under proper authority in any way in antici- 
pation of enemy action, being, in either 
measures involving a substantial degree ^Jf 
risk to property: 
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(d) damage occurring (whether accidentally or not) 
as the direct result of precautionary or prepara- 
tory measures taken under proper authority with a 
view to denying of facilities to an enemy, being 
measures involving damage to or diminution of the 
value of property. 

Provided that the measures mentioned in sub-clause 
(c) do not include the imposing of restrictions on the dis- 
play of lights or measures taken for training purposes. 

(2) Such action against the enemy as is referred to 
in sub-clause (a) of clause (1) — 

(a) shall, in relation to any ship or aircraft taking 
part in such action, be deemed to continue until 
the ship or aircraft has returned to its base; 

(b) includes naval, military or air reconnaissances 
and patrols.” 

ASSESSOR’S CERTIFICATE 

I/We 

being Assessor/s duly appointed under Rule 14(2) of the 
War Risks (Factories) Insurance Rules certify that from 
a careful examination carried out by me/us of the scene 
of loss or damage and from the production of books, docu- 
ments, invoices and other evidence have satisfied myself/ 
ourselves that the factory was fully insured at the time of 
the loss or damage, that the Claimant/s was/were 
the sole owner/s 
the occupier/occupiers 

a person /persons having the interest mentioned in his/their Statement 

of Claims 

of the property lost or damaged with the exception of the 
interests noted in the Statement of Claims and that the 
Statement of Claims as detailed herein (*and in our report 
attached) is a true and proper statement of the actual loss 
sustained by the insured as the direct result of War Risks 
only. 

Time taken on assessment 

Fees Rs Signature of Loss Assessor 

Date Address. 
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RECOMMENDATION OF GOVERNMENT AGENT. 

We certify that the claim detailed in this Statement 
of Claims was received by us in accordance with condition 
of the Insurance Policy, that the Statement of Insurance 
in force contained in the Schedule “A” is a correct state- 
ment and (*except as stated in the attached report) we 

recommend that the sum of Rupees 

be paid in full and final settlement of the loss and that 

the sum of Rupees be paid to 

the Assessor in respect of his fee and expenses. 

Signature of Government Agent 

Date 

Note: — Where Policies have been issued by more than one Govern- 
ment Agent, this recommendation must be signed by all Government 
Agents concerned. 


ACCOUNTANT GENERAL’S CERTIFICATE. 

I certify that the details in Schedule “A” have been 
verified and that the policy in question was issued on pay- 
ment of the proper premium which was duly credited to 
the Government. 

Signature of Accountant General 

Date 


GOVERNMENT ORDERS FOR DISPOSAL. 


* Delete and initial if no separate report. 
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SCHEDULE “C* 

Statement of all property insurable under the Ordinance. 


0) 

(8) 

(8) 

(4) 

Description ot property, section 
or block and purpose 
for which used. 

Basic Value. 
{See N.B. 
below). 

Deprecia- 
tion. 1 

Value after 
deduction of 
depreciation. 


AT. The valuation of the buildings, plant', machinery and materials 
must be based upon the actual value at the date on which the application 
for insurance was made less due allowance for any depreciation or upon the 
actual value less due allowance for any depreciation at the time of the 
loss or damage whichever fs less. In the case of works in course of con- 
struction the actual value less due allowance for any depreciation at the 
time of the loss or damage is to be the basis of the assessment. 


SCHEDULE “D” 


•Statement of loss or damage. 


(I) 

Description of property, section, 
block and purpose for 
which occupied. 

; (2) 

| Actual value 

1 after dedu- 
1 ction of 
j depreciation. 

| (3) 

1 Value of 
i Salvage. 

(*) 

Actual loss. 

: 

! 

! 

! 

1 

1 

1 

l 



Total ... 

Less 20% or the sum 
specified in the W. R. (F) 
Insurance Rule whichever 
is greater. 

Amount of Claim 



•Separate for Buildings and Plant, Machinery and 
ItigeHftb. 
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FIFTH SCHEDULE. 


(See Rule 16). 

Account of sums received into and paid out of the 
War Risks (Factories) Insurance Fund during the year 
encftng 194 



Receipts. j 




Amount. ( 

Progress 
>f receipts 
upto the 
end of 


Amount. i 

Progress 
of expen- 
diture 
upto the 
•fid of 



1. Insurance 
Premia. 

Rs. a. p. 

1 

Rs. a. p. 

i 

1. Remuneration and 
expenses of Govern- 
ment Agents, Insu- 
rance Associations 
and Advisers and 
cost of forms. 

Rs. a. p. 

Rs. a. p. 


! 

i 

! 

2. Expenses of the 
Government Ins- 

pecting staff ap- 
pointed under Sec- 
tion 8 (1) and of 
the additional staff 

1 employed to cope! 
I with the work at 
the headquarters of 
the Central Govern- 
ment. 

I 

j 

2. Advances 
from Gene- 
ral Reve- 
nues under 
section 7 
(2). 



3. Expenses of the 

additional staff 

employed to scope 
with the audit and 
accounting arrange- 
ments. 

4. Miscellaneous. 

1 

i 

< 

i 

i 

i 

1 

| 




5. Payments of liabili< 
ties under the Wai 
Risks (Factories 

Insurance Scheme 
and remunerattoi 
„ and expenses ol 
Loss. Assessor; 

appointed undei 

Rule 14(2). 

r 

) 

i 

f 

1 

p 

i 

1 
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FIFTH SCHEDULE— contd. 


Expenditure. 



2. Advances 
from Gen- 
eral Reve- 
nues under 
section 7 
( 2 ). 


Rs. a. p.Rs. a. p. 


6. Payments under 
section 9 where a 
factory is required 
to be removed to 
and reconstructed in 
another locality. 


Rs. a. p. Rs. a. p. 


7. Refunds of pre- 
mium under Rule 
15. 


8. Repayments of 
advances made 
under section 7(2). 


9, Excess sums paid 
into general reve- 
nues under section 
7(8). 


8. Miscella- 


Total ... 


Total 
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sixth Schedule, 



Government of India. 

WAR RISKS (FACTORIES) INSURANCE 
ORDINANCE, 1942. 


Receipt of Claims- 


Loss No. ; 

Received this day of 194 from 

the Government of India the sum of Rupees 


in full discharge of all claims upon them under the Policy 
No issued through.... Govern- 

ment Agents under the War Risks (Factories) Insurance 
Ordinance, 1942, for loss or damage, arising from War 
Risks as defined in the said Ordinance, which occurred on 

the.... day of.* 194 , in consequence 

of which the amount insured by this Policy is. reduced to 
the extent of the said loss or damage, 


Rs. 


Signature of Recipient , 


Stamp 


W 
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SEVENTH SCHEDULE 
(See Rules 11 and 20) 

Where the Special Officer, War Risks Insurance, has 
reason to believe that the owner or occupier of any pro- 
perty insurable under the War Risks (Factories) Insurance 
Ordinance, 1942 (No- XII of 1942), and situate within the 
area over which he is autohrised to act, has failed to en- 
sure as, or to the full amount, required by the Ordinance, 
and has thereby evaded the payment by way of premium 
of any money which he would have had to pay but for 
such failure, the Special Officer may serve on such owner 
or occupier a notice requiring him (1) to show cause on 
a date and at the time and place specified in this behalf 
why he failed to insure the factory as, or to the full 
amount, required by the Ordinance, and further (2) to 
produce before the Special Officer on such date any docu- 
ment or other evidence in support of his case. 

2. Upon cause being shown and after giving the de- 
faulter an opportunity of being heard in support of the 
cause, the Special Officer shall record his opinion on the 
insurable value of the property in accordance with rule 

7 of the War Risks (Factories) Insurance Rules, 1942 and 
shall, by an order in writing, determine on the basis of 
such value the amount of premium, if any, payment of 
which has been evaded by the defaulter. In doing so, the 
Special Officer shall take into consideration such informa- 
tion as he may have received in accordance with section 

8 of the War Risks (Factories) Insurance Ordinance after 
giving the defaulter an opportunity to explain the same. 

3. If an owner or occupier fails to show cause against 
a notice issued under paragraph 1 the Special Officer shall 
make assessment to the best of his judgment and deter- 
mine on the basis of such assessment the amount of pre- 
mium payment of which has been evaded by the defaulter. 

4. When any sum has been determined in accordance 
with paragraph 2 or 3 the Special Officer shall send to the 
defaulter a copy of his recorded opinion, duly certified by 
him, and save on him a notice of demand specifying (1) 
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the amount payable by him, (2) the date within which it 
shall be paid and (3) the Government Agent to whom it 
shall be paid. 

5. Any person against whom a determination is 
made in accordance with paragraph 2 or 3 may appeal to 
the Government of India in the Department of Commerce 
within thirty days of the date of receipt of the notice of 
demand. 

6. Where a determination is made against more per- 
sons than one in respect of the same factory every person 
preferring an appeal shall do so separately and in his own 
name. 

7. An appeal under paragraph 5 or 6 above shall con- 
tain all material statements and arguments relied on by 
the appellant and shall be accompanied by a copy of the 
notice of demand served upon the appellant. It must be 
preferred through the authority against whose order the 
appeal is preferred. 

8. The appellate authority shall consider — 

(a) whether the facts on which the notice of demand 
was based have been established, and 

(b) whether the sum determined as payable is ex- 
cessive, adequate or inadequate, 

and after such consideration shall pass such order as it 
thinks proper. But no order enhancing the amount deter- 
mined as payable by the appellant shall be passed without 
first communicating to him the grounds on which such 
order is proposed to be passed and giving him an opportun- 
ity to show cause against the same. The appellant shall 
have no right to appear in person before the appellate 
authority. 


WAR RISKS (FACTORIES) INSURANCE 
ORDINANCE, 1942. 

Instructions. 

1. The Government of India have put into operation 
as from 1st April, 1942 the War Risks (Factories) Insur* 
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ance Scheme whereby the Government undertake to in- 
sure against' War Risks the buildings, plant and machi- 
nery of factories as described in paragraph 2 hereof. The 
Scheme has also been extended to make insurable certain 
materials of factories. ! 

■ '"It is a condition of the Scheme that the Insured shall 
hear lit respect of each claim 20 per cent of the loss or dam- 
age or such sum as is specified in the War Risks (Factor- 
ies) Insurance Rules. 

Premises to which the Scheme applies* 

2. For the purposes of the Scheme “factory” means any 
premises which are so defined in Clause (j) of Section 2 of 
the Factories Act, 1934 (XXV of 1934) and any premises so 
defined since 31st December, 1938 unless specially exempt- 
ed by Government and premises in course of erection which 
when complete and working will be factories within the 
meaning of Section 2 (j). The Government may extend 
the Scheme to apply to certain properties of mines, gas or 
electricity supply undertakings and under certain circum- 
stances to factories situated in certain Indian States, the 
Administered Areas or the French Establishments in 
India. 

Property insurable. 

3. The buildings, plant and machinery of the proper- 
ty to be insured. 

The buildings to be insured include all the buildings 
comprised within the factory as defined in Section 2(j) of 
the Factories Act, 1934, and other buildings (including re- 
sidential buildings for staff and workmen, hospitals and 
welfare centres) within a radius of 2 miles of the Factory 
which are in the same ownership or occupation as the fac- 
tory and are used for the purposes of the factory. 

The term buildings includes, foundations, plinths, 
floors, staircases, tanks, engine and boiler beds, chimneys, 
flues and boundary walls. 

Property not insurable. 

a Any property, so declared by Government *nd;pre- 
W*? j* » subject to the factories Act, 
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1934, and that part is ancillary to the main purpose of> the 
premises, e.g., a laundry or a bakery forming part of an 
hotel or a furniture workshop or a printing press forming 
part of a departmental store. , 

Compulsory insurance. 

5. Before the 29th May, 1942, every owner of a build- 
ing, plant or machinery of a factory must take out a po- 
licy under the Scheme insuring such property against 
war risks with retrospective effect from the 1st April 19423 
Where the owner and the occupier are different persons 
and the former does not insure, the responsibility shall 
rest on the occupier who shall effect a policy as agent of 
the owner. The occupier of a factory is the person who has 
ultimate control over the affairs of the factory. 

Sum for which insurance is to be effected. 

6. (a) in respect of property in existence on inaugu- 
ration of the Scheme the actual value, i.e., after 
making due allowance for depreciation" on the 
date of the application. 

(b) in the case of property under construction the 
estimated value on the last day of the Quarter or 
period referred to in paragraph 10 in which the 
insurance is effected. 

(c) in other cases the actual value, i.e., after makings 
due allowance for depreciation at the date on 
Which the scheme becomes applicable to the pro- 
perty. 

In all cases plant and machinery must be valued as 
part of going concern and not at its scrap value. 

How to insure. 

7. The application form should be completed injdjjh 

plicate and forwarded with a remittance for first instal- 
iUCiit,of the premium to a Government Agent, ' ' ; ; I- 

Applications for supplementary insurance must be ? 
made in duplicate on a separate form to be obtained from 
the Government Agent who issued the original policy. . 
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Government Agents. 

8. The Government of India have appointed certain 
Insurance Companies to act as Government Agents and 
issue policies under the Scheme. If the property is insur- 
ed against Fire with an Insurance Company it is recom- 
mended that the War Risks (Factories) Insurance should 
be arranged through that Company. If this is not done 
there may be considerable delay in obtaining cover. 

Period of Insurance. 

9. All policies issued at the inauguration of the 
scheme will provide cover for 2 years from 1st April 1942; 
all policies taken out thereafter will expire on the 31st 
March 1944, and no policy will be issued to expire on any 
intermediate date. 

Rate of Premium. 

10. The rate of premium is 4 per cent, for the period, 
and the premium is payable in eight equal instalments of 
i per cent, as under: — 

Last date for payment of instalments. Relative Quarter or period. 

1st Instalment 29th May 1942 ... Period ending 31st May 1942 

2nd Instalment 1st June 1942 ... Quarter ending 31st August 1942 

3rd Instalment 1st September 1942 ... „ „ 80th November 1942 

4th Instalment 1st December 1942 ... „ „ 28th February 1943 

5th Instalment 1st March 1948 ... „ ,, 

6th Instalment 1st June 1943 ... „ „ 13 

7th Instalment 1st September 1943 ... ,, „ 1943 

8th Instalment 1st December 1948 ... Period „ l 

But in respect of property insurable by virtue of no- 
tifications under section 16 or 17 the instalments are pay- 
able as under : — 

Last date for payment of instalment. Relative Quarter or period. 

1st Instalment 81st August 1942 ... Period ending 81st August 1942 

2nd Instalment 1st September 1942 . . . Quarter ending 30th November 1942 

8rd Instalment 1st December 1942 ... Quarter ending 28th February 1948 
4th Instalment 1st March 1943 ... Quarter ending 81st May 1948 

5th Instalment 1st June 1948 ... Quarter ending 81st August 1948 

6th Instalment 1 st September 1948 . . . Quarter ending 80th November 1948 
7th Instalment 1st December 1948 ... Quarter ending 29th February 1944 

8th Instalment 1st March 1944 Period ending 81st March 1944 

Where property becomes insurable after inauguration 
of the Scheme, payment of the premium shall commence 
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with the instalment due for the quarter or period during 
which insurance becomes compulsory. 

Rate of Premium for 'the year ending 31st March 1945. 

UO-A. The rate of premi'um for the year ending 31st 
March 1945, is one per cent, and the premium is payable 
in four equal instalments of k per cent, as under: — 

Last date for payment of instalment. Relative quarter or period. 

1st Instalment 1st April 1944 ... Period ending 31st May 1944 

2nd Instalment 1st June 1944 ... Quarter endings 1st August 1944 

8rd Instalment 1st September 1944 ... Quarter ending SOtb November 1944 
4th Instalment 1st December 1944 ... Period ending 31st March 1945 

11. The Ordinance prescribes heavy fines for failure 
to insure or failure to pay any instalment of the premium 
by due date. 

12. Full conditions to which the policy will be sub- 
ject have been published in the Gazette. 

NOTE: Transfer of interest. 

Policies may be assigned and a special form for 
use in that event is obtainable from your Gov- 
ernment Agent. 

NOTIFICATIONS 

FACTORIES NOT INSURABLE. 

Notification No. 1-W.R.I. (F)/42, dated the 18th April 1942. 

In exercise of the powers conferred by section 14 of 
the War Risks (Factories) Insurance Ordinance, 1942 (No. 
XII of 1942), the Central Government is pleased to ex- 
empt from the provisions of section 5 of the said Ordi- 
nance — 

(i) any premises including the precincts thereof 

which have at any time after the 31st day of De- 
cember 1938 been a factory as defined in clause 
(j) of section 2 of the Factories Act, ,1934 (XXV 
of 1934) and which have been dismantled, and. 

(ii) any premises including the precincts thereof 

which are in part a factory and in part used for 


1 Added vide O. of B. Gu. Put IVC p. 362 of 6-4-44. 
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the ■ purposes of another trade or business, the 
number of workers ordinarily working on the 
factory part of the premises being less than one- 
fifth of the number of persons employed on the 
other part of the premises for the purposes of the 
Other trade or business'. 

2. This notification extends to the whole of British 
India including those excluded and partially excluded 
areas to which the War Risks (Factories) Insurance (No. 
Xll-iof 1942) has been, or may hereafter be, applied by no- 
tification under sub-section (1) of section 92 of the Gov- 
ernment of India Act, 1935. 

List showing the names and addresses of Special Offi- 
cers, War Risks Insurance. 

1. Khan Bahadur M. Kazem Ali Ansari Saheb Ba- 
hadur, Lloyds Road, Royapettah, Madras. 

2. . Mr. M. L. Tannan, I.E.S. (Retd.) , Third Floor, Ha- 
roon House . (Behind Reserve Bank of India), off Sir Phi- 
rozeshah Mehta Road, Fort, Bombay. 

3. Rai Bahadur S. P. Ghosh, I.S.O., 164-C, Bakul Ba- 
gan Road, Calcutta. 

4. Rai Bahadur Pushkar Thakur, 10, Serpentine 
Road, Patha, Bihar. 

5. Mr. K. N. Dave, Ground Floor, Assembly Building, 
Nagpur, C,P. 

6. Mr. Jafar Hasan Zaibi, 2, Quinton Road, Lalbagh, 
Lucknow, U.P. 

7. Khan Bahadur Mirza Abdul Rab, M.A., opposite 
Victoria Girls’ School, Bhati Gate, Lahore, Punjab. 

8. Khan Bahadur N. A. Nana Ghulamally, Windsor 
Place, Cineinnattis Town, Saddar, Karachi (Sind). 

9. Khan Sahib M. Fazle Mahmood Khan, Bassat Gul 
Hassan, Peshawar City, N.-W.F.P. 

JO. Mr. Kalitam Medhi, Gauhati, Assam. 
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GOVERNMENT OF INDIA” 

Department of Commerce 

NOTIFICATION. 

GOVERNMENT AGENTS. 

Notification No. 4-W.R.I. (F)/42, dated the 2nd May 1942.. 

It is hereby notified for general information that hi 
pursuance of Section 4 of the War Risks (Factories) In- 
surance Ordinance, 1942 (No. XII of 1942), the Central 
Government has been pleased to employ as its agents for 
the purposes of the said Ordinance all the firms which are 
for the time being employed by the Central Government 
as its agents for the purposes of the War Risks (Goods) 
Ordinance, 1940 (No. IX of 1940). 

2. This notification extends to the whole of British 
India including those excluded and partially excluded 
areas to which the War Risks (Factories) Insurance Ordi- 
nance, 1942 (XII of 1942), has been, or may hereafter be, 
applied by notification under sub-section (1) of section 92 
of the Government of India Act, 1935. 


War Risks Insurance. 

Now Delhi, the 29th May 1942. 

(See Rule 6). 

No. 15-W.R.I.(F)/42. In pursuance of sub-rule (2) of 
rule 6 of the War Risks (Factories) Insurance Rules, 1942, 
the Central Government is pleased to direct that the pre- 
mium payable under any policy of insurance issued under 
the War Risks (Factories) Insurance Scheme ih respect 
of property which on the 29th May 1942 was not insurable 
under the Scheme shall be payable at the rate and in the 
manner hereinafter prescribed. 
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Period during which the property becomes 
insurable under the Scheme. 


80th May 1042 to 31st August 1942 


Rate of premium. 


Number of 
instalments 
in which the 
premium is 
payable. 


3 i per cent, of the 
insurable 
value of 


7 


1st September 1942 to 30th November 1942 
Jst December 1942 to 28th February 1943 
1st March 1948 to 31st May 1943 
1st June 1948 to 31st August 1943 
• 1st September 1943 to 30th November 1943 
1st December 1948 to 31st March 1944 ... 


3 

24 

2 

14 

1 

4 


the pro- 
perty. 


»» 

>* 

>* 


6 

5 

4 

8 

2 

1 


The instalments shall be equal in value and — 

(a) where the application for insurance is made be- 
fore the end of the period (as specified above) in 
which the property becomes insurable under the 
scheme, the first instalment shall be payable along 
with the application and the remaining instal- 
ments, if any, shall be payable on or before the 
first day of each succeeding period ; 

(b) where the application for insurance is made on a 
date later than the last day of the period in which 
the property becomes insurable under the scheme, 
it shall be accompanied by all the instalments 
that would have been payable by the date on 
which the application is made under the preceding 
clause if the application had been made before 
the last day of the period in which the property 
becomes so insurable, and the remaining instal- 
ments, if any, shall be payable on or before the 
first day of each succeeding period. 

Provided that if the property comprised in any of the 
properties specified in section 16 or situate in an excluded 
or partially excluded area or in any of the territories re- 
ferred to in section 17 comes into existence after the 29th 
May 1942 but becomes insurable under the Scheme on a 
date later than the date on which it comes into existence 
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the premium payable under any policy of insurance issued 
in respect of such property shall be at the rate and in the 
manner prescribed above as if for the words “becomes 
insurable under the Scheme” and “becomes so insurable” 
wherever they occur in the table and clauses (a) and (b) 
the words “comes into existence” were substituted. 


NOTIFICATION. 

War Risks Insurance. 

New Delhi, the 28th July 1942. 

No. 30-W.R.I. (F) 42. — In pursuance of clause (a) of 
sub-section (1) of section 16 of the War Risks (Factories) 
Insurance Ordinance, 1942, (No. XII of 1942), the Central 
Government is pleased to declare that with effect from 
the 15th August 1942, the provisions of the said Ordinance 
and of the Scheme made thereunder shall apply to the in- 
suring against war risks of the machinery above ground 
appertaining to mines, as defined in the Indian Mines Act, 
1923. 


New Delhi, the 20th March, 1944. 

No. 7-W.R.I.(F)/44-D.— In pursuance of sub-rule (3) of 
rule 6 of the War Risks (Factories) Insurance Rules, 1942, 
the Central Government is pleased to direct that the pre- 
mium payable in respect of the period from the 1st April 
1944 to the 31st March 1945 under any policy of insurance 
issued under the War Risks (Factories) Insurance Scheme 
before the 1st April 1944 shall be one per cent, of the in- 
surable value of the property calculated to the nearest 
anna on each complete sum of one hundred rupees and 
shall be paid in four equal instalments, namely 

The first instalment shall be payable on or before the 
1st April 1944 and the other three instalments shall be pay- 
able on or before the first day of each succeeding quarter: 

Provided that— 
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(a) Where Arl application for insurance in respect of 
property which was insurable before the 1st April 
. 1944 is made after that date but not later than the 

31st May 1944, it shall be accompanied by the first 
instalment as well as all the instalments of pre- 
mium that would have been payable in respect of 
the said property under sub-rule (1) or sub-rule 
(2), as the case may be, of rule 6 had the applica- 
cation been made not later than the appropriate 
date specified therein and the other three instal- 
ments shall be payable on or before the first day 
of each succeeding quarter ; 

(b) Where the application for insurance is made after 
the 31st May 1944, it shall be accompanied by all 
the instalments that would have been payable 
under clause (a) had the application been made 
not later than the 31st May 1944 and the remain- 
ing instalments shall be payable on or before the 
first day of each succeeding quarter. 


New Delhi, the 8th April, 1944. 

No. 10-W.R.I. (F)/44-D. — In pursuance of sub-rule (2) 
of rule 6 of the War Risks (Factories) Insurance Rules, 
1942, the Central Government is pleased to direct that the 
premium payable under any policy of insurance issued un- 
der the War Risks (Factories) Insurance Scheme in res- 
pect of property which on the 31st March 1944 was not in- 
surable under the Scheme shall be payable at the rate and 
in the manner hereinafter prescribed : 

Number of 

Period during -which, the property instalments 

becomes incurable under, the Scheme. Rate of premium. in which the 

premium is 
payable. 

1st April 1944 to 81st May 1944 1 per cent, of the insurable 4 

value of the property. 

1st June 1944 to 81st August 1044 }ths per cent, of the insurable 9 

value of the property. 

1st September 1944 to 80th November } per cent, of the insurable S 

1st December i64ttoSIst Marchl945 Jthp?r cent/of theSurable 1 

vahie of the property; 
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The instalments shall be equal , in value and — 

(a) where the application for insurance is made be- 
fore the end of the period (as specified above) in 
which the property becomes insurable under the 
scheme, the first instalment shall be payable along 
with the application and the remaining instal- 
ments, if any, shall be payable on or before the 
first day of each succeeding period ; 

(b) where the application for insurance is made on a 
date later than the last day of the period in which 
the property becomes insurable under the sche- 
me, it shall be accompanied by all the instalments 
that would have been payable by the date on 
which the application is made under the preced- 
ing clause if the application had been made be- 
fore the last day of the period in which the pro- 
perty becomes so insurable, and the remaining in- 
stalments, if, any, shall be payable on or before 
the first day of each succeeding period. 
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